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OUR  PREPARATION  FOR  THE  X-RAY  WORK 
OF  THE  WAR* 

BY    ARTHUR    C.    CHRISTIE,    M.D. 
Major  Medical  Reserve  Corps,  Chief  X-Ray  Division,  Surgeon  General's  Office,  U.  S.  Army 

WASHINGTON,   D.   C. 


THE  medical  profession  of  the  United 
States  has  reason  to  feel  proud  of  its 
response  to  the  call  to  national  service.  At 
the  present  time  more  than  one-tenth  of 
the  total  number  of  physicians  in  this  coun- 
tr\^  have  received  commissions  in  the 
Medical  Officers  Reserve  Corps.  It  is  safe 
to  say  that  this  is  equaled  by  no  other 
profession  or  class.  The  doctor  has  been 
called  upon  to  make  immense  sacrifices 
since,  in  most  cases,  his  income  depends 
entirely  upon  his  own  personal  efforts  and 
stops  when  he  enters  the  service.  He  has 
been  actuated  by  a  high  sense  of  patriotic 
duty,  and  has  responded  to  the  countr\^'s 
call  until  there  is  now  little  fear  that  the 
number  will  not  be  sufficient  for  all 
needs. 

This  is  true  not  only  of  the  general  pro- 
fession, but  also  of  the  several  specialties, 
and  is  particularly  applicable  to  the  one 
we  represent.  The  American  Roentgen 
Ray  Society  was  one  of  the  first  of  the 
national  societies  to  realize  the  necessity 
for  making  preparation  for  the  part  its 
members  were  to  take  in  the  inevitable 
struggle.  Months  before  war  was  declared. 


the  president  of  the  society,  Major  Cole 
of  New  York,  ably  seconded  by  Major 
Manges  of  Philadelphia,  who  has  since 
succeeded  Major  Cole  as  president,  and 
assisted  by  a  Committee  of  Preparedness, 
carried  on  a  propaganda  to  interest  the 
roentgenologists  of  the  country  in  military 
roentgenology.  It  was  soon  discovered  by 
this  committee  that  the  nimiber  of  quali- 
fied roentgenologists  in  the  United  States 
was  comparatively  small  and  that  some 
plan  woiild  need  to  be  devised  to  train  men 
for  this  work.  It  had  been  emphasized  by 
surgeons  and  roentgenologists  who  had 
returned  from  active  service  in  Europe 
that  the  best  work  in  the  localization  of 
foreign  bodies  could  be  hoped  for  only  if 
the  roentgenologist  were  a  trained  physi- 
cian. A  non-medical  technician  or  mech- 
anician, however  skilled,  could  not  pos- 
sibly cooperate  with  the  surgeon  as  could 
the  roentgenologist  with  broad  medical 
training. 

By  the  advice,  then,  of  the  Committee 
of  Preparedness,  the  Surgeon  General's 
Office  decided  that  the  .x-ray  work  in  all 
militar}^   hospitals,    both   in   this   country 
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and  abroad,  would  be  directly  in  charge  of 
medical  roentgenologists.  The  problem 
then  was  to  get  a  large  number  of  men  in 
training  immediately  for  this  work.  This 
same  committee,  acting  with  representa- 
tives from  the  Surgeon  General's  Ofhce, 
then  organized  schools  for  instruction  in 
military  roentgenology^  in  nine  different 
cities  in  various  parts  of  the  country.  In 
each  of  these  cities  instructors  were  selected 
who  had  adequate  hospital  facilities  avail- 
able. These  instructors  met  in  New  York 
and,  after  an  extended  conference,  laid 
out  a  course  of  instruction  to  be  followed 
at  all  of  the  schools.  The  instructors  were 
all  commissioned  in  the  Medical  Reserve 
Corps  and  assigned  to  duty  for  this  special 
work.  Selected  students,  w^ho  were  also 
commissioned  in  the  Reserve  Corps,  were 
then  ordered  to  report  to  these  instructors 
for  courses  of  varying  length,  dependent 
upon  the  ability  and  previous  experience  of 
the  student.  Even  men  with  much  previous 
experience  in  :x;-ray  work  have  found  these 
courses  of  great  value. 

The  roentgenologist  who  goes  to  foreign 
service  soon  finds  that  his  w^ork  differs 
greatly  from  that  of  civil  practice,  and  that 
his  special  training  in  militar\^  roentgen- 
ology is  invaluable. 

Up  to  the  present  about  two  hundred 
men  have  finished  the  course  of  training 
at  these  schools  and  are  well  qualified  for 
their  special  work.  Some  of  them  are  al- 
ready in  France  and  others  are  doing  the 
great  amount  of  x-ray  work  called  for  at 
the  various  base  and  general  hospitals  in 
this  country. 

It  now  seems  expedient  to  concentrate 
the  work  of  instruction  at  the  school  in 
New  York  City,  where  we  have  assembled 
and  equipped  for  operation  all  of  the  vari- 
ous types  of  apparatus  adopted  for  use  in 
the  service.  The  plan  now  also  includes  a 
prehminary  course  at  one  of  the  Medical 
Officers  Training  Camps  located  at  Fort 
Oglethorpe.  Georgia,  and  Fort  Riley, 
Kansas.  At  these  camps  the  doctor,  fresh 
from  civil  practice,  finds  himself  immedi- 
ately in  a  military  atmosphere,  a  part  of  a 


militarv'-  organization,  and  under  the  gmd- 
ance  of  a  trained  corps  of  instructors  who 
have  become  specialists  in  different 
branches  of  medical  military  work.  Roent- 
genologists will  now  enter  the  service 
through  these  training  camps  and,  after 
one  month's  instruction  in  the  general 
training  provided  at  the  camp,  will  undergo 
another  month's  training  in  roentgenology 
under  an  experienced  instructor  who  wiU 
be  sent  to  the  camp  for  that  purpose.  At 
the  end  of  this  time  those  who  are  con- 
sidered eligible  will  be  sent  for  final  training 
to  the  school  in  New  York. 

When  the  schools  for  instruction  w^ere 
first  established  we  were  greatly  handi- 
capped by  lack  of  any  precedent  for  our 
guidance  and  by  the  fact  that  none  of  our 
otherwise  experienced  roentgenologists  had 
had  special  experience  in  roentgenology' 
as  applied  to  militar^^  conditions.  It  was 
believed,  however,  that  much  good  would 
be  accomplished  by  attempting  to  stand- 
ardize the  methods  of  x"-ray  men  who  had 
had  considerable  experience  in  general 
.x-ray  work  and  this  beHef  has  been  justi- 
fied by  the  results.  Many  roentgenologists 
have  now  finished  the  course  of  instruction 
and  are  all  much  better  qualified  to  carry 
out  their  work  in  military  hospitals  than 
they  were  before,  although  they  had  had 
previously  many  3^ears'  experience  in  .x-ray 
work. 

We  have  now  reached  the  time  when  we 
must  draw  largely  from  among  men  with 
relatively  little  experience,  but  our  cur- 
riculum and  methods  of  teaching  are  well 
established  and  we  feel  confident  that  a 
sufficient  number  of  men  can  be  prepared 
to  do  efficiently  the  x-ray  work  of  the  war. 
The  lack  of  experience  in  strictly  military 
roentgenology  is  not  now  so  apparent 
because  Major  James  T.  Case  has  recently 
retiuned  from  France,  where  he  was  in 
charge  of  x-ray  w^ork  with  the  American 
Expeditionary  Forces.  He  will  be  in  con- 
ference for  some  time  with  the  instructors 
in  this  cotmtry  in  order  to  make  all  methods 
directly  appHcable  to  conditions  as  they 
exist  at  the  front. 
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The  work  of  instruction  will  now  be 
greatty  facilitated  also  by  the  pubHcation 
of  a  "Manual  of  X-Ray  Work,"  originally 
conceived  by  the  Committee  of  Prepared- 
ness of  the  x\merican  Roentgen  Ray 
Societ}',  and  contributed  to  by  a  number 
of  the  prominent  x-ray  men  of  the 
country. 

In  addition  to  training  medical  men  who 
are  to  be  the  directors  of  the  x-ray  lab- 
oratories, it  has  been  found  necessary  to 
train  men  in  the  purety  technical  part  of 
the  work,  that  is  the  development  of  plates, 
the  care  of  the  x-ray  apparatus,  and  the 
many  routine  duties  about  an  x-ray  labora- 
tor>\  IMen  for  this  duty  have  been  drawn 
from  the  enlisted  personnel  of  the  Medical 
Department  and  given  a  coiu-se  of  training 
at  the  Army  ^Medical  School  in  Washing- 
ton. We  have  also  found  it  necessary  to 
secure  the  services  of  men  who  have  had 
factor}^  experience  in  order  to  provide  for 
the  installation  and  repair  of  our  great 
mass  of  highly  specialized  apparatus.  ]Men 
for  this  purpose  have  been  commissioned 
in  the  Sanitary  Corps. 

Great  strides  have  been  made  in  the 
perfection  and  standardization  of  appara- 
tus. It  was  realized  at  the  beginning  of  the 
war  that  little  change  would  be  necessary 
injthe  apparatus  used  in  civilian  hospitals 
in  order  to  adapt  it  to  the  large  base  and 
general  hospitals  of  the  army.  The  principal 
necessity  was  to  standardize  this  apparatus 
in  order  to  facilitate  its  manufacture  in 
sufficient  quantity,  and  to  insure  the 
elimination  of  unnecessary  parts.  A  com- 
mittee appointed  by  the  Council  of  Na- 
tional Defense  early  last  spring  recom- 
mended a  list  of  apparatus  and  supplies  for 
use  at  base  and  general  hospitals  which 
has  been  closely  adhered  to  up  to  the  pres- 
ent time.  Experience  at  the  cantonment 
hospitals  in  this  countn,"  and  in  the  base 
hospitals  already  in  France  has  suggested 
certain  modifications  and  additions  to  the 
list  and  to  the  specifications.  This  revision 
will  be  completed  within  a  few  days,  and, 
being  the  product  of  experience  both  at 
home    and    abroad,    will,    we   hope,    ser\'e 


as  an  adequate  standard  throughout  the 
war. 

A  ver>'  important  addition  to  the  appara- 
tus of  stationan.^  hospitals  is  the  "bedside 
unit."  The  necessity  for  being  able  to  make 
x-ray  examinations  of  a  large  number  of 
patients  without  moving  them  from  bed 
has  been  emphasized  by  many  observers 
in  France.  This  applies  particularly  to 
fractures  of  the  hip  and  thigh  and  is  prac- 
tically always  a  fluoroscopic  examination. 
Major  Case  now  reports  that  fluoroscopic 
examinations  of  the  chest  are  also  made 
quite  routinely  in  military  hospitals  in 
France  without  moving  the  patient  away 
from  his  bed.  The  bedside  unit  adopted 
for  oviT  army  has  been  developed  by  Major 
J.  S.  Shearer,  S.  C,  Professor  of  Physics 
at  Cornell  University,  who  has  been  at 
the  head  of  the  teaching  force  at  the  School 
for  Instruction  in  Military  Roentgenology' 
in  New  York  City.  This  im.it  is  so  con- 
structed as  to  be  readily  wheeled  to  the 
bedside,  and  to  operate  on  any  type  of 
current  either  direct  or  alternating.  Major 
Shearer  has  made  use,  for  the  bedside  unit, 
of  a  special  radiator  type  of  Coolidge  tube 
developed  b}'  Dr.  Coolidge  for  use  with  the 
army  portable  apparatus.  The  radiator 
on  this  tube  provides  for  the  rapid  cooling 
of  the  target  so  that  the  tube  can  rectify  its 
own  current.  The  addition  of  this  bedside 
unit  so  completes  the  x-ray  equipment  of 
stationar}^  hospitals  as  to  leave  little  to  be 
desired.  The  equipment  of  stationary 
hospitals,  however,  is  only  the  beginning 
of  the  problem  of  furnishing  adequate 
x-ray  facilities  for  the  examination  of  the 
wounded. 

It  is  now  thoroughly  recognized  that  the 
wounded  man's  chances  for  recovery  bear 
a  ver\^  close  relation  to  the  time  which 
elapses  before  he  can  receive  adequate 
surgical  care  and  be  placed  at  rest  in 
comfortable  surroundings.  The  recognition 
of  this  fact  has  brought  about  the  erection 
of  evacuation  hospitals  much  nearer  to  the 
firing  line  than  was  formerly  thought 
feasible.  These  hospitals  are  so  constucted 
and  equipped  that  it  is  possible  in  them  to 
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give  all  necessary  surgical  treatment  to 
practically  all  wounds,  including  the  re- 
moval of  foreign  bodies.  These  semi-perma- 
nent evacuation  hospitals  are  now  placed, 
in  certain  instances,  as  near  to  the  front 
as  the  ver}^  mobile  field  hospitals  were  in 
previous  wars.  It  was  never  deemed  ad- 
visable to  place  .x-ray  apparatus  of  any  de- 
scription in  hospitals  which  were  not 
equipped  for  the  rendering  of  surgical  aid, 
and  which  were  too  mobile  to  permit  those 
operated  upon  to  rest  comfortably  for 
sufficient  time  after  operation.  It  is  now 
possible  to  make  efficient  use  of  the  x-ray 
at  a  much  earlier  stage  in  the  treatment  of 
the  wounded  than  was  formerly  the  case 
because  of  the  erection  of  these  advanced 
evacuation  hospitals,  corresponding  to  the 
British  "casualty  clearing  stations."  The 
x-TSLy  apparatus  for  such  a  hospital  must 
be  more  portable  than  a  base  hospital 
equipment,  and  must  necessarily  have  its 
own  source  of  power.  No  electric  current 
wiU  be  available  from  local  sources  at  such 
advanced  posts. 

Portable  x-ray  apparatus  with  its  own 
power  plant  has  been  used  by  armies  ever 
since  the  beginning  of  the  Boer  War.  The 
earliest  apparatus  consisted  of  sm^all  induc- 
tion coils  with  mechanical  interrupters 
operated  from  storage  batteries.  Since 
that  time  many  different  types  of  mobile 
apparatus  have  been  devised,  some  of  them 
depending  for  power  upon  the  motor  of  the 
automobile  in  which  they  were  carried. 
None,  however,  have  been  free  from  serious 
defects. 

In  191 3  and  191 4  a  portable  outfit  was 
developed  in  the  Medical  Department  of 
our  own  army  by  Major  Wm.  A.  Dimcan. 
This  consisted  of  a  gas  engine  of  the 
marine  type,  operating  a  generator,  on  the 
shaft  of  which  was  a  revolving  disc  for  rec- 
tification of  the  current.  This  disc  re- 
volved in  contact  with  brushes  which  were 
moimted  directly  on  the  box  containing 
the  transformer.  This  apparatus  has  been 
used  on  the  Mexican  border  and  at  some 
posts  in  the  army  where  local  current  sup- 
ply was  not  available,  but  has  never  come 


into  ver>'  general  use  because  of  its  great 
weight,  its  relatively  small  output  of  cur- 
rent, and  its  liability  to  get  out  of  repair. 
The  necessity  for  a  more  readily  portable 
and  more  reliable  apparatus  was  apparent. 
The  needs  in  this  direction  became  known 
to  Dr.  Coolidge  and  he  set  himself  the  task 
of  developing  such  an  apparatus.  For- 
tunately, he  was  able  to  seciire  a  widely 
used  gas  engine  which,  with  a  few  modi- 
fications, was  readily  adapted  to  the  pur- 
pose. He  succeeded  in  eliminating  all  mov- 
ing parts  from  the  apparatus  by  a  radical 
modification  of  the  Coolidge  tube  whereby 
it  was  rendered  capable  of  rectifying  its 
own  current.  A  description  in  detail  of  this 
portable  x-ray  outfit  will  be  published  at 
an  early  date  by  Dr.  Coolidge.  It  admir- 
ably fills  the  army  needs  for  this  type  of 
apparatus  since  it  is  light,  readily  trans- 
portable in  an  ambulance  or  a  small  truck, 
gives  sufficient  output  of  current,  and, 
above  all,  is  exceedingly  reliable.  It  is 
adapted  for  use  in  the  evacuation  hospitals 
mentioned  before,  or  can  be  carried  in  a 
truck  or  trailer  as  the  x-ray  equipment  of 
one  of  the  automobile  surgical  units  which 
are  rapidly  coming  into  use.  The  evacua- 
tion hospitals  will  each  be  equipped  with  as 
many  of  these  portable  outfits  as  seems 
necessary  for  the  average  amount  of  work. 
At  times  of  unusual  activity  in  a  sector 
more  of  the  portable  outfits  may  be  sent 
as  separate  units  or  forming  a  part  of  one 
or  more  automobile  surgical  units,  which 
are  brought  up  to  increase  the  capacity  of  a 
particular  evacuation  hospital.  The  port- 
able machine  has  even  been  found  of  real 
use  in  base  hospitals  as  an  accessory  to  the 
main  apparatus,  or  as  a  substitute  when 
the  latter  is  out  of  order  or  when  the  cur- 
rent supply  has  failed. 

We  might  continue  this  recital  to  tire- 
some length  by  describing  the  work  that 
has  been  done  in  developing  much  acces- 
sory apparatus  to  render  x-ray  work  on 
the  wounded  more  rapid  or  more  accurate. 
A  large  amount  of  work  has  been  done  on 
the  x-ray  table  alone,  upon  the  construc- 
tion of  which  so  largely  depends  the  com- 
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fort  of  both  the  roentgenologist  and  the 
surgeon,  as  well  as  their  safety  from  ex- 
posure to  the  ray.  A  table  has  now  been 
devised  which  is  ver}'  satisfactory^  from  the 
standpoint  of  everyone,  including  the 
surgeon.  Operating  for  the  removal  of  for- 
eign bodies  imder  direct  control  of  the  .T-ray 
has  come  to  be  a  ver\'  common  procedure 
at  the  front.  For  this  reason  it  is  necessary 
to  have  a  table  suitable  both  for  operating 
and  for  x-rsiy  examination.  The  top  of 
such  a  table  must,  of  course,  be  readily 
penetrable  by  the  ray  and,  at  the  same 
time,  should  be  strong  and  capable  of 
resisting  the  action  of  liqmds.  The  top 
finally  decided  upon  was  suggested  by 
Capt.  E.  W.  Caldwell  of  New  York.  It  is 
called  "bakelite,"  a  substance  made  on  a 
large  scale  in  connection  with  the  con- 
struction of  aeroplanes,  and  is  obtainable 
for  our  purpose  in  practically  any  quantity. 
It  fulfills  every  requirement  for  the  top  of  a 
combined  x-ray  and  operating  table. 

I  wish  to  mention  only  one  other  type  of 
apparatus  which  is  now  almost  complete 
and  ready  to  be  put  into  practical  use. 
This  is  a  stereoscopic  fiuoroscope  designed 


by  Captain  Caldwell.  A  very  large  pro- 
portion of  the  .x-ray  work  at  the  front  is 
fluoroscopic.  Only  those  who  know  by 
experience  the  difference  between  the 
image  on  the  flat  plate  and  that  of  the 
stereoscopic  pair,  can  appreciate  the  really 
wonderful  advance  that  is  made  when 
images  on  the  fluorescent  screen  stand  out 
with  perfect  stereoscopic  effect.  We  con- 
fidently expect  this  to  be  one  of  America's 
great  contributions  for  the  assistance  of  the 
surgeon  in  his  efforts  to  alleviate  the  condi- 
tion of  the  wounded  in  war. 

I  wish  to  state  in  conclusion  that  this 
is  the  aim  of  all  who  are  connected  with 
this  work — to  be  of  the  greatest  possible 
assistance  to  the  physician  and  the  surgeon. 
We  are  training  our  men  and  constructing 
our  apparatus  with  this  single  object, — to 
add  to  the  comfort,  the  rapidity,  and  the 
accuracy  of  your  work.  We  ask  only  that 
the  surgeon  will  permit  us  to  cooperate 
with  him  to  the  end  that  he  may  do  better 
work,  and  especially  that  he  will  cooperate 
with  us  to  bring  about  a  standardization  of 
the  methods  to  be  used  when  we  are  work- 
ing together. 
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EFFECTS  ASSOCIATED  WITH  THE  MASSIVE  DOSES  OF 

DEEP  ROENTGENOTHERAPY* 

BY    GEORGE    E.    PFAHLER,    M.D. 

PHILADELPHIA,    PA. 


ACTING  upon  the  request  of  your 
-  president  to  prepare  a  paper  upon 
some  therapeutic  subject,  I  concluded  that 
nothing  under  the  heading  of  deep  roent- 
genotherapy is  as  important  as  the  study 
of  the  constitutional  effects  following  mas- 
sive doses  of  the  roentgen  rays.  These  effects 
are  an  annoying  feature  that  has  developed 
since  the  advent  of  the  Coolidge  tube,  not 
because  of  the  Coolidge  tube,  but  because 
of  the  fact  that  by  no  other  means  can 
such  massive  doses  be  obtained  in  a  rea- 
sonable period  of  time,  and  by  no  other 

*  Read  before  the  Eighteenth  Annual  Meeting  of  the  American 


means  can  a  large  quantity  of  high  ten- 
sion current  be  maintained  for  an  indefi- 
nite time. 

I  took  up  this  subject  before  the  i6th 
annual  meeting  of  this  society  at  At- 
lantic City,  September  22-25,  I9I5-^  At 
this  meeting  I  acted  upon  the  theory  that 
the  effects  were  chiefly  due  to  the  inhala- 
tion of  the  gases  produced  as  a  result  of 
the  action  of  the  high  tension  currents 
upon  the  air,   and  the  dust  contained  in 

>  Pfahler:     "The  Cause  and  Prevention  of  the  Constitutional 
Effects  Associated  with  the  Massive  Doses  of  Deep  Roentgenother- 
apy."— Atn.  Jour,  of  Roentgenol.,  Vol.  Ill  (new  series).  No.  6,  pp. 
310-313.  June,  1916. 
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the  air.  At  the  same  meeting,  Dr.  Lange,- 
in  dealing  with  the  same  subject,  took  the 
view  that  the  effects  were  due  to  an  acido- 
sis, but  presented  no  experimental  or  clin- 
ical proof  of  an  acidosis  other  than  that 
he  believed  he  obtained  relief  of  symp- 
toms from  the  administration  of  large 
doses  of  bicarbonate  of  soda. 

CONSTITUTIONAL   EFFECTS    OR   SYMPTOMS 

Not  all  patients  are  affected.  The  pa- 
tient may  show  no  effects  whatever  from 
a  course  of  treatment,  and  then  show  pro- 
nounced effects  from  another  course  of 
treatment,  and  again  subsequently  show 
no  effects  from  a  similar  amount  of  treat- 
ment given  in  a  similar  manner. 

Briefly,  the  symptoms  consist,  in  their 
mildest  form,  of  a  general  discomfort,  a 
languor,  lose  of  appetite,  or  the  patient 
may  have  a  violent  attack  of  vomiting 
with  nausea,  and  in  these  severe  cases  the 
attack  may  last  from  a  day  to  two  weeks. 
The  symptoms  may  come  on  in  a  few 
hours,  or  the  next  day.  In  some  instances 
nausea  and  vomiting  appear  before  the 
patient  leaves  the  table,  and,  rarely,  the 
treatment  must  be  interrupted  to  allow 
the  patient  to  vomit.  In  other  instances, 
the  patient  feels  perfectly  well  while  lying 
on  the  table,  but  after  he  gets  up  and  at- 
tempts to  dress,  he  becomes  ill.  At  times 
this  vomiting  is  propulsive  and,  appar- 
ently without  warning,  the  vomitus  is 
thrown  out  in  bulk  upon  the  floor.  In  the 
severe  cases  the  patient  is  bedfast  for  a 
week  or  two.  During  this  time  there  is 
gradual  improvement,  but  the  associated 
prostration  is  marked.  Frequently  patients 
do  not  become  nauseated  as  a  result  of 
the  first  or  second  coiu-se  of  treatment, 
but  at  the  third  or  fourth  develop  the 
symptoms,  and  after  the  patient  has  once 
developed  the  constitutional  effects,  they 
certainly  seem  more  susceptible  to  them 
subsequently. 

Diarrhea  has  occurred  rarely  in  con- 
nection with  abdominal  treatments,   and 

2Lange:  "The  Cause  and  Prevention  of  the  Constitutional 
Symptoms  Following  Deep  Roentgenotherapy." — Am.  Jour,  of 
Roentgenol.,  Vol.  HI  (new  series).  No.  7.  pp.  336-358,  July,  1916. 


when  this  symptom  has  developed  it  has 
usually  lasted  from  several  days  to  two 
weeks.  This  symptom  of  diarrhea  seems 
to  occur  in  patients  who  are  subject  to  at- 
tacks of  diarrhea  from  trivial  causes. 
Therefore,  I  have  not  been  entirely  con- 
vinced that  the  diarrhea  has  been  due  to 
the  treatment,  though  this  would  seem 
entirely  possible. 

Women  are  much  more  frequently  af- 
fected than  men.  Abdominal  cases  seem 
more  likely  to  be  affected  than  others,  but 
the  breast  cases  are  almost  equally  affect- 
ed, and  the  symptoms  may  arise  no  mat- 
ter what  part  of  the  body  is  treated. 

THEORY   AS   TO    CAUSE 

As  originally  expressed  in  191 5,  I  still 
believe  that  the  inhalation  of  the  gases 
generated  are  the  most  important  factor, 
though  probably  not  the  whole  cause.  I 
am  led  to  this  belief  first  because  at  the 
very  beginning  of  these  observations  the 
patients  complained  of  the  odors  of  these 
gases,  even  before  the  constitutional  symp- 
toms were  produced,  and  at  a  time  when 
no  effort  was  made  to  eliminate  the  odor 
of  the  gases,  some  patients  saying  that  it 
took  a  week  or  two  to  get  the  odor  out  of 
their  hair;  second,  patients  have  complain- 
ed of  nausea  on  entering  the  rooms;  third, 
the  patients  most  likely  to  be  aft'ected  are 
those  who  have  previously  been  affected 
by  odorous  gases,  and  those  who  are  ner- 
vous, high  strung  or  highly  sensitive.  One 
patient  complained  of  the  fact  that  since 
having  developed  nausea  as  a  resiilt  of 
this  gas  that  now  the  odor  of  the  gasoline 
in  the  automobile  produces  nausea.  One 
must  not  lose  sight  of  the  possibility  of  a 
psychical  factor  such  as  is  illustrated  by 
the  complaint  of  a  patient  who  reported 
to  one  of  my  colleagues  that  she  became 
nauseated  when  she  passed  his  office. 

On  the  theory  that  the  odor  itself  might 
be  an  important  factor,  I  tried  to  over- 
come this  odor  by  the  free  use  of  various 
perfumes,  but  without  success.  I  believe, 
therefore,  that  the  odor  as  such  is  not  the 
cause. 
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Acting  upon  the  theory'  that  if  an  acido- 
sis is  produced,  it  might  be  produced  by 
the  acidity  of  the  gases,  I  therefore  tried 
to  neutrahze  this  gas  by  the  free  use  of 
ammonia  gas  flavored  with  smelling  salts. 
This  seemed  to  do  some  good,  but  the  re- 
sults obtained  were  not  sufficient  to  prove 
it  as  a  cause,  and  I  believe  that  the  im- 
provement obtained  was  due  chiefly  to  the 
stimulating  effects  of  the  smelling  salts. 

Immediately  after  the  recommendation 
of  Dr.  Lange  as  to  the  administration  of 
bicarbonate  of  soda,  on  the  theory  of  aci- 
dosis, I  gave  the  patients  bicarbonate  of 
soda  according  to  Dr.  Lange' s  recommen- 
dation, but  I  could  see  no  appreciable  dif- 
ference in  the  frequency  or  severity  of  the 
symptoms,  and  after  the  patients  begged 
me  not  to  give  it  to  them  (some  of  them 
insisting  that  it  was  the  bicarbonate  of 
soda  that  made  them  ill).  I  discontinued. 
Acidosis  as  a  cause  has  not  been  dis- 
proved by  me,  nor  has  it  been  proven  by 
anyone  else  of  whom  I  know.  I  am  hoping 
that  some  competent  laboratory  worker 
will  give  us  definite  data  on  this  point.  Un- 
fortunately our  research  staffs  have  been 
so  badly  depleted  by  the  requirements  of 
medical  men  in  the  present  war  that  this 
point  of  investigation  may  have  to  be  de- 
ferred. Fortunately,  Van  Slyke  and  Cul- 
len  ^  have  devised  a  simple  technique  by 
means  of  which  the  capacity  of  the  plas- 
ma to  combine  with  carbonic  acid  (formed 
by  carbon  dioxid),  under  definite  tension 
is  determined  as  a  measure  of  the  alkali  in 
excess  of  acids  other  than  carbonic;  and 
this  more  simple  method  of  determining 
acidosis  may  enable  us  to  prove  this  point 
at  an  early  date.  My  lack  of  success  with 
the  alkaline  treatment  may  be  due  to 
faulty  administration,  for  our  judgment  as 
to  the  quantity  needed  is  at  present  based 
upon  ver\'  crude  methods  of  observation. 

After  considering  all  phases  of  the  sub- 
ject, and  making  continual  observation 
during  the  past  two  years.  I  am  more  and 
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more  convinced  that  the  chief  factor  in 
the  causation  of  these  s^'^mptoms  is  the 
gases  produced  by  the  high  tension  cur- 
rents or  the  combination  of  these  gases 
with  dust  particles.  This  seems  to  me  to 
be  proven  by  the  fact  that  the  more  com- 
pletely corona  is  eliminated  and  the  more 
thoroughly  the  air  is  changed,  the  less 
these  symptoms  develop,  and  by  the  fact 
that  while  originally  about  one  in  four  pa- 
tients developed  these  symptoms,  now 
about  one  in  ten,  though  we  have  not  com- 
pletely eliminated  the  gas  nor  have  we 
completely  eliminated  the  sickness. 

Against  this  view  is  the  observation 
made  by  Dr.  Zulick  and  myself  in  one  case 
— that  of  a  woman  treated  for  uterine 
fibroids — -who  became  nauseated  after  each 
course  of  treatment.  After  the  fourth 
course  of  treatment  she  was  free  from  all 
symptoms,  and  free  from  any  evidence  of 
tumor,  and  seemed  to  be  perfectly  well. 
We,  therefore,  introduced  a  lead  cover 
over  the  diaphragm  of  the  tube,  which 
the  patient  could  not  recognize,  and  which 
eliminated  absolutely  all  rays  from  the 
patient,  and  then  gave  her  exactly  the 
same  amount  of  treatment  as  had  been 
given  previous^,  and  under  as  nearly 
similar  conditions  as  possible.  After  this 
course  of  treatment  she  did  not  get  sick. 
In  this  observation,  however,  one  must 
recognize  the  fact  that  at  this  stage  the 
patient  was  robust  and  free  from  all  symp- 
toms, and  we  dare  not  conclude  that  she 
would  have  become  sick  had  we  given  her 
the  roentgen  ray  treatment. 

With  the  idea  of  obtaining  some  definite 
information  from  animal  experiments,  I 
m.ade  use  of  guinea  pigs,  using  four  full- 
grown  guinea  pigs  that  were  believed  to 
be  thoroughly  healthy.  One  was  kept  for 
control,  and  simply  fed  and  in  all  other  re- 
spects treated  the  same  as  the  pigs  under 
treatment. 

Pig  No.  I  was  placed  in  a  box  in  which 
the  pig  could  only  breathe  air  and  gas 
which  was  forced  into  the  box  by  a  rotary 
pump  which  removed  the  gas  from  the  box 
containing  the  hi2:h  tension  rotarv  switch. 
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After  inhaling  this  gas  continuously  for 
two  hours,  it  was  inactive,  but  immediate- 
ly began  to  eat  when  placed  in  the  food 
box.  This  pig,  which  weighed  two  pounds 
at  the  beginning,  lost  23/2  ounces  in  the 
first  twenty-four  hours,  and  subsequent 
treatments  with  this  gas  seemed  to  have 
no  further  effect.  The  pig  inhaled  this  gas 
for  2^  hours  continuously  during  the  pe- 
riod of  four  days,  after  which  the  experi- 
ment was  abandoned,  for  this  gas  on  this 
pig  seemed  to  have  no  effect. 

Pig  No.  2,  weighing  19  ounces,  was  ex- 
posed on  August  6,  191 7  to  the  roentgen 
rays  for  two  hours — 5  milliamperes,  9" 
parallel  spark,  at  a  distance  of  8",  and  6 
millimeters  of  aluminum  and  glass  as  a  fil- 
ter. After  this  exposure  this  pig  seemed 
more  lively  than  Pig  No.  i ,  which  was  re- 
ceiving the  gas  at  the  same  time,  but  did 
not  eat  for  a  half  hour,  though  the  next 
morning  it  seemed  normal.  The  pig  lost  i3^ 
ounces  in  the  first  24  hours.  On  August 
7th,  or  a  da3''  later,  the  pig  was  treated  for 
2}/2  hours  under  like  conditions,  at  the  end 
of  which  time  the  pig  had  a  convulsion. 
It  appeared  to  be  totally  exhausted,  and 
died  during  the  night.  Autopsy  showed  no 
gross  changes.  No  microscopical  studies 
were  made  because  it  could  be  assumed 
from  the  excessive  doses  given  that 
changes  in  the  tissues  would  have  taken 
place,  for  this  was  an  extreme  test,  and 
the  radiation  was  approximately  1,000  to 
1,500  times  as  much  as  would  be  given  to 
a  patient  when  one  considers  the  relative 
size  of  the  patient  and  the  guinea  pig. 

Pig  No.  3  was  placed  in  a  box  receiving 
gases  pumped  from  about  the  tube.  The 
object  of  this  test  was  to  determine 
whether  there  was  any  difference  between 
the  gases  coming  from  about  the  tube  and 
those  taken  from  the  case  of  the  transform- 
er, as  was  done  with  Pig  No.  i.  Neither 
Pig  No.  I  nor  No.  3  received  any  roentgen 
ray  radiation.  After  the  first  two  hours  of 
inhalation  of  this  gas,  the  pig  seemed  to 
be  weak  and  inactive.  In  fact,  the  pig 
seemed  to  be  unable  to  stand  up  and  was 
panting  irregularly,  and  seemed  to  be  sick. 


The  temperature  of  the  air  in  the  box  wasi 
103°  Fahrenheit.  On  the  next  morning  the 
pig  seemed  to  have  recovered.  After  in- 
haling this  gas  again  for  two  hours,  symp- 
toms developed  similar  to  those  of  the 
day  previous  and  when  the  pig  was  placed 
in  the  box  for  feeding  with  the  other  pigs, 
it  crawled  into  a  comer  and  refused  to 
eat.  The  pig  then  received  no  treatment 
for  three  days.  On  the  sixth  day  the  pig 
was  again  placed  in  the  box  for  four  hours. ; 
At  the  end  of  this  time  it  was  found  to  be 
dead.  Autopsy  showed  no  gross  pathology. 

From  these  tests  we  learn  what  we  have 
known  before,  First,  that  guinea  pigs,  as 
well  as  other  small  animals,  can  be  killed 
by  excessive  doses  of  the  roentgen  rays. 
Second,  it  would  seem  that  the  gases  from 
about  the  tube  are  more  poisonous  than 
the  gases  from  the  corona  in  the  high  ten-j 
sion  case.  I  realize  that  the  experimental 
evidence,  as  well  as  the  clinical  observa- 
tions, is  not  conclusive. 

The  fact  that  the  guinea  pig  died  from 
excessive  radiation  might  lead  a  superfi- 
cial observer  to  conclude  that  the  radia- 
tion is  the  cause  of  the  symptoms,  but  it 
would  not  explain  the  sickness  that  de- 
velops in  some  patients  even  from  a  sin- 
gle dose  of  rays,  nor  the  fact  that  the 
friend  of  a  patient  sitting  in  the  same 
room  became  nauseated  while  that  par- 
ticular patient  did  not  even  show  any 
symptoms.  In  the  case  of  one  patient 
whom  I  was  treating  for  uterine  fibroids, 
the  patient  became  sick  after  each  treat- 
ment, no  matter  how  small  the  dose.  We  had 
divided  the  course  of  treatment  into  small 
portions  so  that  she  received  only  two  or 
three  doses  in  one  day,  and  had  an  inter- 
val of  one  or  more  days  between  treat- 
ments. Finally  she  requested  that  she  be 
given  all  of  her  treatment  on  one  day  so 
that  she  need  only  be  sick  once.  This  was 
against  my  judgment,  but  the  patient  in- 
sisted upon  it,  and  to  my  surprise,  and  to 
her  surprise,  she  developed  no  nausea  and 
no  constitutional  symptoms.  This  patient 
received  10  doses  on  one  day.  One  would 
think  that  whether  constitutional  symp- 
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toms  are  the  direct  result  of  the  rays,  or 
whether  they  are  due  to  the  gases,  that 
the  smaller  the  dose  and  the  greater  the 
interval  between  these  doses,  the  less  ef- 
fect on  the  constitution,  and  yet  this  ob- 
servation on  a  patient  who  seemed  espe- 
cially sensitive  and  who  showed  no  symp- 
toms after  an  excessive  course  of  treat- 
ment, would  seem  to  contradict  such  view. 

TREATMENT 

The  Relief  of  the  Symptoms  After  They 
Have  Developed. — For  this  I  have  found 
nothing  that  is  really  satisfactory.  One  pa- 
tient seemed  to  get  relief  from  small  doses 
of  strychnia  taken  by  mouth,  but  many 
others  seemed  to  obtain  no  benefit  from 
this,  and  objected  to  the  bitter  taste. 
Therefore,  that  was  abandoned.  vSome  pa- 
tients seem  to  get  relief  from  aromatic 
spirits  of  ammonia,  and  for  a  time  we  al- 
lowed the  patient  to  inhale  aromatic  spir- 
its of  ammonia  during  the  treatments  and 
after\\'ards,  and  we  believe  the  patients 
got  some  relief.  A  few  patients  received 
almost  imm.ediate  relief  from,  the  adminis- 
tration of  aromatic  spirits  of  ammonia  in 
a  glass  of  hot  water.  Others  concluded 
that  the  aromatics  only  made  them  vom- 
it. I  believe,  however,  that  the  adminis- 
tration of  aromatic  spirits  of  ammonia  in 
hot  water  has  given  more  satisfaction 
than  anything  else.  When  there  is  much 
exhaustion,  rest  in  bed,  plenty  of  fresh  air, 
with  hot  liquids,  seem  to  do  most  good. 
When  the  patient  is  not  much  exhausted, 
walking  in  the  fresh  air  seems  to  bring  relief. 

Prevention. — -The  real  treatment  of  this 
condition  is  the  prevention  of  the  symp- 
toms completeh',  and  toward  this  end  I 
believe  that  the  more  completely  one  can 
eliminate  gases  and  provide  absolutely 
pure,  fresh  air  in  large  quantities,  the 
more  will  these  symptoms  be  reduced.  To- 
ward this  end,  in  my  original  discussion  of 
this  subject  in  19 15,  as  you  will  remem- 
ber, I  had  developed  an  inhalation  cone 
which  permitted  the  patient  to  take  air 
from  the  outside  of  the  building  to  which 
could  be  added  pure  oxygen.  The  patients 


objected  to  this  so  much  that  I  have  aban- 
doned it,  and  instead  have  introduced  suc- 
tion fans  which  are  claimed  to  change  the 
air  of  the  room  once  every  half  minute. 
This,  of  course,  is  only  theoretical,  and 
depends  not  only  upon  the  suction  power 
of  the  fan,  but  upon  the  amoimt  of  air 
that  can  be  allowed  to  enter  the  room. 
During  the  summer  months,  when  the  air 
is  warm,  this  can  be  accomplished  by 
plenty  of  open  window  space,  but  during 
the  winter  months,  when  the  air  must  be 
heated,  such  a  free  use  of  air  is  impossi- 
ble. Therefore,  it  should  be  our  duty  to 
first  eliminate,  so  far  as  is  possible,  all 
corona.  This  can  be  tested  in  a  dark  room, 
and  I  must  admit  that  up  to  the  present 
time  I  have  not  succeeded  in  eliminating 
this  completely.  We  have  placed  around 
the  terminals  of  the  tube,  at  the  sugges- 
tion of  Mr.  Snook,  "spiui  brass"  which 
eliminates  the  corona  from  these  areas. 
We  have  used  speaking  tubes  as  far  as  the 
reels  to  eliminate  any  corona  from  the 
wires,  but  we  have  not  eliminated  the  co- 
rona from  the  contact  points,  about  the 
reels,  nor  have  we  eliminated  entirely  the 
corona  from  the  wires  leading  from  the 
reels  to  the  tubes,  though  for  this  we  are 
using  heav\'  insulated  wire.  The  reels  may 
be  encased.  This  will  not  prevent  the  co- 
rona, but  will  prevent  tlie  escape  of  gases. 

To  remove  the  corona  from  the  high 
tension  case,  which  we  foiuid  contributed 
most  to  the  odor  of  the  room,  we  are  us- 
ing rotary  suction  pumps  and  carrying 
the  gas  entirely  outside  of  the  room.  With 
these  meastu-es  we  are  using  blowing  fans 
with  the  purpose  of  blowing  the  gases 
away  from  the  patient's  head  and  toward 
the  suction  fan.  As  a  result  of  these  mea- 
sures we  have  reduced  these  constitution- 
al symptoms  to  about  one-third  of  the 
number  that  formerly  occurred.  In  other 
words,  roughly  estimated,  we  count  on 
constitutional  symptoms  in  about  one  out 
of  ten  patients. 

This  paper  is  not  conclusive,  and  is  sub- 
mitted for  discussion,  with  the  hope  that 
some  one  else  has  found  something  better. 
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THE  technique  for  the  roentgen  exam- 
ination of  the  spine  embodies  many  of 
the  elementary  principles  common  to  the 
examination  of  other  parts  of  the  body. 
]My  own  technique  for  spine  examinations, 
so  far  as  I  know,  possesses  no  new  or 
original  features,  and  but  for  the  kindly 
solicitation  of  our  president  I  would  hesi- 
tate to  make  this  presentation  to  a  body 
of  trained  roentgenologists. 

In  the  first  place  the  making  of  a  satis- 
factory roentgenogram  of  the  spine  is  not 


Fig.  I.  Fracture-Dislckatiox  of  Twelfth  Dorsal. 

No  parah'sis.  The  fracture  of  the  laminae  in  this 
case  evidently  resulted  in  a  spontaneous  decompres- 
sion. Patient  died  suddenly  of  pulmonary  embolism  ten 
davs  after  accident. 


nearty  so  difficult  as  some  imagine.  I  do 
not  mean  to  infer  that  brilliant  plates  can 
always  be  produced,  but  plates  of  good 
diagnostic  quality  can  nearly  always  be 
obtained,  both  in  the  anteroposterior  and 
lateral  projections,  regardless  of  the  size 
of  the  patient.  There  are  certain  patients, 
usually  of  the  fat  and  indolent  class,  who 
do  not  have  enough  lime  in  their  back- 

*  Read  before  the  American  Roentgen  Ray  Society  at  the 


bones  to  cast  very  contrasty  shadows,  but 
mere  size,  although  a  handicap,  is  not 
necessarily  an  insurmountable  obstacle  to 
the  production  of  roentgenograms  of  fair 
quality. 

In  examinations  of  the  spine  below  the 
level  of  the  diaphragm  it  is  desirable, 
whenever  practicable,  to  have  the  gastro- 
intestinal tract  thoroughly  empty,  and  the 
patient  should  be  prepared  just  as  for  a 
kidney  examination. 

In  posing  the  patient  for  the  antero- 
posterior view  care  should  be  taken  to 
have  him  be  perfectly  straight  and  sym- 
metrical on  the  table,  and  the  slightest 
rotation  of  the  body  should  be  avoided. 
It  is  possible  to  make  any  spine  give  the 
appearance  of  a  scoliosis,  with  rotation  of 
the  vertebrae,  by  failing  to  observe  this 
precaution.  In  examining  the  lumbar  and 
lower  dorsal  spine  I  tisualh'  have  the  pa- 
tient's knees  flexed  and  an  effort  is  made 
to  obliterate  the  lumbar  curve  as  much 
as  possible. 

In  posing  the  patient  for  the  lateral 
view  the  same  precaution  should  be  ob- 
served as  to  the  rotation  or  torsion  of  the 
trunk.  Sandbags  should  be  used  liberally 
in  an  effort  to  make  the  patient  feel  ab- 
solutely secure  and  steady.  Failure  to 
attend  to  these  minor  details  often  deter- 
mines the  success  or  failure  of  the  entire 
procedure.  As  a  general  rule  I  prefer  the 
straight  lateral  view  to  the  oblique,  al- 
though in  the  thoracic  spine  the  latter  will 
occasionally  give  the  more  information. 
I  have  often  felt  the  need  of  some  ar- 
rangement whereby  the  lateral  exposure 
could  be  made  without  having  to  turn 
the  patient  on  the  side,  as  it  is  sometimes 
difficult,  and  unsafe  as  well,  to  turn  a  badly 
injured  patient  on  the  side,  and  is  often 
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very  painful  in  carcinoma  and  other  path- 
ological conditions.  So  far  I  have  been  un- 
able to  think  of  any  satisfactory  or  prac- 
tical way  out  of  the  difficulty. 

I  would  like  here  to  stress  the  impor- 
tance of  the  lateral  view.  I  am  sure  we  do 
not  employ  it  enough.  It  is  just  as  im- 
portant to  secure  right  angle  views  of  the 
spine  as  of  the  leg  or  arm,  and  our  diag- 
noses are  as  equally  circumscribed  by 
failure  to  do  so. 


Fig.  2.  Compression  Fracture  of  the  Bodies  of 
THE  Second  and  Third  Lumbar  Vertebr/e. 

There  are  six  lumbar  vertebrae,  the  sixth  being  par- 
tially sacralized. 


In  suspected  lesions  of  the  upper  cer- 
vical region  a  view  should  be  made  through 
the  open  mouth. 

Stereoscopic  plates  should  be  the  in- 
variable rule  in  all  spinal  examinations. 
I  use  generally  the  10x12  and  11x14 
sizes,  and  occasionally  the  14  x  17.  Diag- 
noses are  not  infrequently  missed  by  fail- 
ure to  examine  a  large  enough  area  of  the 
spine,  and  I  think  that  it  facilitates  the 
interpretation  to  view  a  large  area  on  one 
or  two  pairs  of  plates  rather  than  small 


sections  on  multiple  plates.  Somewhat 
better  detail  can,  of  course,  be  obtained 
by  the  use  of  smaller  diaphragms,  but  I 
do  not  believe  that  it  fully  compensates 
for  the  loss  in  other  respects. 

I  never  employ  a  plate  focus  distance 
of  less  than  twenty-four  inches.  Often  it 
is  twenty-eight  or  thirty  inches,  and  in 
making  the  lateral  views  sometimes  as 
much  as  three  feet. 

Compression  is  used  in  stout  patients, 


Fig.  3.  Lateral  View  of  Figure  2. 
No  paralysis.  Recovery. 

but  not  as  a  rule  in  the  medium  or  thin. 
A  large  rubber  bladder — the  inside  of  a 
hand-ball — is  used  for  compression  pur- 
poses. It  is  frequently  placed  beneath  the 
cone,  not  for  the  purpose  of  compression, 
but  as  a  supplementary  filter.  In  making 
the  lateral  projection  it  helps  to  steady 
the  patient. 

I  rather  prefer  to  do  spinal  work  on  a 
Cole  table  as  by  its  use  one  can  judge 
something  of  the  illumination  he  is  getting 
through,  and  regulate  it  accordingly. 

I  have  for  several  years  used  the  Coolidge 
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Fig.  4.     Compression     Fracture     of      Body     of 
Eleventh  Dorsal. 

No  paralysis.  Recovery.  The  prognosis  in  this  type 
of  injury  is  comparatively  good. 


tube  exclusively  in  all  of  my  work,  indeed 
ever  since  they  were  first  put  on  the  mar- 
ket. I  have  heard  it  stated  over  and  over 
again  by  the  best  men  that  they  would 
not  do  good  bone  work.  Perhaps  they  are 
right,  but  I  am  sure  that  the  general 
average  of  my  work  has  been  better  than 
it  was  previously  with  gas  tubes.  I  have 
no  doubt  that  the  very  critical  observer 
will  be  able  to  pick  out  Coolidge  defects 
in  my  plates,  especially  after  he  knows 
that  they  have  been  made  with  a  Coolidge 
tube,  but  I  have  more  than  once  been  able 
to  fool  very  keen  observers  who  did  not 
possess  such  knowledge,  and  I  doubt  ex- 
ceedingly if  anything  of  real  diagnostic 
value  has  been  lost  by  its  employment. 

I  have  not  been  able  to  notice  much 
difference  in  plates  made  with  a  broad, 
medium,  or  fine  focus.  This  can  probably 
be  explained  by  the  fact  that  I  uniformly 
employ  a  comparatively  long  plate-focus 
distance. 

I  use  a  constant  setting  of  the  rheostat 
for  all  bone  work  quite  regardless  of  the 


Fig.  5.     Compression  Fracture  of  Body  of  Second 
Lumbar. 

No  paralysis.  Recovery. 


Fig.  6.     Lateral  View  of  Figure  5. 
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Fig.  7.    Fracture-Dislocation  of  Second  Lumbar. 

The  Cauda  equina  begins  usually  at  the  level  of  the 
second  lumbar. 


Fig.  8.     Deformity  of  Fourth  and  Fifth  Lumbar, 
THE  Result  of  an  Old  Injury. 

Low    back    pain,    but   good   function.    Note    com- 
pensator}^ lateral  curvature. 


Fig.  9.    Forward  Dislocation  of  Atlas. 

Recovery  with  a  stiff,  painful  neck.  No  paralysis. 
Study  of  stereoscopic  set  of  plates  is  alwavs  an  advan- 
tage. 


Fig.  10.     Partial    Forward    Dislocation    of    the 
Fourth  Cervical. 

Recovery  with  a  stiff,  painful  neck.  No  paralysis. 
Comparison  with  normal  cases  desirable. 
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Fig.  II.     Complete  Forward  Dislocation  OF  Third 
Cervical. 

No  paralysis  immediately  following  injury,  and  in- 
jury not  regarded  as  serious  until  paralysis  began  to 
develop  and  progress  several  days  later.  Death  in  two 
weeks  following  operation. 


thickness  of  the  part  to  be  examined.  The 
length  of  the  parallel  spark  is  determined 
with  that  particular  setting  of  the  rheostat. 
It  must  be  actually  and  accurately  mea- 
sured. A  constant  setting  of  the  rheostat 


on  the  filament  control  will  not  suffice. 
I  frequently  test  out  the  length  of  the 
parallel  spark  while  the  exposure  is  in 
progress,  and  always  do  so  between  the 
making  of  stereoscopic  pairs  where  speed 
is  not  paramount. 

Most  of  my  failures  to  get  fair  results 
can  be  attributed  to  fluctuation  either  of 
the  filament  or  high  potential  current.  I 
have  not  tried  the  current  stabilizer  now 
coming  into  use,  but  feel  that  a  perfectly 
stable  current  would  eliminate  my  great- 
est source  of  failure. 

In  spine  work  I  employ  a  spark  length 
of   from   three   to  five   inches,  depending 


Fig.  12.     Fracture   of   Transverse   Processes   of 
Second,    Third,  and  Fourth  Lumbar. 


Fig.  13.  Destructive  Lesion  of  the  Upper  Lateral 
Margin  of  Third  Lumbar  with  Narrowing  of 
Contiguous  Joint  Slit. 

The  lesion  is  believed  to  be  tubercular. 


upon  the  thickness  of  the  patient.  For  the 
patient  of  average  size  a  gap  of  four  to 
four  and  a  half  inches  is  used,  and  a  gap 
of  five  inches,  which  is  never  exceeded,  is 
used  only  in  the  very  stout,  and  occa- 
sionally for  the  lateral  exposures.  Much 
work  is  done  with  a  back-up  spark  of  only 
three  and  a  half  inches.  A  difference  of  an 
inch  or  even  half  an  inch  in  potential  as 
measured  on  the  parallel  gap  may  deter- 
mine the  worth  or  worthlessness  of  a  plate. 
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I  must  confess  to  the  very  unscientific 
practice  of  never  looking  at  my  milH- 
amperemeter.  As  a  matter  of  fact  with 
the  rheostat  setting  employed,  and  with  a 
back-up  spark  of  four  and  a  half  inches, 
it  registers  about  twenty-two  milliam- 
peres. 

I  must  confess  also  that  I  guess  at  the 
time  of  my  exposures  which  is  doubtless 


only  necessary  for  the  purpose  of  eliminat- 
ing the  blurring  effects  of  motion,  and  is 
therefore  not  a  prime  requisite  in  the 
roentgenography  of  most  of  the  skeleton. 
The  question  naturally  arises  as  to  the 
danger  of  bums  with  the  technique  I  have 
outlined.  As  to  this  I  can  state  that  I  have 
heard  indirectly  of  one  instance  where  a 
mild   erythema   developed   in   one   of   my 


Fig  14.  Tuberculosis  of  Eighth  Dorsal  with 
Abscess  Formation,  Ixdicated  by  the  Fusiform 
Shadow  Seen  Through  that  of  the  Heart. 

Without  careful  obser\'ation  such  a  shadow  might 
under  certain  circumstances  be  mistaken  for  an 
aneurysm. 


Fig.  15. 


Incomplete   Spina   Bifida   of   Eleventh 
and  Twelfth  Dorsal. 


This    possibility    must    always    be    kept    in    mind 
especially  in  children. 


a  very  bad  habit.  I  give  what  I  feel  to  be 
enough  and  let  it  go  at  that.  As  a  matter 
of  fact,  merely  for  the  purpose  of  em- 
bodying the  figures  in  these  notes,  I  found 
upon  investigation  that  in  making  a  single 
anteroposterior  plate  of  the  lumbar  spine 
in  a  patient  of  medium  size,  I  was  giving 
an  exposure  of  about  sixteen  seconds.  In 
lateral  views  I  give  at  least  twice  as  long. 
Dr.  Hickey  at  the  meeting  a  year  ago  in 
Chicago  when  questioned  as  to  the  tech- 
nique employed  in  his  beautiful  spine 
work,  advised  taking  plenty  of  time  in 
making  the  exposure.  I  can  heartily  concur 
in  his  advice.  Speed  in  roentgenography  is 


cases.  In  this  case  there  had  for  some  un- 
known reason  been  a  marked  drop  in  the 
tube  resistance  during  the  exposure,  and 
the  patient  had  received  a  rather  large 
volume  of  rays  of  very  low  penetration. 
Trouble  was  not  altogether  unexpected 
in  this  case.  A  filter  is  used  next  to  the 
diaphragm  on  the  tube  stand.  Personally, 
after  considerable  experience  I  feel  safe 
in  using  the  technique  described.  Of 
course  judgment  must  be  exercised  as  to 
the  repetition  of  exposures.  Certainly  if 
the  danger  were  very  great  I  would  long 
since  have  been  forced  to  abandon  the 
technique. 
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MYELOCYTIC  LEUKEMIA 

THE  treatment  of  myeloc^'tic  leukemia 
by  radiiim  and  roentgen  rays  is  still 
more  or  less  in  the  experimental  stage  and 
in  view  of  the  favorable  results  obtained 
by  both  methods  in  isolated  cases,  it  be- 
comes a  matter  of  increasing  importance 
to  stud}^  and  record  more  extensive  series 
of  cases.  Such  an  opportunity  was  afford- 
ed at  the  32nd  Annual  Aleeting  of  the  As- 
sociation of  American  Physicians,  when 
Giffin,  of  Rochester,  Minn.,  Stengel,  of 
Philadelphia,  Peabody,  of  Cambridge, 
Alass.,  S.  Solis  Cohen,  of  Philadelphia,  and 
others,  contributed  experiences  on  the  sub- 
ject. 

According  to  the  report  contained  in  the 
Medical  Record  for  July  7  Giffin  treated 
thirty  patients  by  direct  application  of 
radium  element  over  the  spleen,  using  5 
to  10  mgm.  of  radium  in  a  tube  for  from 
three  to  four  hours,  with  a  total  exposure 
of  24  to  36  hours,  and  this  seemed  to  him 
the  best  treatment  for  this  aft'ection.  Sten- 


gel had  42  records  available  of  50  patients 
treated  with  roentgen  rays,  and  in  many 
of  these  the  clinical  improvement  was  far 
out  of  proportion  to  that  of  the  blood  con- 
dition. ]More  of  the  cases  had  eventually 
better  results  clinicalh'-  than  those  cases 
in  which  the  improvement  in  the  blood 
picture  was  noted.  Leucocytic  leukemia, 
like  pernicious  anemia,  seemed  to  be  a  re- 
lapsing disease. 

Dr.  Peabody  confirmed  the  favorable 
radium  results  from  his  own  experience, 
but  he  thought  that  these  patients  should 
return  for  examination  once  every  week 
or  once  a  month.  L'nless  some  such  sys- 
tem of  control  was  instituted,  patients  were 
apt  to  return  onty  when  the  symptoms  ap- 
peared again,  the  spleen  was  enlarged  and 
the  blood  count  was  ven,^  great. 

S.  Solis  Cohen,  who  has  observed  the 
results  from  both  kinds  of  treatment, 
thought  radium  was  more  prompt  in  getting 
results  without  much  constitutional  reac- 
tion. 


SPONDYLOLISTHESIS  OR  LUMBOSACRAL  DISLOCATION* 

BYRON    C.    DARLING,    M.D. 
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bia University;  Roentgenologist  St.  Vincent;  and  Consulting  Roentgenologist  to 
Hospital  for  the  Ruptured  and  Crippled. 
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A  S  comparatively  few  cases  of  spondy- 
-^^  lolisthesis  have  been  reported  recently 
in  medical  literature,  it  must  have  been 
frequently  overlooked,  for  unless  thor- 
oughly understood,  such  a  dislocation  in 
any  part  of  the  spine  would  not  be  realized 
or  suspected  without  accompanying  paral- 
ysis. A  case  which  was  evidently  spondy- 
lolisthesis was  reported  by  Herbiniaux  in 
1782,  and  is  probably  the  first  case  on 
record.  Very  little  notice  was  given  to  the 
condition  until  KiUian,  in  1853,  took  up 
the  study  of  it  seriously.  Schlesier,  up  to 
1892,  collected  53  cases  in  skeletons  and 
many  more  clinically.  At  the  Hospital 
for    the    Ruptured  and  Crippled,   within 


two  years,  the  writer  has  examined  five 
cases  roentgenographically. 

It  is  defined  as  "a  forward  and  down- 
ward dislocation  of  the  body  of  the  last 
lumbar  vertebra  on  the  sacrum."  Most 
authors  agree  that  the  fifth  lumbar  is  most 
frequently  subluxated.  The  name  origi- 
nated with  Killian  and  is  derived  from 
the  Greek  spondylus  (vertebra),  and  olis- 
thesis  (a  slipping  out  or  down). 

This  condition  is  one  of  extraordinary 
interest  on  account  of  the  mildness  of 
symptoms  in  most  patients,  where  such  a 
dislocation  would  be  expected  to  seriously 
injure  the  nerves  of  the  cauda  equina.  Var- 
ious theories  are  advanced  as  to  the  eti- 
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ology,  among  which  are  tuberculosis  of 
the  spine  (Killian),  congenital  anomalies 
(Braun,  Swartz,  Spaeth),  fractures  (Neu- 
gebauer),  atrophy  of  the  intervertebral 
cartilage  (Rokitansky^),  injury  other  than 
fracture  (Barnes,  Lawrence).  Chiari,  in 
1892,  said  that  **the  etiological  factor 
furnishes  the  disposition  only,  from  which 
the  olisthesis  may  arise,  but  not  necessar- 
ily so." 

That  it  is  said  to  be  peculiar  to  women  by 
obstetricians  as  in  Edgar's  "The  Practice 
of  Obstetrics,"  1903,  in  which  he  gives 
violence  as  a  main  cause,  is  due  to  its  im- 
portance as  an  obstruction  to  labor,  but 
men,  being  more  exposed  to  violence, 
should  present  the  larger  number  of  cases. 
The  latter  observation  will  no  doubt  be 
verified  as  the  roentgen  examination  dis- 
closes the  diagnosis,  when  others  than  ob- 
stetricians will  have  recognized  and  re- 
ported the  condition. 

Ralph  Fitch, ^  in  his  paper  showing  a 
close  study  of  his  subject,  makes  the  fol- 
lowing statement:  "No  one  can  justly  say 
that  tuberculosis,  fractures,  congenital 
deformities,  or  any  of  the  alleged  causes 
may  not  produce  spondylolithesis.  A  point 
which  I  wish  to  make  is  that  none  of  these 
conditions  is  necessary  for  its  production. 
The  pathological  conditions  that  may  have 
been  interpreted  as  tuberculosis,  atrophy 
of  cartilage,  etc.,  may  have  been  the  result 
and  not  the  cause  of  the  condition."  Gold- 
thwait  and  others  working  with  him  have 
shown  after  an  exhaustive  study  of  the 
anatomy,  that  the  structure  of  the  lumbo- 
sacral articulations  is  subject  to  such  pre- 
disposing variations  as  to  render  a  spondy- 
loHsthesis  very  easily  possible  when  undue 
strain  is  put  upon  them  through  violence 
or  otherwise.  Two  types  of  spondylolis- 
thesis have  been  reported;  one,  the  uni- 
lateral type,  in  which  the  early  symptoms 
of  paralysis  have  been  so  pronounced  as  to 
render  early  diagnosis  probable.  Gold- 
thwait  studied  the  mechanics  through 
which  the  condition  is  reached  and  in  his 
well-known  article  on  the  subject  ^  showed 

1/1  m.  Jour.  Ortkop.  Surg.,  May.  1913.  i 

*  Boston  Med.  cf  Surg.  Jour.,  March  16,  191 1. 


how  easily  a  unilateral  spondylolisthesis 
might  be  produced  which,  by  compressing 
the  Cauda  equina,  caused  paraplegia.  He 
was  so  unfortunate  as  to  bring  about  this 
condition  while  endeavoring  to  correct  a 


C 


Fig.  I.  Common  Types  of  Lumbosacral  Articu- 
lations WHICH  Present  Anatomical  Peculiari- 
ties.     (GOLDTHWAIT.) 

A.  Shows  sharply  crescentric  articulations.  The  lat' 
eral 'p  ortions  extend  backwards  almost  at  right  angles 
articulating  with  the  5th  lumbar  process.  This  makes 
a  very  stable  joint.  B.  Shows  a  flat  articular  surface  with 
the  axis  nearly  transverse.  This  provides  a  much  less 
stable  articulation  than  the  preceding  type.  C.  Shows 
both  types  in  the  same  individual  thus  favoring  the 
unilateral  type  of  dislocation. 


sacro-ihac  dislocation.  He  notes,  on  the 
other  hand,  the  gradual  development 
and  mildness  of  symptoms  where  the 
displacement  is  bilateral. 

The  majority  of  cases,  believed  to  be 
the  bilateral  type,  have  been  those  in 
which  the  onset  has  been  of  so  mild  a 
character  as  to  cause  little  disability, 
and  gradually  develop  'more  definite 
symptoms. 
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The  backs  of  these  patients  present  a 
characteristic  posture,  described  by  Dr. 
Royal  Whitman  in  his  book,  "Orthopedic 
Surgery,"  as  follows:  "The  trunk  is  dis- 


bar lordosis  is  absolutely  or  relatively  in- 
creased. The  sacrum  projects  and  the 
space  between  the  ribs  and  the  iliac  crests 
is  diminished."  I  wish,  in  this  paper,  to  em- 


FiG.  2.     Diagrammatic  Lateral  View  of  the  Sa- 
crum.    (GOLDTHWAIT.) 
Shows  intermediate  stage  of   dislocation   with   the 
articular  processes  resting  on  the  body  of  the  sacrum 
thus  leaving  space  for  the  cauda  equina. 

placed  forward  and  downward  in  its  rela- 
tion to  the  pelvis.  Thus  the  inclination  of 
the  pelvis  is  lessened  or  lost,  and  the  lum- 


FiG.  4.  Diagrammatic  Lateral  View  of  the  Sacrum. 

(GOLDTHWAIT.) 

This  shows  that  even  in  a  complete  stage  of  disloca- 
tion the  posterior  articulations  still  resting  on  the  bodv 
of  the  sacrum  leaves  a  space  for  the  cauda  equina. 


Fig.  3.   Posterior  View  of   Fig.  2.  (Goldthwait.) 

Show-s  the  wide  space  left  beneath  the  arch  for  the 
cauda  equina. 

phasize  the  value  of  the  roentgen  ray  as  a 
means  of  proving  out  the  diagnosis.  The 
accompanying  reproductions  of  the  roent- 
genograms,   made    stereoscopically,    show 


Fig,  5.     Posterior  View  of  Fig.  4.  (Goldthwait.) 

Shows  sufficient  space  for  the  passage  of  the  cauda 
equina  between  the  arch  of  the  5th  lumbar  and  the  body 
of  the  sacrum. 
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the  condition  plainly.  In  view  of  this  fact, 
it  would  seem  the  correct  method  of  pro- 
cedure to  lose  as  little  time  as  possible  be- 
tween the  time  of  the  patient's  earliest 
symptoms  and  the  making  of  the  first 
roentgen  examination  showing  the  actual 
structural  relations.  This  may  be  followed 
by  other  plates  at  intervals,  if  symptoms  in- 
dicate, so  that  increased  displacement  may 


Fig.  6.      Diagrammatic  View  of  the  Lumbosacral 
Region.   (Goldthwait.) 

Shows  a  unilateral  right-sided  dislocation  of  the  first 
degree. 


the  vertebree  are  so  large,  the  motion  at 
the  lumbosacral  joint  is  made  partly  by 
the  changes  in  the  intervertebral  disk, 
but  chiefly  by  the  articular  processes  of 
the  fifth  lumbar  vertebra  sliding  upward 
upon  the  opposing  processes  on  the  sacrum 
(Fig.  i).  Naturally,  if  the  motion  is  carried 
too  far,  the  articular  processes  will  be  sepa- 
rated (posteriorly)  and  the  vertebra  can  then 
slip  forward  upon  the  sacrum.  If  this  is  con- 
tinued, the  last  lumbar  vertebra  may  slip 
entirely  off  the  vertebral  articulation  of 
the  sacrum  (as  is  shown  in  Figs.  2,  3,  4  and 
5)  and  a  true  dislocation  or  spondylolisthesis 
results.  In  such  a  displacement,  since  the 
articular  processes  of  the  fifth  lumbar  ex- 
tend below  the  lower  surface  of  the  body 
of  the  bone,  the  body  of  the  fifth  is  raised 
so  much  above  the  superior  surface  of  the 
sacrum  that  there  is  practically  alwa^^s  a 
space  for  the  cauda  equina — this,  together 
with  the  fact  that  the  change  takes  place 
slowly,  makes  gradual  readjustment  pos- 
sible and  explains  the  fact  that  paralysis 
under  such  conditions  does  not  result. 

"If,  now,  the  displacement  of  the  fifth 
lumbar  or  the  separation  of  the  articular 
processes  takes  place  only  upon  one  side,  a 
much  more  serious  condition  at  once  re- 
sults. The  displaced  articulation  slides 
forward  and  to  the  outside  (Figs.  6  and 
7),  with  the  result  that  the  whole  spine 
with  the  body  of  the  fifth  lumbar  vertebra 


be  carefully  noted,  and  effective  measures 
taken  to  check  it  by  means  of  braces,  belts 
or  Albee  bone-inlay  operations  bridging 
across  the  spinous  processes  involved. 

To  get  the  mechanics  of  the  condition 
clearly  before  your  mind,  there  is  no  clearer 
description  than  Goldthwait 's.  "The  lum- 
bosacral joint  is  capable  of  considerable 
motion,  fully  one  half  of  the  motion  of  the 
trunk  below  the  lower  dorsal  region  being 
made  in  this  articulation  and  the  one  just 
above  it,  the  remainder  of  the  motion  be- 
ing distributed  between  the  rest  of  the 
lumbar  spine  and  the  sacro-iliac  joints. 
In  forward  bending,   since  the  bodies  of 


Fig.  7.     Diagrammatic  View  of  a  Unilateral  Dis- 
location.   (Goldthwait.) 

Shows  the  dislocated  articulation  on  one  side  only, 
sliding  forward  on  this  side,  the  other  side  holding. 
The  entire  cauda  equina  is  compressed  causing  partial 
or  complete  paralysis  below. 
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is  rotated  forward  on  the  side  of  the  dis- 
placement (Figs.  6  and  7).  With  this  ro- 
tation and  with  the  moving  forward  of  the 


Fig.  8.    Another  Factor  Which  Would  Produce 
Gradual  Paralysis. 

Diagrammatic  representation  of  the  projection  of  the 
intervertebral  disk  into  the  canal  (Goldthwait).  In  this 
position  the  posterior  portion  is  separated. 

displaced  articular  process,  the  other  process 
is  drawn  nearer  to  the  center  of  the  body 
(Figs.  6  and  7),  at  the  same  time  neces- 


sarily being  drawn  forward  with  the  result 
that  the  spinal  canal  is  narrowed  (Fig.  7), 
and  the  narrowing  may  be  so  marked  that 
the  entire  cauda  equina  is  compressed, 
with  paralysis,  either  complete  or  partial, 
below  this  point.  Another  element,  the 
intervertebral  disk,  which  w^as  not  at  first 
appreciated,  but  which  is  undoubtedly  of 
much  importance  as  a  direct  cause  of  the 
paralysis,  consists  in  the  separation  and 
possible  displacement  of  the  intervertebral 
disk,  lying  between  the  body  of  the  vertebra 
and  the  sacrum.  Because  of  the  structure 
of  the  disk,  if  such  separation  occurred, 
the  projection  of  the  disk  and  the  possible 
paralysis  would  be  gradual  in  development, 
since  the  dense  annular  portion  must  be 
stretched  by  the  central  portion  and  would 
require  some  hours  or  possibly  days  for  the 
full  extent  of  the  displacement  to  develop. 

"The  projection  of  the  disk  into  the  canal 
when  the  posterior  part  is  separated,  is 
shown  in  Fig.  8." 

(i)  In  the  roentgen  stereoscopic  exam- 
ination, the  following  details  are  to  be  care- 
fully noted :  spine  as  a  whole ;  five  lumbar 
vertebras,  whether  of  normal  shape,  in 
proper  order  above  the  sacnmi,  each  body 
normal,     with    a    space    for    the     I'nter- 


Roentgenogram  of  Normal  Spine. 


Shows  the  usual  appearance  from  2nd  lumbar  to  the 
upper  border  of  the  sacrum.  Note  the  clear  space  for 
the  intervertebral  disk  between  each  body. 


Fig.  id.    Roentgenogram  of  Normal  Spine  (Lumbo- 
sacral Region). 

Shows  the  5th  lumbar  as  a  whole  (its  body  and  trans- 
verse processes)  well  above  the  body  of  the  sacrum,  the 
intervertebral  disk  showing  clearly  between. 
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vertebral  disk;  fifth  lumbar  as  a  whole, 
its  position  and  the  relation  of  its  body  and 
transverse  processes,  whether  clearly  above 
the  sacrum  or  overlapping  its  upper 
border  (Figs.  9  and  10).  Note  the  spinal 
foramen,  lamina  and  spinous  process;  pos- 
terior facets,  whether  fractured  or  not; 
finally  the  degree  of  dislocation. 

(2)  In  differential  diagnosis  of  spon- 
dylolisthesis, uncomplicated,  there  is  no 
evidence  of  present  or  past  bone  disease. 
A  compression  fracture  higher  up  involving 
the  upper  lumbar  vertebrae  is  usually 
evident.  The  age  of  the  patient  at  the  time 
of  the  injury  is  indicated,  for  in  recent  cases 
the  fourth  and  fifth  vertebrae  and  transverse 
processes  are  not  stunted  but  are  similar  in 
size  and  shape  to  those  above ;  or  the  fourth 
vertebra  and  transverse  processes  are  rudi- 
mentary* and  underdeveloped,  relatively 
proportional  to  the  age  at  which  the  disloca- 
tion occurred.  In  no  case  was  a  definite  frac- 
ture of  pedicle,  lamina  or  facet  made  out. 

The  following  five  cases  which  have 
come  under  my  observation  are  based  on 
the  clinical  diagnosis  made  by  the  stafi  of 
the  Ruptured  and  Crippled  Hospital  from 
the  roentgen  diagnosis  and  corresponding 
clinical  symptoms  and  physical  examina- 
tions. All  are  apparently  those  of  bilateral 
spondylolitheses.  One  is  of  early  childhood 
or  congenital  in  a  female  now  1 5  years  old ; 
one  is  in  a  male,  taking  place  at  the  age  of 
9  years,  not  diagnosed  until  27  3^ears  later; 
three  are  recent  cases  in  adults,  two  males 
and  one  female. 


years  she  began  to  have  pains  in  her  back 
any  time  during  the  day,  parl^cularly  when 
she  was  asked  to  do  something.  At  this 
time  her  mother  noticed  a  lump  in  her 
back.  Her  physician  said  "it  was  nothing," 
but  her  mother  watched  the  lump  and 
found  it  became  more  pointed.  From  13 
to  16  years  she  grew  steadily  worse,  would 


Fig.  II.    Case  I,  T.  M.,  Age  15. 

Shows  moderately  the  characteristics  of  lumbar 
lordosis  with  the  free  ribs  low  over  the  crests  of  the  ilia 
and  a  prominent  sacrum  with  depression  above. 


Case  I.   Hospital  for  the  Ruptured 

AND  Crippled  Service  of  Dr.  Royal 

Whitman,  under  the  care  of 

Dr.  Armitage  Whitman. 

T.  M.,  Age  15,  Female. — The  patient 
seemed  all  right  up  to  ii  years,  but  imtil 
13  she  sat  in  the  house  a  good  deal. 
At  12  years  she  only  complained  of  a 
pain  in  the  calves  of  her  legs.  She  was 
not  as  active  as  other  children,  could 
not  walk  as  well  and  complained.  Her 
condition    did    not    improve    and    at    13 


walk  a  block  and  come  home  crying  with 
pain.  The  patient  has  been  better  since 
wearing  a  brace. 

Physical. — Body  in  standing  is  incUned 
forward  above  the  sacrum,  and  the  spinous 
process  at  the  lower  extremity  of  incurva- 
tion is  ver\^  prominent,  evidently  marked 
displacement  forward  of  vertebra  above 
this  point  (Fig.  11). 

Roentgen  Examination. — Examination 
shows  only  three  normal  lumbar  verte- 
brae. The  foirrth  is  seen  clearly,  but  has 
rudimentary  transverse  processes  (Fig.  12). 
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Fig.   12.     Case   I,  T.   M. — Complete   Spoxdvlolis- 

THESIS. 

Note  the  first  three  lumbar  vertebrce  are  normal. 
The  fourth  is  obscured  by  the  fifth  which  is  dislocated 
forward  and  downward  until  its  upper  aspect  faces 
directly  forward.  The  prominent  body  of  the  5th  and 
the  transverse  processes  are  well  below  the  upper  border 
of  the  sacrum. 


Fig.    13.  Case  I,  T.  M.,  Age  15.  (Compare  with  Figs. 
4  and  5.) 

A  clearer  plate  of  the  lumbosacral  region  confirming 
Fig.  12.  The  rudimentary  appearance  of  the  4th  lumbar 
especially  its  transverse  process,  failing  any  recent 
history,  suggests  that  the  original  dislocation  was  con- 
genital or  of  earlv  childhood. 


This  vertebra  seems  to  articulate  with  the 
sacrum.  The  fifth  lumbar  is  dislocated  for- 
ward and  dowmvard  on  the  sacrum  until  its 
entire  upper  aspect,  including  that  of  the 
lamina  and  spinous  processes,  faces  directly 
forward  (Fig.  13).  The  posterior  articular 
facets  of  the  sacrum  seem  to  be  under- 
developed. As  the  history  gives  no  evidence 
of  injury,  the  whole  condition  would  seem 
to  be  that  of  early  childhood  or  even  con- 
genital. The  lateral  view  (too  indistinct  for 
reproduction)  shows  faintly  the  wedge- 
shaped  body  of  the  sacrum.  In  front  of  the 
upper  part  of  the  sacrum,  the  dislocated 
body  of  the  fifth  lumbar  faces  forward  and 
upward.  The  fourth  lumbar  is  apparently 
articulating  with  the  sacrum.  The  bodies  of 
the  fourth,  third,  second  and  first  lumbars 
are  in  their  usual  position.  It  is  therefore 
evident  what  a  tortuous  course  the  cauda 
equina  must  take  in  passing  from  the  lower 
part  of  the  fourth  directly  forward  beneath 
the  arch  and  spine  of  the  fifth  lumbar,  and 
then  backward  over  the  upper  surface  of 
the  body  of  the  sacrum. 


Case  II.  Patient  of  Dr.  B.  H.  Whitbeck. 

E.  H.,  Age  35.  Female. — Patient  fell 
while  getting  off  a  street  car.  The  car  had 
stopped  but  started  again,  throwing  her 
suddenly  on  her  back.  She  walked  home, 
then  began  to  have  severe  pain  in  her  back, 
and  went  to  bed  for  a  day  or  so.  No  ner- 
vous symptoms  except  a  numbness  which 
cleared  up  after  a  week. 

Physical. — -Three  weeks  after  injury, 
examination  showed  considerable  deform- 
it}''.  Patient  was  bent  forward,  leaning  to 
the  left  side.  No  wrinkles  were  visible  in 
the  flanks.  The  most  comfortable  position 
was  with  the  trunk  flexed,  with  legs 
doubled  under  her.  Her  back  was  strapped 
at  this  time,  and  brace  applied,  which 
gradually  helped  her,  straightening  her  up 
somewhat.  Pain  down  the  back  and  legs 
continued,  which  was  more  or  less  sub- 
jective. There  was  no  disturbance  in  the 
knee  jerk. 

Roentgen  Examination.  —  Examination 
showed  to  a  moderate  degree,  stereoscop- 
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ically,  an  abnormal  amount  of  angulation 
between  the  lower  lumbar  spine  and  sa- 
crum, with  a  forward  dislocation  of  the 


Fig.  14.     Case  II,  E.  H.,  Age  35,  Female.  (Compare 
with  Fig.  6.) 

Roentgenogram  shows  moderate  dislocation  suggest- 
ing the  unilateral  type.  The  body  overlaps  the  upper 
border  of  the  sacrum.  The  transverse  processes  are 
low,  the  one  on  the  right  overlapping  slightly  the 
border  of  the  sacrum.  The  foramen  seems  to  be  viewed 
from  above. 


fifth  lumbar  on  the  sacrum.  The  body  and 
transverse  processes  of  the  fifth  lumbar  are 
sHghtly  below  the  level  of  the  sacrum  (Fig. 
14).  The  spinal  foramen  with  the  upper  as- 
pect of  the  body  of  the  lamina  and  spinous 
process  are  more  in  evidence  than  normal, 
and  face  forward. 

Diagnosis. — A  moderate  amount  of 
spondylolithesis  with  possible  sacro-iliac 
dislocation  on  the  left. 

Within  a  year  after  the  date  of  the  in- 
jiu-y,  and  after  her  suit  had  been  settled, 
the  patient  had  straightened  up  and  re- 
sumed her  normal  position,  and  up  to  date, 
there  has  been  no  recurrence  of  symptoms. 

Case  III.   Service  of  Dr.  Royal  Whit- 
man, CARE  OF  Dr.  Armitage  Whitman. 

H.  C,  Age  38,  Male,  Weight  230  lbs. — 
yioTomJiA.'^.— Previous  History. — At  nine 
years  of  age,  the  patient  was  butted  in  the 
small  of  the  back  by  another  boy's  head. 


He  felt  faint  at  the  time  and  laid  down  for 
a  few  minutes.  The  patient  states  that  he 
had  no  severe  symptoms  for  24  years.  But 
he  always  has  had  a  pain  of  some  character 
in  the  leg  and  back,  but  never  a  pain  else- 


FiG.  15. 


Case    III,    H.   C,   Age   38,   Weight   230 
Pounds. 


^Patient  was  "butted"  in  the  back  at  the  age  of  9. 
Shows  the  characteristic  lordosis  in  the  stout  man, 
short-waisted  effect,  with  wrinkles  in  the  lumbar 
region.  Prominent  sacrum  with  depression  just  above. 

where  of  any  consequence.  Pain  prevented 
him  from  concentrating  his  mind  as  a  stu- 
dent. For  the  past  two  years  he  has  had 


24 


Spondylolisthesis  or  Lumbosacral  Dislocation 


numbness  in  the  right  foot  and  leg  up  to 
above  the  hip,  following  short  walks;  he 
has  had  no  "weakness"  in  back,  but  pain 
in  lumbosacral  region,  which  is  worse  in  the 
morning  when  beginning  to  walk. 

Physical  Examination. — The  examina- 
tion showed  the  characteristic  posture  of 
spondylolithesis  in  a  heavy  man  weighing 
230  lbs.  (Fig.  15). 


Fig.  16.     Case  III,  H.  C,  Age  38.   (Compare  with 
Figs.  4  and  5.) 

The  3rd  lumbar  is  well  formed  as  were  the  other  two 
above.  The  4th  is  somewhat  obscured,  its  transverse 
processes  are  clearly  rudimentary.  The  body  of  the  5th 
is  completely  dislocated  forward  and  downward  in 
front  of  the  sacrum,  its  transverse  process  well  below 
the  upper  border. 

Roengten  Examination.  —  Examination 
showed  three  well-formed  lumbar  verte- 
brae in  lumbar  region,  the  fourth  rudi- 
mentary (as  shown  by  the  rudimentary 
transverse  processes)  and  the  body  of  the 
fifth  dislocated  forward  in  front  of  the 
sacrum,  with  its  upper  surface  and  spinal 
foramen  facing  forward  and  upward.  The 
first,  second  and  third  vertebrae  appear 
to  be  small  bones  for  a  man  of  his  stature, 
but  are  fully  developed,  as  compared  with 
the  rudimentary  fourth.  This  undevelop- 
ment  would  seem  to  fix  the  date  of  origin 
as  stated  (Fig.  16). 

Case    IV.    Service    of    Dr.    Charlton 
Wallace,  care  of  Dr.  W.  L.  Sneed. 

J.  J.,  Male,  Age  45  (Fig.  17).— This  case 
well  illustrates  the  misleading  sensations  at 
the  time  of  injury  and  the  insidious  develop- 


ment of  disability  and  nerve  pressure  symp- 
toms in  a  few  months  or  even  years.  This 
freedom  from  pain  and  lack  of  symptoms 
cannot  be  overemphasized,  for  in  medico- 
legal cases  the  absence  of  symptoms  at  the 
time  of  the  injury  which  would  tend  to 
prove  the  diagnosis  prevents  the  recovery 


Fig.  17.     Case  IV,  J.  J.  M.,  Age  45. 

Shows  complete  spondylolisthesis  of  recent  origin. 
Characteristics  of  lumbosacral  dislocation  are  unusu- 
ally well  shown,  posture,  lordosis,  short-waisted  effect, 
wrinkles  in  the  flanks;  sacrum  is  prominent  with 
depression  just  above.  There  is  noticeable  atrophy  of 
the  right  thigh  muscles  and  calf  of  the  leg. 
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of  damages  in  proportion  to  the  actual  in- 
juries received. 

As  the  patient's  description  is  one  of 
unusual  intelligence  and  shows  accurate 
observation,  I  give  his  own  words.  His 
testimom'  from  a  medico-legal  standpoint 
is  peculiarly  interesting  since  his  truthful- 
ness and  accuracy  almost  proved  his  un- 
doing in  his  trial  for  damages  before  a  jury 
who  were  confused  by  the  absence  of 
symptoms  at  the  time  of  injury  and  could 
not  seem  to  realize  that  the}"  developed 
later. 

"I  am  45  years  old  and  a  railway  mail 
clerk.  Three  months  ago  in  a  collision 
where  a  motor  hit  my  car  a  terrific  blow  I 
happened  to  be  bending  over  with  my 
back  toward  the  motor  and  as  I  was  bent 
down  to  the  floor  with  my  buttock  against 
the  cross  table  and  my  left  hip  wedged  in 
the  angle  formed  by  the  side  table  I  re- 
ceived a  severe  shock  and  concussion,  as 
my  body  would  not  give  with  the  impact 
of  the  motor.  In  order  to  save  striking  my 
head  against  the  sharp  edges  of  the  letter 
case  at  the  same  moment  I  swung  around 
sharply.  With  the  concussion  I  had  the 
feeling  as  if  something  gave  way  in  the 
region  between  my  hips,  but  I  felt  no  pain 
there  and  dismissed  it  from  my  mind  until 
called    to    account    for    the    condition    in 


which  my  spine  was  found  when  examined 
by  different  physicians.  I  believed  that 
severe  injury  must  be  accompanied  by 
severe  pain  and  gave  no  thought  to  this 


Fig.   19.     Case  IV,  J.  J.  M.,  Age  45.  (Compare  with 
Figs.  4  and  5.) 

Shows  four  normal  vertebrae  in  proper  order.  The  5th 
is  displaced  forward  and  downward,  the  body  showing 
clearh'  below  the  upper  border  of  the  sacrum,  its  upper 
aspect  faces  forward.  The  transverse  processes  are  very- 
low. 


Fig.  18.     Case  IV,  J.  J. 

Lumbosacral   region   showing 
indicated  in  Fig.  19. 


M.,  Age  45. 

details    of   condition 


occurrence,  attributing  this  feeling  of 
dizziness  from  which  I  suffered  to  fright. 
"After  a  six-day  lay-off  at  home  I  re- 
turned to  work,  and  as  the  work  was  light 
I  suffered  but  little  inconvenience.  Two 
weeks  after  the  accident  while  shaving 
myself  one  morning  my  leg  became  some- 
what numb,  this  feeling  extending  down 
to  the  calf  (left  leg).  This  feeling  of  numb- 
ness recurred  in  the  street  the  same  day. 
This  numbness  was  repeated  so  frequently 
and  so  severely  that  the  following  week  I 
reported  for  examination,  which  was  a 
superficial  one,  made  without  the  removal 
of  my  clothing  or  underclothes.  The  diag- 
nosis of  'contusion  of  the  hip'  was 
made,  but  as  the  condition  continued  with- 
out relief,  I  went  to  my  own  surgeon  who 
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made  the  diagnosis  of  'inflammation  of 
the  sciatic  nerve ' ;  but  he  made  no  exam- 
ination of  the  spine.  At  this  time  I  was 
imable  to  bend  over  without  a  good  deal 
of  difficulty.  I  continued  my  work  for  two 
and  a  half  months,  during  which  time  I  was 
taking  electric  massages,  etc.  When  I  be- 
came convinced  that  I  had  some  severer 
injury  than  a  bruised  sciatic  nerve,  I  went 
to  the  railway  surgeon  for  an  examination. 
He  diagnosed  my  case  as  'slight  strain 
of  the  spine'  and  advised  me  to  lay  off, 
and  obtain  leave  of  absence  for  30  days. 

"Whether  or  not  my  spine  was  dislocated 
to  the  extent  that  it  now  is,  I  am  unable 
to  say.  I  do  know  though  that  not  one 
man  in  a  thousand  would  have  kept  at 
work  as  I  did  were  they  in  the  similar 
condition.  Time  and  again  I  was  obliged  to 
sit  down,  but  I  found  that  by  twisting  my 
body  at  the  hips  I  could  relieve  what  ap- 
peared to  be  a  pressure  on  the  sciatic  nerve, 
and  then  get  up  and  walk  again.  By  continu- 
ing on  my  run,  subject  to  the  sudden  jerks 
of  the  car  and  the  lifting  incident  to  my 
position,  I  no  doubt  exaggerated  my 
injuries,  and  if  there  is  any  condition  that 
might  be  considered  'postural,'  it  has 
come  from  the  injury  received  in  March, 
and  is  not  of  prior  origin." 

Stereoscopic  Roentgen  Examination. — The 
first  roentgen  examination  was  made  by 
Dr.  Austin  L.  Hobbs.  This  and  my  own 
subsequent  examinations  showed  that  the 
spinous  processes  of  the  lower  lumbar  verte- 
brae and  sacrum  were  not  in  line  (Fig.  18). 
There  was  a  marked  angulation  between 
the  fourth  and  fifth  lumbar  vertebrse  and 
the  sacrum.  The  fifth  lumbar  was  dislocated 
downward  and  tilted  forward  on  the  sacrum 
until  its  whole  upper  aspect,  showing  the 
body,  transverse  processes,  spinal  foramen, 
lamina  and  spinous  processes,  faced  directly 
forward  and  only  slightly  upward.  The 
transverse  processes  of  the  fifth  lumbar 
were  plainly  much  lower  than  their  usual 
position.  On  the  left  the  transverse  process 
was  well  below  the  uppermost  border  of 
the  body  of  the  sacrum. 

The   plane   of   the   fourth   lumbar   was 


shown  to  be  well  forward,  but  its  lower 
articulating  surface  was  on  a  level  with 
the  posterior  facets  of  the  sacrum,  and 
occupied  the  usual  position  of  the  fifth 
(Fig.  19). 

There  was  no  evidence  of  old  disease. 

The  uniformly  normal  development  of 
all  the  transverse  processes  and  of  all  the 
lower  lumbar  vertebrae  was  such  that  the 


Fig.  20.     Case  V,  O.  W.,  Age  26. 

Injury  occurred  lo  years  previous.  Shows  lordosis, 
short-waisted  effect,  prominent  sacrum  with  depression 
just  above.  Note  that  deformity  is  less  marked  in  this 
case  due  to  constant  supervision  with  medical  treat- 
ment when  needed  during  a  period  of  ten  years. 
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condition  could  not  have  been  congenital 
or  of  early  childhood,  but  only  after  their 
full  adult  development. 

Case  V.   Patient  of  Dr.  Virgil  P. 

GiBXEY 

The  history  and  treatment  of  this  case 
extended  over  a  period  of  ten  years.  Dr. 
Gibney  then  made  the  diagnosis  of  spondy- 
lolisthesis which  was  confirmed  by  roent- 
gen examination  ten  years  later. 

Physical  Examination . — This  shows  the 
characteristic  posture  of  spondylolisthesis. 

Roentgen  Examination. — This  shows  de- 
finite dislocation  of  the  whole  of  the  fifth 
lumbar,  forw'ard  and  downward  on  the 
sacrum  (Fig.  21). 

Dr.  Gibney 's  clinical  notes  covering  the 
period  of  ten  years  show  the  favorable 
results  which  may  be  expected  from  proper 
medical  treatment. 

February    2/th,    IQOJ 

0.  W.,  Age  17  Years;  Male  (Fig.  20). — 
Eight  months  ago  while  jumping,  he  felt  a 
snap  in  lower  part  of  back  and  had  some 
pain,  but  this  seemed  to  trouble  him  very 
little  until  last  October.  Since  then  it  has 
been  getting  worse,  pain  running  down  left 
thigh.  At  first  it  pained  at  night  only  on 
walking. 

The  patient  found  it  ver\^  difficult  to  lie 
on  his  back  and  extend  his  limbs ;  he  could 
flex  perfectly  when  hips  were  sharply 
flexed,  lordosis  was  overcome  and  he  was 
free  from  pain;  both  sacro-iliac  joints  were 
prominent.  Tenderness  was  noted  over  the 
sacrum;  sensitiveness  over  lumbosacral 
region;  extreme  lordosis  and  sensitiveness 
(Fig.  20)  along  the  course  of  the  sciatic 
nerv^e. 

March  1st,  igoj 

A  solid  plaster-of-Paris  jacket  was  ap- 
plied in  the  swing  with  as  much  extension 
being  made  as  possible. 

June  2jth,  iQoy 

Parts  were  still  slighth"  sensitive  over 
the  sacrum  and  sacro-iliac  joint;  lordosis 
was  not  so  marked. 

Patient  was  very  comfortable  all  sum- 
mer. 


January  yth,  igo8 
The  patient  had  no  pain  now,  but  was 
a  little  lame  and  favored  the  left  limb; 
lumbar  lordosis  was  much  increased  and 
lumbosacral  kyphosis  marked;  bore  most 
of  weight  on  right  limb  as  he  stood,  but 
two  sides  of  pelvis  were  about  equal.  When 
lying  on  back  the  patient  preferred  to  keep 
left  thigh  flexed,  but  could  make  all  move- 
ments fully;  adductors  on  right  side  pre- 
sented a  little  more  fullness  than  on  left, 
but  both  were  tense;  limbs  were  equal  in 
length. 
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Fig.  21.     Case  V,  O.  W.,  Age  26. 

Shows  four  normal  lumbar  vertebrae  with  the^sth 
dislocated  downward  and  forward  as  diagrammed^in 
Figs.  4  and  5. 

May  g,  igii 
The  patient  had  been  employed  at  clerical 
work  for  the  last  seven  years.  For  the  last 
ten  days  he  had  complained  of  pain  in 
right  leg;  had  grown  to  be  a  good  height; 
still  had  sharp  lordosis,  but  as  he  had 
grown  so  much,  it  was  impossible  to  com- 
pare tracings,  so  these  were  not  recorded. 
His  free  ribs  hung  over  the  ilium  a  little, 
and  there  was  a  transverse  crease  running 
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from  one  ilium  to  the  other  at  the  line  of 
the  umbilicus.  The  lower  limbs  were  well 
developed;  hip  functions  were  perfect,  but 
if  the  left  thigh,  for  instance,  was  flexed 
rather  sharply,  he  felt  pain  in  the  right 
thigh.  Up  to  ten  days  prior  to  the  above 
date  he  was  perfectly  well.  Plaster  jacket 
was  advised. 

May  2g,  igij 

The  patient  had  a  little  discomfort  with 
the  jacket  for  a  few  days  but  since  that 
time  had  worn  the  jacket  well  and  had 
gotten  entire  relief  from  the  pelvic  and  hip 
symptoms. 

January  6,  IQlj 

The  patient  began  to  complain  again  on 
the  day  preceding,  for  some  unknown  cause. 
He  had  sagged  down  again,  so  I  suspended 
him  and  put  him  in  plaster. 

December  12,  igi6 

For  the  past  two  weeks  he  had  been  com- 
plaining again  of  pain;  was  to  have  an- 
other jacket. 

Summary 

I. — Violence  is  the  direct  cause  of 
spondylolithesis  although  certain  ana- 
tomical variations  may  favor  the  establish- 
ment of  the  condition.  Fracture  of  the 
articular  processes,  though  possible,  cannot 
be  proven. 

Disease,  if  ever  present,  is  an  independ- 
ent factor.  The  dislocation  may  occur  in 
early  childhood  or  even  before  birth. 

2. — I  emphasize  the  gradual  onset  of 
symptoms.  The  symptoms  at  the  time  of 
the  injury  may  be  so  mild  as  to  be  ignored 
by  the  patient,  and  as  the  condition  is  rare 
the  diagnosis  in  no  case  was  made  until 
months    or    years    later    when    pain    and 


paralysis  and  incapacity  demanded  atten- 
tion and  diagnosis. 

3. — In  medico-legal  cases  the  jury  is 
confused  by  the  apparent  absence  of 
sensations  and  paralysis  at  the  time  of  the 
injury,  when  so  great  a  dislocation  of  the 
spine  is  claimed  by  the  medical  testimony 
for  the  patient. 

4. — The  prognosis  is  good  with  medical 
attention  and  support  when  indicated  as 
symptoms  develop,  but  a  cure  or  replace- 
ment has  never  been  reported. 

5. — The  condition  is  not  uncommon  and 
should  always  be  considered  in  injuries  of 
the  lower  spine.  When  stripped  the  patient 
shows  the  characteristic  posture. 

6. — The  x-ray  diagnosis  must  show 
only  four  whole  lumbar  vertebras  above 
the  upper  border  of  the  sacrum.  The  fifth 
must  not  only  overlap  the  upper  part  of 
the  sacrum  but  the  body  must  be  well 
below  and  in  front  of  the  sacrum  with 
the  transverse  process  showing  below  the 
upper  border  of  the  sacrum,  or,  at  least, 
much  lower  than  their  usual  position. 
The  upper  aspect  of  the  vertebrae  as  a 
whole  should  face  forward  presenting  the 
picture  of  this  surface  of  the  body,  the 
lamina  and  the  spine  foramen.  The  ray 
should  be  centered  directly  over  this  region 
and  not  higher.  The  back  of  the  patient 
should  be  flattened  on  the  plate,  thighs 
flexed.  Stereoscopic  plates  have  an  added 
value  in  showing  forward  displacement 
and  the  lateral  view,  difficult  and  often 
unattainable,  if  clear  is  of  great  value. 

7. — Mistakes  in  .x-ray  diagnosis  and 
technique  can  be  made  where  there  is  a 
marked  lumbosacral  lordosis  and  the 
ray  is  directed  obliquely  from  above 
downward  on  too  large  a  plate.  The  plates 
should  show  good  detail. 
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Dr.  Arial  W.  George,  Boston,  Alass. 
— At  the  January,  19 17.  meeting  of  the 
Society  at  Atlantic  City,  I  presented  what 
I  considered  several  new  observations  on 
the  changes  which  take  place  about  the 
fifth  lumbar  vertebra,  when  this  body  is 
dislocated  forward  (spondylolisthesis) .  My 
attention  was  first  called  to  this  condition 
previously  by  Dr.  Darling.  Since  that 
time  I  have  tried  to  work  out  one  or  two 
diagnostic  signs  which  can  be  made,  with 
or  without  stereoscopic  plates,  on  the  an- 
teroposterior view  of  the  fifth  lumbar 
vertebra;  and  in  the  lantern  slides  which 
I  am  about  to  show,  I  shall  try  to  demon- 
strate these  signs.  Aside  from  the  antero- 
posterior view,  either  singly  or  stereoscop- 
ically,  it  is  absolutely  essential  that  one 
make  a  lateral  view  of  this  area.  Contrary 
perhaps  to  what  Dr.  Groover  has  just 
said,  I  believe  that  the  lateral  view  of  the 
sacrum,  at  least  for  purposes  of  diagnosis, 
is  a  great  deal  more  simple  than  we  have 
hitherto  thought,  and  is  as  easy  and 
almost  as  satisfactory^  as  a  lateral  view  of 
the  dorsal  region,  especially  if  one  uses  an 
intensifying  screen. 

One  important  fact  in  the  technique  of 
the  lateral  view  is  that  the  greater  the  dis- 
tance the  tube  is  from  the  plate,  at  the 
same  time  using  a  small  diaphragm,  the 
better  and  sharper  the  detail  of  the  lateral 
view. 

In  the  anteroposterior  view  I  have  noted 
that  when  the  transverse  process  laps  over 
the  sacrum  (see  Fig.  i)  this  is  indicative 
of  one  of  two  things  (I  am  not  now  speak- 
ing of  the  sacralized  transverse  process, 
but  of  the  average  normal  in  size  and 
shape),  either  that  the  fifth  lumbar  is 
slipped  forward  upon  the  sacrum  to  an 
appreciable  degree,  or  that  there  is  a 
greater  angle  between  the  fifth  lumbar  ver- 
tebra and  the  sacrum.  (See  Fig.  3.) 

One  other  effect  in  the  anteroposterior 
view,  which  is  consistent  with  the  above,  is 


a  change  in  the  angle  of  the  lamina  and  of 
the  spinous  process.  (See  Fig.  i.) 

In  a  study  of  the  lateral  view,  aside 
from  the  actual  slipping  forward  of  the 
fifth  on  the  sacrum,  I  believe  the  most 
important  consideration  is  the  acute  angle 


Fig.    I. 

I.  Shows  the  inferior  portion  of  the  fifth  lumbar 
vertebra.  2.  The  change  in  angle  and  position  of  the 
spinous  process  as  compared  with  the  fourth.  Note 
difference  between  the  third  and  fourth.  3.  Overlap- 
ping of  the  fifth  right  transverse  process  on  the  sacmm 
(a  unilateral  case).  4.  Change  in  the  angle  of  the  lamina. 


of  the  neural  canal  (see  Fig.  3) ,  and  I  have 
been  of  the  opinion  that  symptoms  arise 
from  this  latter  fact  rather  than  from  any 
special  disturbance  of  the  forward  dis- 
placement of  the  fifth.  What  gives  rise  to 
symptoms  in  a  traumatically  displaced  sa- 
crum is  simply  that  the  angle  is  too  acute, 
and  the  same  chain  of  symptoms  appear 
as  when  the  body  is  actually  forward. 

In  our  series  of  approximately  thirteen 
cases,    the    problem    arises    whether    this 
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Fig.    2.     Shows    Forward    Displacement    of    the 
Fifth  on  the  Sacrum. 

Note  the  acute  angle  of  the  neural  canal. 


displacement  forward  of  the  body  of  the 
sacrum  occurs  spontaneously  at  the  time 
of  the  injury  or  whether  it  is  a  develop- 
mental condition  later. 

I  have  been  of  the  opinion  that  most 
changes,  such  as  increased  bone  density, 


Fig.  3.     Shows  No  Displacement  of  the  Fifth. 

_  A  very  marked  angulation  of  the  sacrum  in  its  rela- 
tion to  the  normal  and  to  the  fifth  vetebra  is  indicated. 


etc.,  which  appear  in  and  about  the  in- 
ferior portion  of  the  fifth  lumbar,  asso- 
ciated with  displacement,  represent  a  pro- 
gressive condition.  This  process  goes  on 
to  a  certain  point,  when  by  the  increasing 
bone  density,  the  body  becomes  anchored. 

Mr.  H.  W.  Dachtler,  Toledo,  Ohio.— I 
would  like  to  ask  Dr.  Groover  if  he  has  had 
any  experience  in  making  a  differential 
diagnosis  between  an  old  tuberculosis  of 
the  spine  and  a  compression  fracture  of  a 
vertebra.  I  have  had  a  case  in  which  the 
patient  claimed  to  have  been  injured 
when  an  automobile  body  was  allowed  to 
slip  upon  his  shoulders  but  he  gave  a  his- 
tory suggesting  an  old  tuberculosis  of  the 
spine.  There  was  a  marked  lesion  present 
and  I  expressed  the  opinion  that  it  was  an 
old  tuberculosis  because  the  edges  of  the 
body,  in  a  lateral  view,  were  not  smooth 
but  were  roughened  and  showed  erosion. 
In  all  of  my  compression  fractures  the 
edges  of  the  bodies  have  been  smooth  and 
the  intervertebral  space  well  defined.  This 
is  not  the  case  in  tuberculosis. 

I  would  like  to  ask  his  experience  in 
such  cases. 

Dr.  Kennon  Dunham,  Cincinnati, 
Ohio. — I  wish  to  ask  two  questions.  First, 
what  does  Dr.  Groover  consider  the  nor- 
mal comparative  size  of  the  transverse 
processes  of  the  third  and  fourth  lumbar 
vertebrae?  Second,  I  would  like  the  doctor 
to  make  clear  for  me  the  differences  be- 
tween his  method  of  taking  and  reading 
lumbar  plates,  which  he  has  just  described, 
and  the  previous  work  of  Dr.  Hickey. 

These  questions  are  in  no  way  a  criti- 
cism of  this  most  valuable  work  of  Dr. 
Groover.  I  am  sure  that  the  work  is  real 
and  the  report  valuable,  but  I  am  anxious 
to  find  out  if  this  is  an  addition  to,  a  con- 
firmation of,  or  a  refutation  of,  the  pre- 
vious work  of  Dr.  Hickey. 

Dr.  E.  H.  Skinner,  Kansas  City. — We 
find  a  great  many  spinae  bifidae  and  other 
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transitional  and  congenital  defects  at  the 
lumbosacral  junction.  It  is  very  interesting 
in  any  study  of  these  cases  of  changes  at 
the  lumbosacral  junction,  to  be  able  to 
have  a  picture  of  your  entire  lumbosacral 
spine,  because  in  cases  in  which  you  have 
the  sacralization  of  your  fifth  lumbar  ver- 
tebra you  will  almost  invariably  find  a  rudi- 
mentary twelfth  rib.  One  can  have  a  verte- 
bralization  of  the  first  sacral  segment  or  a 
sacralization  of  the  fifth  lumbar  segment, 
so  it  is  best  to  have  3'our  entire  spine  to 
coimt.  One  will  find,  in  looking  over  a  num- 
ber of  plates  of  the  genito-iuinary  tract, 
sacraUzation  of  the  fifth  lumbar  vertebra. 
The  spina  bifida  occulta  is  another  very 
frequent  finding  and  probably  should  be 
noted,  but  not  emphasized.  We  find  it  so 
frequently  that  it  seems  to  be  an  old  stor}^ ; 
but  we  have  known  of  medico-legal  cases 
where  such  congenital  defects  have  been 
misinterpreted,  and  made  to  imply  a  bony 
injurs',  whereas  a  spina  bifida  occulta  is 
congenital  and  of  little  moment. 

Dr.  Thomas  A.  Groover,  "Washington, 
D.  C. — I  have  had  just  the  difficulty  that 
Dr.  Dachtler  mentions.  I  don't  think  we 
are  Hkely  to  have  that  difficulty  if  we  see 
the  patient  immediately  after  the  accident ; 
but  if  he  comes  under  observation  some 
time  later,  it  ma}'  be  difficult  to  decide, 
and  the  clinical  history  will  have  to  be 
rehed  upon  in  making  the  differential  diag- 
nosis. It  might  present  a  very  perplexing 
medico-legal  problem. 

Dr.  Byron  C.  Darling,  New  York, 
N.  Y. — Just  a  few  words  on  the  size  of  the 
transverse  processes  of  the  fointh  lumbar. 
If  any  of  you  remember  to  observe  this 
from  time  to  time,  you  will  find  that  from 
above  downward  they  become  larger  to  the 
fourth;  then  the  foiu1;h,  for  some  reason  or 
other,  often  in  what  seem  to  be  normal 
spines,  is  smaller;  so  that  this  observation 
of  mine,  about  teUing  the  date  of  the  in- 
jury by  the  size  of  the  stunted  transverse 
processes,  must  be  taken  with  a  certain 
allowance. 


Superiority  of  Roentgen  Therapy  in 
Mycosis  Fungoides 

AT  a  meeting  of  the  New  York 
Academy  of  Medicine  on  March  2, 
191 7,  Dr.  Arthur  F.  Holding  presented  a 
patient  who  had  been  ill  for  nine  years 
whose  disease  in  the  pre-tumor  stage  had 
been  variously*  diagnosed  by  dermatolo- 
gists of  international  repute  as  eczema, 
psoriasis  or  s3^phiHs,  and  treated  accord- 
ingly without  results.  The  case  then  pro- 
gressed to  the  tiimor  stage.  We  abstract  the 
following,  from  Dr.  Holding's  report  in  the 
Medical  Record,  August  4,  191 7  (p.  215). 

The  tumor  formation  was  very  extensive 
over  the  forehead,  eyelids,  cheeks,  and 
back  of  the  neck.  Being  so  extensive,  va- 
rious methods  of  treatment  were  applied 
over  areas  of  the  lesion:  Excision  and  skin 
grafting  on  the  right  forehead;  roentgen 
rays  on  the  left  forehead;  radium  on  the 
cheeks  and  fulguration  for  the  eyelids. 
The  results  of  excision  and  skin  grafting 
were  good  at  first,  but  later  the  flap  broke 
down  and  sloughed,  exposing  the  skuU. 
The  results  of  the  roentgen  rays  and  ra- 
dium were  clinically  and  cosmetically  much 
better  than  those  of  attempted  surgical 
treatment,  and  in  the  fulgurated  areas  the 
disease  reciured.  All  of  the  lesions,  how- 
ever, disappeared  within  three  months 
after  the  treatment  was  instituted.  Two 
months  later  the  patient  retiuned  with  a 
general  er3rthematous  eruption  over  the 
entire  body  and  it  w^as  decided  to  treat 
the  recurrent  areas  with  radium  and  roent- 
gen rays.  After  various  experiments  to 
determine  the  best  technic,  it  was  found 
that  the  roentgen  technic  was  better; 
there  were  no  subsequent  irregularities  of 
pigmentation  in  the  skin  treated;  it  was 
quicker;  the  larger  areas  of  skin  could  be 
treated;  the  areas  treated  through  a  filter 
of  I  mm  aluminum  responded  quicker  and 
better  than  areas  treated  without  filters 
or  with  thick  filters.  The  eruption  disap- 
peared; there  had  been  occasional  relapses 
of  the  erythematous  dermatoses  which 
always  yielded  to  roentgen  treatment. 
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AN  interesting  discussion  has  arisen 
■  within  recent  years  among  roentgen- 
ologists respecting  the  cause  of  certain 
symptoms  following  deep  roentgenother- 
apy. Are  these  symptoms  due  to  acidosis 
resulting  from  the  specific  action  of  the 
3C-rays  or  to  the  inhalation  of  noxious  gases 
produced  by  the  high  tension  currents  and 
inhaled  by  the  patient,  or  are  they  due  to 
some  other  cause? 

To  find  if  possible  an  answer  to  this 
question  was  the  purpose  of  the  studies 
upon  which  this  paper  is  based.  The  ob- 
servations were  made  in  the  laboratories  of 
the  Battle  Creek  Sanitarium.  The  authors 
are  indebted  to  Dr.  James  T.  Case,  Chief 
of  the  Roentgen  Department,  for  valuable 
suggestions  concerning  the  experimental 
work  on  acidosis  and  for  roentgenologic 
material. 

FROM  THE  VIEWPOINT  OF  THE  ROENT- 
GENOLOGIST 
By  Dr.  Jones 

The  constitutional  symptoms  following 
or  accompanying  the  deep  application 
of  roentgen  rays,  which  form  the  sub- 
ject of  the  present  paper,  consist  prin- 
cipally in  a  feeling  of  nausea.  A  detailed 
description  of  these  symptoms  does  not 
enter  into  the  scope  of  this  paper;  nor  in- 
deed is  it  necessary  to  dwell  upon  them  at 
length,  as  every  roentgenologist  is,  much 
to  his  dismay,  acquainted  with  the  tm- 
pleasant  manifestations  from  his  personal 
observations  in  actual  practice. 

The  task  of  the  physician  is  to  alleviate 
the  physical  sufferings  of  mankind,  and  if 


this  applies  with  full  force  to  the  suffer- 
ings that  human  flesh  is  heir  to  in  the  or- 
dinary course  of  events,  it  applies  with 
even  greater  force  to  sufferings  which,  so 
to  speak,  are  of  his  own  creation — the 
consequence  of  the  treatment  he  applies  in 
the  form  of  roentgen  rays.  Furthermore, 
it  requires  neither  argument  nor  discus- 
sion to  establish  the  fact  that,  in  order  to 
remedy  an  evil,  the  causative  factor  must 
be  known;  otherwise  no  specific  antidote 
or  preventive  can  be  applied.  In  the  ab- 
sence of  any  positive  knowledge  as  to  the 
cause  of  a  pathological  condition  all  reme- 
dies applied  are  necessarily  empiric  and 
tentative,  and  we  are  more  or  less  groping 
in  the  dark. 

Several  authors,  including  Pfahler  and 
Lange,  have  discussed  the  unpleasant 
symptoms  following  deep  roentgenother- 
apy, setting  forth  two  main  theories  to  ex- 
plain their  cause  and  origin.  Pfahler  takes 
the  stand  that  nausea  results  from  the 
gases  produced  by  the  high  tension  cur- 
rent, and  that  indeed  is  a  very  plausible 
assumption.  But  if  these  gases  were  the 
actual  causative  factor,  the  problem  of 
dealing  with  the  nuisance — for  it  would 
amount  to  nothing  but  a  nuisance  in  that 
case— would  be  delightfully  simple.  A 
properly  and  scientifically  arranged  ven- 
tilation of  the  room  would,  to  a  large  ex- 
tent at  least,  carry  off  the  obnoxious  gas- 
es and  substitute  fresh,  wholesome  air. 
But,  unfortunately,  the  theory  does  not 
hold  good.  If  it  did,  how  explain  the  fact 
that  the  roentgenologist  administering  the 
treatment,    the    nurses,     attendants    and 
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Iriends  who  may  be  present  in  the  room 
at  the  time  of  treatment,  are  not  similar- 
ly affected?  It  is  undoubtedly  a  fact  that 
they  all  experience  the  sensation  of  the 
air  being  impregnated  with  ozone,  but  it 
is  equally  true  that  they  do  not  experi- 
ence that  peculiar  sensation  of  nausea 
that  characterizes  the  complaints  of  pa- 
tients upon  whom  the  rays  are  therapeu- 
tically directed. 

On  the  other  hand,  it  must  readily  be 
admitted  that  a  patient  who  experiences 
physical  discomfort  in  the  shape  of  nau- 
sea from  whatever  cause  would  receive  an 
additional  shock  from  the  presence  of  ob- 
noxious gases  in  the  air;  to  that  extent 
the  high  tension  current  must  be  ad- 
judged guilty.  Since  patients  have  not. 
and  can  not  have,  any  other  explanation 
of  their  sensation,  they  would  naturally 
look  upon  the  air  they  breathe  as  the 
soiuce  of  the  trouble.  But  by  logical  in- 
ference it  is  clearly  not  the  only,  and  cer- 
tainly not  the  exciting  cause  of  the  phenom- 
enon, and  we  are  therefore  not  justified 
in  stopping  our  researches  and  attempts 
at  relief  with  the  problem  of  improved 
ventilation.  The  odor  in  the  room  is  only 
an  associated  cause. 

As  soon  as  the  attention  of  roentgenolo-  ' 
gists  was  directed  to  the  possibility  of  the 
odor  being  the  actual  source  of  the 
trouble,  improved  ventilation  was  resort- 
ed to.  The  effect  on  the  patients,  how- 
ever, was  only  temporar}^  and  to  all  ap- 
pearances more  psychic  than  real,  espe- 
cially in  the  case  of  patients  who  had 
strong  convictions  that  an  improvement 
of  the  circumambient  air  would  allay  their 
complaints.  After  a  little  time,  however, 
when  the  psychic  effect  had  passed  away, 
they  experienced  the  same  manifestations 
as  before. 

The  theon,'  advanced  by  Lange  is  along 
different  lines.  Lange  attributes  these 
symptoms  largely  to  acidosis,  and  this  the- 
ory'' is  likewise  plausible.  It  is  fortunate 
that  we  have  in  the  Battle  Creek  Sani- 
tarium the  facilities  and  means  at  our  dis- 
posal  to   put    this   theor}^   to   a   scientific 


test.  Accordingly  Dr.  Paul  Roth,  of  the 
physiological  staff,  has  given  considerable 
time  and  study  to  the  problem  imder  discus- 
sion, and  he  has  summarized  his  investi- 
gations in  the  second  part  of  this  paper. 

FROM  THE  VIEWPOINT  OF  THE  EXPERI- 
MENTAL PHYSIOLOGIST 

By  Dr.  Roth 

Acidosis  indicates  a  failure  in  the  deli- 
cate fimction  of  a  special  mechanism  by 
which  a  proper  equilibrium  in  the  acid 
and  base  content  of  the  blood  is  main- 
tained. Variations  in  the  acid-base  con- 
tents of  the  blood  are  allowable  only  with- 
in decidedly  small  limits,  and  a  step  be- 
yond these,  particularly  in  the  direction 
of  hypo-alkalinity,  is  of  just  as  much  signifi- 
cance as  is  a  departure  from  the  normal 
limits  of  body  temperature  as  indicated 
by  various  degrees  of  fever. 

The  importance  of  the  use  of  the  clin- 
ical thermometer  is  undisputed  and,  like 
the  coiinting  of  the  pulse,  is  universally 
resorted  to  as  much  because  it  is  easily 
done  as  because  its  value  is  recognized. 

Acidosis  is  of  frequent  occurrence  and 
if  its  detection  and  the  estimation  of  its 
intensity  were  as  easily  performed  as  the 
taking  of  the  temperature  or  the  pulse,  the 
chances  are  that  a  clinical  search  for  this 
departure  from  the  normal  would  be  as 
often  performed.  The  maintenance  of  a 
proper  equilibrium  in  the  acid-base  con- 
tent of  the  blood  is  done  chiefly  by  the 
Iddneys  and  by  the  elimination  of  CO2 
from  the  lungs.  Until  quite  recently,  a  diag- 
nosis of  acidosis  was  usually  based  upon  the 
interpretation  of  one  or  more  of  such  urin- 
ary findings  as  the  reaction  of  ammonia, 
betaoxybutyric  acid,  diacetic  acid  and  ace- 
tone. Knowing,  however,  that  renal  elimi- 
nation is  not  always  quantitatively  pro- 
portional to  the  blood  content,  it  is  to  be 
expected  that  acidosis  has  been  reported 
at  times  where  it  did  not  actually  exist, 
and  that  it  has  not  always  been  recog- 
nized where  it  did  occur.  Severe  grades  of 
acidosis  can  at  times  be  present  without 
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markedly  affecting  one  or  more  of  the 
urinary  findings  above  mentioned. 

There  are  now  several  methods  by 
which  acidosis  can  be  accurately  and  read- 
ily determined.  Observations  upon  the 
blood  directly  are,  or  would  be  expected 
to  be,  the  most  acciu-ate.  These  methods 
consist  in  determining  either  the  hydro- 
gen concentration  of  the  blood  as  in  Mar- 
riott's method  or  the  CO2  combining  pow- 
er of  the  blood  plasma  as  advocated  by 
Van  Slyke.  The  estimation  of  CO2  tension 
in  alveolar  air  has  proven  to  be  most  reli- 
able in  determining  acidosis  in  any  degree 
of  intensity.  Space  would  not  allow  dis- 
cussion of  the  various  methods  recom- 
mended for  this  purpose.  They  are  based 
upon  the  fact  that  the  CO2  content  of  the 
blood  as  also  of  the  alveolar  air  is  inverse- 
ly proportioned  to  the  degree  of  acidosis; 
the  lower  the  CO2  tension  in  alveolar  air 
the  more  severe  is  the  acidosis.  The  analy- 
sis of  the  samples  of  expired  air  obtained 
in  these  various  m.ethods  is  identical,  but 
it  is  in  the  manner  of  collecting  these  sam- 
ples that  the  methods  vary. 

In  our  work  we  have  adopted  the  meth- 
od I  have  worked  out,  which  is  a  modifi- 
cation of  both  the  Haldane  and  Plesch- 
Higgins  methods.  This  method  commends 
itself  for  its  simplicity  and  imiversal  adap- 
tation to  all  sorts  of  conditions  and  for  its 
reliability  in  obtaining  samples  for  analy- 
sis. For  a  brief  description  of  the  method 
see  my  paper  on  the  "Estimation  of  CO2 
Content  in  Alveolar  Air,"  published  in  the 
Journal  of  the  A.M. A.,  July  31,  191 5,  LXV, 
pp.  413-18. 

In  connection  with  the  work  herein  re- 
ported, great  care  was  taken  to  secure 
samples  of  alveolar  air  from  the  patient 
before  and  after  the  roentgen  treatment 
imder  identical  conditions.  The  patient  in 
all  cases  was  required  to  sit  slightly  re- 
clined in  a  comfortable  chair  for  at  least 
five  minutes  before  the  sample  was  se- 
ciured.  In  miost  cases,  the  samples  were 
taken  in  duplicate.  It  is  evident  that  the 
results  obtained  do  not  indicate  the  oc- 
currence of  acidosis  as  the  result  of  the 


roentgen  treatment.  Even  in  those  cases 
which  showed  some  degree  of  acidosis  be- 
fore the  treatment,  this  condition  was  not 
increased  by  the  treatment. 

Conclusions  from  Technical  Observations 

Having  satisfied  myself  that  neither 
ozone-laden  air  nor  acidosis  is  the  real  causa- 
tive factor  of  the  nausea  in  deep  roentgen 
treatment,  I  paid  special  attention  to  as- 
certaining whether  the  roentgen  rays  pro^i 
duced  an  effect  differing  with  the  part  of 
the  human  anatomy  upon  which  they  were 
directed.  These  suspicions  were  amply 
confirmed. 

In  our  treatment  of  deep-seated  lesions 
we  were  able  to  give  large  doses  of  roent- 
gen rays  without  arousing  any  of  the  un- 
pleasant symptoms  initil  we  arrived  at  the 
gastric  region.  It  was  usually  only  in  that 
region  that  the  deep  application  of  x-rays 
resulted  in  nausea  and  vomiting.  In 
cases  such  as  Hodgkin's  disease,  where 
large  doses  were  applied  to  the  axilla, 
cervical  glands  and  upper  mediastinal 
region,  the  patients  were  free  from  this 
distressing  form  of  the  complaint,  but  as 
soon  as  the  lower  chest  was  treated,  nausea 
and  sick  stomach  resulted.  This  observa- 
tion was  made  in  a  number  of  patients, 
and  indeed  patients  realized  that  it  was 
the  treatment  over  the  gastric  region  that 
made  them  sick  and  would  request  me  not 
to  continue  the  application  there. 

I  recall  a  case  of  splenic  leukemia  which 
was  given  large  doses  over  all  the  long 
bones,  where  the  patient  experienced  no 
inconvenience  whatever.  This  set  in, 
however,  when  I  proceeded  to  treat  two 
areas  by  the  crossfire  method  over  the 
stomach  to  reach  the  spleen.  The  results 
were  quite  definite  in  this  case,  but  no 
more  so  than  in  many  others,  although 
special  attention  was  given  in  this  instance 
to  the  manifestations  for  the  piu"poses  of 
the  observations  I  had  tmdertaken. 

So  much  for  application  of  deep  rays 
over  the  gastric  region. 

In  treating  mouth  and  throat  troubles^ 
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I  found  that  patients  complained  of  dry 
mouth  due  apparently  to  an  arrest  of 
salivary  secretions.  One  patient  with 
Hodgkin's  disease,  whose  cervdcal  glands 
had  been  roentgenized,  drank  two  quarts 
of  water  during  the  night  and  found  it 
necessar\'  to  keep  sipping  water  to  keep 
his  mouth  and  throat  moist. 

When  the  region  around  the  salivary 
glands  was  treated  patients  complained 
of  the  secretion  being  changed  and  of  the 
presence  of  a  brassy  taste  in  the  mouth, 
altering  the  flavor  of  food.  Thus,  one  patient 
who  was  treated  for  cancer  of  the  upper 
maxilla  lost  all  taste  for  tobacco,  while 
another  stated  that  all  food  tasted  verv^ 
salty  to  him  after  the  treatment. 

Turning  to  the  treatment  of  breast 
cases,  I  have  found  that  patients  com- 
plained of  loss  of  appetite.  This  may  have 
been  associated  with  some  vague  apprehen- 
sion of  nausea,  but  there  certainly  were 
not  the  marked  symptoms  that  character- 
ize the  treatment  over  the  gastric  region. 

Considering  the  fact  that  in  all  these 
observ^ations  the  technique  of  the  high  ten- 
sion current  with  its  attendant  production 
of  ozone  was  the  same,  it  seems  to  me  per- 
fectly plain  that  the  deep  roentgen  rays 
affect  different  anatomical  parts  in  differ- 
ent ways  and  accordingh"  produce  differ- 
ent constitutional  by-effects. 

Thus,  in  the  application  of  the  rays  in 
breast  cases  I  have  been  led  to  conclude 
that  it  is  the  irritation  of  the  vagus  nerve 
to  which  the  imtoward  by-effects  should 
be  attributed.  A  similar  observation  has 
been  made  by  Dr.  James  Ewing,  judging 
by  his  statement  in  the  Journal  of  the 
American  Medical  Association  for  April  27, 
191 7,  p.  1245,  to  the  effect  that  "prolonged 
radiation    of    the    stomach    or    the    vagus 


nerve  is  commonly  followed  by  nausea  or 
vomiting,"  the  only  difference  being  that 
Ewing  did  not  discriminate  between  the 
effects  of  the  application  of  the  rays  over 
the  stomach  on  the  one  hand  and  over  the 
vagus  nerve  on  the  other. 

The  feeHng  of  dr^mess  in  the  mouth, 
excessive  thirst,  the  presence  of  a  brassy 
taste,  the  disappearance  of  the  appreciation 
of  taste  for  otherwise  strong  substances 
like  tobacco,  and  the  change  in  the  flavor 
of  foods,  clearly  indicate  that  the  salivary 
and  other  glands  in  the  region  referred  to 
are  strongly  affected,  causing  them  to  un- 
dergo changes  of  function. 

Under  these  circumstances  is  it  not  rea- 
sonable to  suppose  that  the  gastric  glands 
undergo  a  similar  change  from  the  effects 
of  deep  roentgen  treatment  over  the  gastric 
region,  resulting  in  nausea? 

From  my  observations  such  in  all  prob- 
ability is  the  case,  and  while  a  recognition 
of  the  facts  does  not  bring  us  appreciably 
nearer  a  solution  as  to  how  to  obviate  the 
evil,  it  will  at  least  pave  the  way  to  further 
investigations  in  a  more  logical  direction 
than  that  of  gases  and  acidosis.  We  have 
convinced  ourselves  that  the  latter  are 
merety  contributing  factors  under  adverse 
circumstances  and  that  even  their  total 
elimination  would  not  remedy  the  evil. 
It  seems  natiiral,  therefore,  to  assume  that 
only  improved  technique  might  eventually 
be  able  to  overcome  these  undesirable  by- 
effects,  and  it  is  to  the  desirability  of  such 
achievement  that  I  wished  to  call  your 
attention. 
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THIS  case  has  been  reported  in  a  paper 
entitled,  "A  Case  of  Huge  Dilatation 
of  the  Esophagus,"  by  Dr.  Julius  Frieden- 
wald.  Dr.  A.  C.  Harrison,  and  myself  which 
was  read  by  Dr.  Friedenwald  before  the 
American  Gastro-Enterological  Society  last 
spring,  and  will  appear  in  the  September 
number  of  the  Journal  of  the  Southern 
Medical  Association. 

My  report  to  this  Society  will  be  a  brief 
summary  of  the  history  of  the  case  with 
clinical  and  roentgenological  examinations, 
treatment,  and  autops\'  findings. 

History  of  Case 

B.  F.  C,  age  40  years;  occupation  brake- 
man;  was  referred  to  me  by  Dr.  Z.  K. 
Wiley  in  December,  19 16,  for  gastro-intes- 
tinal  roentgenological  examination  for  sus- 
pected pyloric  stenosis.  The  very  unusual 
condition  shown  by  .r-ray  examination  in- 
duced Dr.  Wiley  to  call  in  consultation  Dr. 
Julius  Friedenwald,  who  assumed  super- 
vision of  the  examination  and  treatment 
of  the  patient. 

The  essential  points  in  the  history  of  the 
case  are  as  follows : 

Family  History Negative 

Previous  History Negative 

History  of  present  condition — -Patient 
was  well  until  twenty-two  years  of  age.  He 
dates  the  onset  of  his  trouble  from  an  acute 
attack  of  indigestion  experienced  at  this 
time. 

The  symptoms  complained  of  were: 
(a)  Eructations    and    regurgitation    of 
food,  both  voluntary  and  involuntary,  by 
mouthful  after  eating,  and  continuing  from 
two  to  ten  hours. 

{h)  Nausea  often  experienced;  bad  taste 
frequent. 


(c)  Vomiting  when  not  relieved  by  re- 
gurgitation. No  hematemesis. 

{d)  Occasional  pain  relieved  by  regurgi- 
tation or  vomiting. 

{e)  Epigastric  fullness  and  discomfort 
after  eating  occurred  often. 

(f)  Appetite  good  and  rarely  satiated. 
Patient  could  eat  at  one  time  two-thirds 
of  a  loaf  of  bread,  two  eggs,  two  glasses  of 
water  and  two  cups  of  coffee. 

{g)  Bowels  constipated. 

Qi)  Headaches. 

{i)  Periods  of  remission  of  symptoms  of 
one  to  two  months.  For  past  six  months 
symptoms  constant  and  patient  complained 
of  great  weakness,  with  loss  in  weight  of 
forty  pounds. 

Physical  Examination 

{a)  Pallor  and  emaciation. 

{b)  Chest. — Lungs  normal.  Heart  dis- 
placed downward  and  to  right,  with  apex 
beat  beneath  ensiform  cartilage. 

(c)  Abdomen — No  palpable  tumor,  veins 
enlarged,  liver  and  spleen  not  enlarged,  no 
tender  areas;  both  external  abdominal 
rings  enlarged  with  small  hernias  (from 
strain  of  vomiting) . 

{d)  Urine  practically  negative. 

{e)  Blood  examination:  3,540,000  reds; 
7,300  whites;  hemoglobin  65%;  Wasser- 
mann  negative.  Examination  of  contents 
of  esophagus  after  Ewald  test-breakfast, 
530  c.c.  obtained;  white,  total  acidity  25, 
absence  HCl  with  mucus  and  lactic  acid; 
microscopically,  starch  granules — ^yeast 
cells — and  Opper-Boas  bacilli;  twelve  hours 
retention  of  650  c.c.  obtained  during  life. 

Roentgen  Examination 
Both   roentgenoscope   and   plates   were 
used  in  the  roentgen  examination.   Most 


*Read  at  the  Eighteenth  Annual  Meeting  of  the  American  Roentgen  Ray  Society,  New  York,  Sept.,  19 17. 
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Dilatation  of  Esophagus  from  Cardiospasm 
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Fig.  I.     Residue  ix  Dilated  Esophagus. 

Note  small  residue  in  stomach  which  is  situated  in  left 
iliac  fossa. 


of  the  work  was  done  with  plates,  twenty 
of  which  were  taken.  The  roentgenoscope 
served  to  confirm  the  findings  of  the  plates. 

A  large  barium  shadow,  conical,  but 
shaped  below  at  base  of  cone  like  a  reversed 
stomach,  was  shown  above  the  diaphragm. 
After  repeated  attempts,  a  plate  was  ob- 
tained showing  thin  stream  of  barium  ex- 
tending from  large  mass  above  diaphragm 
to  smaller  residue  in  left  iliac  region.  Sim- 
ilar small  residues  were  shown  in  left  iliac 
region  on  two  other  plates,  and  a  shot  at- 
tached to  silk  string  and  swallowed,  was 
shown  in  same  location  forty-eight  hours 
after  being  swallowed.  Very  marked  12, 
some  24,  and  slight  48-hour  retention  of 
barium  mass  above  diaphragm  was  shown 
by  plates. 

The  roentgenological  diagnosis  was  dila- 
tation of  esophagus;  partial  obstruction 
at  cardia,  stomach  ptotic  in  left  iliac 
region.  Possible  causes  of  esophageal  dil- 
atation considered  at  the  time  were:  con- 
genital diverticulum;  ulcer  of  cardia  with 
stricture;  carcinoma  (malignant  degenera- 
tion of  old  ulcer  of  cardia) ;  cardiospasm. 


On  account  of  the  shape  of  the  barium 
mass  above  the  diaphragm  (reversed  stom- 
ach) ,  the  diagnosis  of  diaphragmatic  hernia 
of  stomach  was  considered,  but  quickly 
dismissed  after  obtaining  evidence  of  stom- 
ach in  left  iliac  region.  Attempts  were  made 
to  treat  obstruction  at  cardia.  First,  by 
passage  of  Einhorn  duodenal  tube,  which 
failed  to  pass  cardia.  Second,  by  introduc- 
ing silk  thread  to  be  used  as  a  guide  for 
passage  of  olive  bougies.  The  string  reached 
stomach  but  failed  to  pass  through  py- 
lorus, due  to  pylorospasm,  and  this  method 
of  treatment  was  abandoned. 

On  December  15th  a  gastrotomy  was 
done  by  Dr.  A.  C.  Harrison  for  the  purpose 
of  dilating  cardia  from  below.  The  cardia 
and  upper  abdomen  were  examined  for 
evidence  of  tumor  mass  or  callous  ulcer 
with  negative  result.  On  opening  stomach 
the  previously  swallowed  silk  string  was 
found,  by  means  of  which  graduated  bou- 
gies up  to  the  largest  size  were  easily 
passed  through  cardia  from  below. 

On  account  of  the  ease  with  which  the 


Fig.  2.     A  Lateral  Oblique  View  of  the  Chest. 

The  barium  is  shown  in  the  dilated  esophagus. 
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Dilatation  of  Esophagus  from  Cardiospasm 


Fig.  3.     An  Anteroposterior  View  of  the  Lower 
Chest  and  Upper  Abdomen. 
This  shows  the  twenty-four-hour  residue  in  the  di- 
lated esophageal  sac. 

cardia  was  dilated  and  the  danger  of  in- 
fection from  doing  gastrostomy  at  this 
time,  the  opening  in  the  stomach  was 
closed. 

The  patient  could  swallow  and  was  free 
from  vomiting  for  a  few  days,  after  which 
he  was  unable  to  retain  any  food  and  his 
condition  became  worse.  On  December  23rd 
a  gastrostomy  was  done  under  local  an- 
esthesia. He  was  fed  through  the  gas- 
trostomy opening  but  continued  to  grow 
weaker,  and  died  on  December  25th. 

Autopsy  Findings 
P  Chest: — Left  thorax  normal.  Behind 
right  lung  lay  the  greatly  dilated  esopha- 
gus. It  was  fusiform  in  shape,  its  small  end 
extending  to  the  cricoid  cartilage  in  neck. 
The  sac  when  removed  was  found  to  hold 
1,750  c.c.  of  water.  The  stomach  was  nor- 
mal in  size  (750  c.c.  capacity) ;  position  to 
left  with  some  ptosis.  Examination  of  the 
dilated  esophageal  sac  and  its  relation  to 
the  cardia  showed  that  the  obstruction 
to  the  passage   of  barium  mass  through 


Fig.  4.     Small  Forty-eight-hour  Residue  in  the 
Esophageal  Sac. 

Note  shot  which  had  been  swallowed  forty-eight  hours 
previously,  in  the  stomach  in  the  left  iliac  fossa. 


Fig.  5.  Residue  in  the  Dilated  Esophagus  with 
Thin  Stream  of  Bismuth  Extending  to  the  Resi- 
due in  the  Stomach  in  the  Left  Iliac  Fossa. 

Small  diaphragm  used  inadvertently  in  this  plate. 


Congenital  Dislocation  of  the  Hip 
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cardia  was  mechanical  and  due  to  a  trap 
valve  at  cardiac  opening  of  the  stomach 
caused  by  the  weight  of  contents  at  bottom 
of  sac. 

The  conclusion  reached  after  studving 


data  obtained  from  clinical  and  roentgen- 
ological examination,  exploratory,  opera- 
tive, and  autopsy  findings,  was  that  this 
was  a  case  of  cardiospasm  originally, 
followed  by  dilatation  of  the  esophagus. 


PRESENT  CONDITION  OF  A  CASE  OF  CONGENITAL  DISLO- 
CATION OF  THE  HIP,  REDUCED  BY  DR.  LORENZ  IN  1902  * 


BY  FRANCES  C.  TURLEY,  M.D. 


LOS  AXGELE5,  CAL. 


FIRST  a  brief  general  statement  of  some 
facts  gleaned  from  an  interesting  paper 
by  Dr.  P.  Le  Damany:^  Hip  luxations  are 
thirteen  times  more  frequent  than  harelip 
and  ten  times  more  frequent  than  club- 
foot, occur  about  five  times  in  woman  to 
once  in  man,  with  greater  frequency  in  the 
white  race  than  in  the  oriental  or  negro, 
with  less  frequency  in  cities  than  in  the 
coimtry.  Congenital  hip  luxations  are  un- 
known in  animals.  The  cause  in  man  is  the 
extreme  flexion  of  an  elongated  femur  with- 
in an  ovoid  uterus.  The  hyperflexed  femur 
becomes  a  lever  of  the  first  class,  the  an- 
terior superior  iliac  spine  is  the  fulcrum; 
the  pressure  of  the  uterine  wall  upon  the 
flexed  fetal  knee,  the  power;  and  the  fixed 
head  in  the  cotyloid  cavity,  the  weight. 
The  femoral  head  is  thus  lifted  from  the 
cotyloid  cavity,  resulting  in  a  leveling  of 
the  acetabulum  and  a  torsion  of  the 
femoral  neck  at  the  superior  diaphyseal 
line.  Luxation  occurring  at  birth  is  by  ex- 
tension. 

The  case  in  point,  together  with  five 
others,  was  operated  upon  in  the  fall  of 
1902  in  the  amphitheater  of  the  University 
of  Southern  California  Medical  School, 
located  at  Los  Angeles. 

Dr.  C.  G.  Toland,  now  a  member  of 
our  office  staff,  was  present  at  the  opera- 
tion. He  also  made  the  recent  physical 
examination  upon  which  this  report  is 
based. 

The  clinical  diagnosis  of  congenital  dis- 
location of  the  right  hip  was  confirmed  by 

'  Le  Damany,  p.,  Amer.  Jour.  Orthofi.  Surg.,  Apr.  1914,  vol.  xi, 
No.  4. 

*  Read  before  the  Eighteenth  Annual  Meeting  of  the  American  Roen 


a  roentgen  examination  made  by  Dr.  Al- 
bert Soiland  of  Los  Angeles. 

The  child  was  nearly  six  years  of  age. 
The  usual  bloodless  method  was  employed 
and  the  first  cast  applied. 

Dr.  P.  C.  H.  Pahl  carried  out  the  regula- 
tion after  treatment,  as  advised  b^^  Dr. 
Lorenz  in  these  cases,  the  entire  course 
requiring  one  year. 


Fig.  I.    RoEXTGEXOGRAM  Showing  Condition  of  Hip 
Dislocation  When  Observed  by  Dr.  Soiland. 

The  child  attended  kindergarten  during 
the  cast  period;  she  entered  public  school 
at  the  age  of  nine  and  graduated  from 
High  School  at  the  age  of  eighteen.  During 
this  period  she  ran  and  played  as  other 
children.  She  climbed  trees,  rode  horse- 
back, and  swam.  She  entered  a  Training 
School  for  Nurses  in  October,  1916,  and 
is  able  to  perform  the  regular  duties  of  a 
nurse  in  training. 

Examination  at  the  present  time,  Aug- 
ust 22,  IQIJ'. 

tgen  Ray  Society,  New  York,  Sept.  20,  1917. 
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Roentgen  Examination  in  Peptic  Ulcer 


Family  History — no  sisters,  two  bro- 
thers, and  father  living  and  well.  Mother 
living,  aged  53  years,  has  high  blood  pres- 
sure and  has  had  slight  paralytic  symp- 
toms. 

Personal  History — unimportant. 

Physical  Examination — Age,   20  years; 


Fig.  2,  Roentgenogram  Showing  Present 
Condition. 

height,  5  ft.  7  in.;  weight,  170  lbs.;  gen- 
eral appearance,  robust;  walks  without  a 
limp.  The  right  gluteal  region  is  flatter  and 
the  right  thigh  and  leg  lesser  in  circum- 
ference than  the  left.  The  spine  is  straight. 
There  is  no  perceptible  pelvic  tilt;  there 


is  but  a  slight  difference  in  length  of  the 
lower  limbs,  flexion,  extension,  adduction 
and  abduction  are  not  limited. 

Roentgen  Examination — the  develop- 
ment of  the  right  femur  below  the  neck  is 
the  same  as  the  left.  The  head  of  the  right 
femur  is  deformed,  being  somewhat  mush- 
roomed, and  there  is  a  slight  coxa  vara. 

This  is  the  only  one  of  the  six  cases 
operated  upon  known  to  have  a  perfect 
functional  result. 

Dr.  Ridlon,-  in  twenty-nine  hips  re- 
duced by  Dr.  Lorenz,  and  subsequently 
examined  by  him,  found  a  perfect  func- 
tional result  in  only  one-tenth  of  the  cases. 
Possibly  this  is  due  to  the  after  treatment 
carried  out  without  his  personal  supervi- 
sion, for  he  reports  a  general  good  func- 
tional result  in  about  50  per  cent,  of  his 
operations  performed  on  all  cases,  at  home. 
American  operators  claim  from  50  to  90 
per  cent,  of  good  functional  results. 

From  the  above  we  may  conclude  that 
congenital  dislocation  of  the  hip  is  a  not 
uncommon  occurrence,  that  the  bloodless 
operation  of  Lorenz  is  well  worth  trying 
and  that  the  roentgenological  field  of  in- 
vestie:ation  is  large. 


-  RiDLON,  J.  The  Ultimate  Results  of  the  Replacement  of 
Congenitally  Dislocated  Hips.  Jour.  A.  M.  A.,  April  i6  and  23, 
1904,  pp.  loil,  1063. 


ROENTGEN  EXAMINATION  IN  PEPTIC  ULCER 


At  a  meeting  of  the  Medical  Society  of 
the  State  of  New  York,  held  at  Utica  from 
April  24  to  26,  191 7,  Dr.  L.  G.  Cole  stated, 
according  to  a  report  in  the  Medical 
Record  for  July  28,  19 17,  he  had  long  felt 
that  the  ascending  portion  of  the  duodenum 
had  characteristics  altogether  of  stomach 
and  not  of  duodenum.  Osier's  observations 
corroborated  this.  He  therefore  referred  to 
peptic  ulcers  as  being  prepyloric  or  post- 
pyloric, the  latter  being  beyond  the  sphinc- 
ter. Morphologically  the  disease  was  sur- 
rounded  by   an    area   of   induration    and 


might  go  down  to  the  muscular  coat  or 
farther.  That  region  of  the  stomach  was 
rendered  less  pliable  as  a  result,  and 
cicatricial  contractions  or  adhesions  might 
be  associated  with  it.  He  believed  that  a 
small  early  ulcer  could  be  diagnosed  as 
accurately  by  serial  roentgenology  as  a 
fracture  of  the  long  bones  could  be  dis- 
covered by  a  single  roentgenogram.  He 
showed  slides  showing  the  deformity  of 
the  cap  of  the  duodenum,  cicatricial  con- 
traction, burrowing  ulcer,  and  small  healed 
ulcer. 
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"Instructive  Mistakes" 

Under  this  title,  the  British  Journal  of 
Surgery  conducts  a  department  for  case 
notes  which  appears  to  us  helpful  and  in- 
structive. Rare  and  interesting  cases  are 
alwa^^s  of  profit,  and  should  be  published 
more  frequently  than  is  the  case  at  present. 

The  particular  instance  reported  in  the 
October,  191 7,  issue  of  the  journal  men- 
tioned is  extremely  interesting  from  the 
.r-ray  point  of  view.  The  patient,  a  ship- 
wright, age  29,  reported  sick,  complaining 
of  pain  in  the  left  gluteal  region.  After 
twelve  davs'  treatment  he  returned  to  full 


duty.  Later,  at  several  intervals,  he  was 
returned  to  the  hospital  for  varying 
periods  of  treatment.  Finally  his  case  was 
submitted  to  the  .v-rays  for  study,  on  the 
strength  of  which  he  was  reported  to  have 
a  fracture  of  the  ilium.  On  the  receipt  of 
this  report  and  a  history  of  an  alleged 
previous  fall,  his  case  was  taken  up  legally 
and  application  made  for  compensation. 
Some  questions  arising,  the  Admiralty 
referred  him  for  exhaustive  investigation. 

X-ray  examination  revealed  that  the 
line  of  fissure  seen  in  the  ilium  was  not  a 
fracture,  but  an  abnormally  large  canal 
for  a  nutrient  arter\'.  There  was  no  evi- 
dence of  sacro-iliac  disease.  There  was  lat- 
eral cur\'ature  of  the  lumbar  vertebras  to 
the  right,  but  no  evidence  of  caries  of  the 
spine,  though  there  were  slight  signs  of 
osteo-arthritis  of  the  vertebrae  in  that 
region.  Clinically,  this  curvature  was  de- 
tected, and  it  was  noted  that  there  was 
also  marked  rigidity  of  the  lumbar  spine. 
The  further  past  histor}'  was  elicited  that 
at  the  age  of  ten  years  he  had  an  attack  of 
typhoid  fever,  and  this  was  followed  by 
"trouble  in  his  back,"  and  subsequently 
by  the  formation  of  an  abscess,  which  was 
opened;  the  scar  of  this  can  still  be  seen. 
The  case  was.  therefore,  probably  one  of 
post-typhoid  "rigid-spine"  and  his  pain 
was  due  to  a  sciatica  in  combination  with 
the  lumbar  curvature  and  rigidit}'. 

The  interest  raised  by  this  case  caused 
the  author  to  examine  others.  In  two  or 
three  cases  the  markings  were  as  noticeable 
as  in  the  original  case. 

The  most  common  marking  is  that  of  a 
V-shaped  appearance,  situated  on  the  body 
of  the  ilium  close  to  the  sacro-iliac  synchon- 
drosis, and  this  is  practically  the  only  one 
that  is  apparent  in  the  ilia  x-rayed  in  the 
living  subject.  The  V-shaped  mark  repre- 
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sents  the  canals  for  the  nutrient  arteries 
and  their  veins.  The  more  central  of  the 
arms  of  the  V  is  found  to  belong  to  the 
canal  which  gives  ingress  on  the  anterior  or 
internal  surface  of  the  ilium  to  the  nutrient 
arter>^  derived  from  the  iliolumbar  artery, 
while  the  outer  arm  of  the  V  represents 
that  leading  from  the  foramen  on  the 
posterior  or  external  surface  of  the  ilium 
which  is  supplied  by  the  nutrient  branch 
of  the  inferior  gluteal  artery.  At  the  apex 
of  thcjV  these  two  separate  arteries  anasto- 
mose,^ and  from  that  common  point  send 
off  small  branches  to  nourish  the  surround- 
ing bone.  This  common  point  is  situated  in 
the^thickest  part  of  the  ilium,  just  above 
the  acetabulum,  and  above  the  sciatic 
notch,  and  it  is  reasonable  to  suppose  that 
this  is  the  true  primary  center  of  the  ossifi- 
cation of  the  ilium.  The  point  of  junction 
is  practically  constant. 

On  the  other  hand,  the  position  and  num- 
ber of  the  foramina  for  the  entrance  of  the 
nutrient  arteries  show  a  wide  diversity. 
On  the  internal  surface  of  the  ilium,  the 
commonest  situation  for  the  foramen  ap- 
pears to  be  at  the  lower  part  of  the  internal 
iliac  fossa,  close  to  the  auricular  portion 
of  the  ilium  which  articulates  with  the 
sacrum.  This  foramen  is  the  only  one  of 
any  size  in  about  50  per  cent,  of  the  cases, 
but  it  may  be  double  or  multiple,  in  which 
case  the  canals  may  be  too  small  to  be 
demonstrated  by  the  x-rays  or  by  the  passing 
of  a  bristle.  Another  position  in  which  an 
additional  or  alternative  foramen  is  found  is 
just  below  the  iliopectineal  line,  above  the 
upper  border  of  the  great  sacrosciatic 
notch.  This  also  invariably  leads  to  the 
common  point  of  anastomosis. 

This  article  is  of  exceeding  interest  in 
demonstrating  that  it  is  possible  to  mistake 
an  imusually  large  nutrient  artery  in  the 
ilium  for  a  fracture  of  that  bone;  further, 
it  brings  out  the  fact  that  the  nutrient 
arteries  of  the  iHum,  whatever  their  point 
of  entry,  invariably  converge  to  a  common 
meeting-point,  which  may  be  considered 
the  true  primary  center  of  ossification  of 
that  bone,  J.T.  C. 


Roentgen  Ray  Technicians, 
"  Manipulators  " 

The  United  States  Army  is  in  need  of| 
several  hundred  roentgen  ray  technicians. 
The  editors  recognize  that  this  term  is  a 
misnomer  and  prefer  the  term  "manipula- 
tor" which  is  employed  by  the  French  to 
designate  the  lay  assistants  to  roentgenol- 
ogists. The  Surgeon  General's  Office  has 
already  started  a  class  for  roentgen  ray 
manipulators  and  some  of  them  are  on 
their  way  to  France. 

A  much  larger  number  will  be  trained 
in  this  work  as  soon  as  arrangements  can 
be  made  for  enlarging  the  present  school 
or  establishing  other  schools  elsewhere. 
These  "manipulators"  not  only  receive 
very  useful  training  but  in  the  routine 
discharge  of  their  duties  they  come  in  con- 
tact with  more  varied  phases  of  war  work 
than  falls  to  the  lot  of  the  average  employee 
of  the  army  medical  service. 

The  training  consists  of  instruction  in 
the  physics  and  mechanics  of  roentgen  ray 
apparatus,  the  care  of  roentgen  ray  ma- 
chines and  apparatus,  various  photographic 
dark  room  work  and  instruction  in  tube 
manipulation  for  routine  roentgenographic 
work. 

The  editor  is  authorized  to  request  the 
readers  of  this  journal  to  send  to  the  Sur- 
geon General's  Office,  X-Ray  Division, 
Washington,  D.  C.,  the  names  of  young 
men  they  can  recommend  for  this  service. 

It  will  be  necessary  for  all  of  these  men 
to  enlist  if  they  have  not  already  enlisted. 
There  are  doubtless  already  in  the  enlisted 
service  many  young  men  who  would  be 
suitable  for  this  work. 

Young  men  of  draft  age  who  are  not 
likely  to  be  called  up  for  immediate  service 
will  still  be  permitted  to  enlist  if  they  will 
secure  from  their  local  draft  board  a  certi- 
fication that  their  number  or  classification 
is  not  liable  to  early  call.  The  Surgeon 
General's  Office,  if  addressed  as  above 
specified,  will  be  glad  to  answer  any  queries 
regarding  this  type  of  medical  help. 

J.  T.  C. 


rRANSLAriONS  ^^  ABSTRACTS 


Hess,  Julius  H.  The  Diagnosis  of  the  Age  of 
the  Fetus  by  the  Use  of  Roentgenograms, 
Am.  Jour.  Dis.  of  Children,  Vol.  14,  No. 
6,  December,  191 7,  page  397. 

This  is  an  extremely  interesting  and  in- 
structive article  which  evidently  represents  a 
great  deal  of  work.  It  is  often  of  considerable 
practical  importance  to  determine  the  age  of  the 
fetus.  On  the  age  of  the  fetus  and  on  its  develop- 
ment are  based  the  chief  factors  that  are  to  be 
considered  before  gi\'ing  prognosis  as  to  the 
possibility  of  saving  the  life  of  the  prematurely 
bom  infant.  The  method  of  treatment,  and 
especially  that  of  feeding,  depends  primarily  on 
the  age  of  such  infant.  In  medicolegal  cases  the 
question  of  the  age  of  the  fetus  may  occa- 
sionally be  of  paramount  importance,  and  when 
only  portions  of  the  fetus  are  available  for 
examination,  the  roentgenographic  method 
offers  the  best  means  for  arri\ang  at  a  diag- 
nosis of  the  age  of  such  fetus. 

Fig.  I  represents  a  diagram  which  it  would 
be  well  to  enlarge  and  place  upon  the  walls  of 
ever>'  a:-ray  diagnostic  laboratory'.  This  diagram 
is  reproduced  here-v\-ith.  A  valuable  amount  of 
data  has  been  incorporated  in  this  single 
plate. 

This  study  is  based  upon  the  investigation  of 
fifty-five  normal  cases  which  have  been  de- 
termined from  the  history  of  menstruation  and 
pregnancy  and  from  other  measurements.  A 
number  of  valuable  tables  accompany  the 
article.  These  have  been  condensed  as  follows: 

Time  of  Appear.\nxe  of  Centers  of  Ossification 

Head 

Mandible   

Occipital  bone  (squamous  portion) .... 

(lateral  and  basilar  p.)  .   9th- 

Superior  maxilla 

Temporal  bone  (petrous,  mastoid  and 

zygoma) 

Sphenoid    (irmer  lamella  of    pterygoid 

process) 

(great  wings)    

(lesser  wings) 

(anterior  body)    . 13th- 

Nasal  bone  .  , 

Frontal  bone 9th- 

Bony  labyrinth 17th- 

Milk  teeth  (rudiments) 17th- 

Hyoid  bone  (greater  comua)    29th- 

Shoulder  Girdle 

Clavicle  (diaphysis) 7th  week 

Scapula 8th-9th       " 


7th  week 

8th  " 

loth  " 

8th  " 

9th  " 

9th  " 
loth  " 

13th  " 
-14th  " 
loth  " 

-loth  " 

-20th  " 

-28th  " 

-32d 

Upper  Extremity 

Humerus  (diaphysis) 8th  week 

Radius  (diaphysis) 8th 

Ulna  (diaphysis)   8th 

Phalanges,  terminal 9th 

basal  2d  and  3d 9th 

basal  4th  and  ist loth 

basal  5th I  ith-i2th 

middle  3d,  4th,  2d 12th 

middle  5th I3th-i6th 

Metacarpals,  2d  and  3d 9th 

4th,  5th,  1st ioth-i2th 

VertebrcE 
Arches,  all  cervical  and  upper  ist  and  2d 

dorsal 9th  week 

all  dorsal  and  ist  or  2d  lumbar.  loth 

lower  lumbar i  ith 

upper  sacral 12th 

4th  sacral I9th-25th 

Bodies  from  2d  dorsal  to  last  lumbar.  .  loth 

from   lower    cervical    to    upper 

sacral nth 

from    upper    cervical    to    lower 

sacral 12th 

5th  sacral I3th-28th 

1st  coccygeal    37th-40th 

structural  arrangement    1 3th- 1 6th 

odontoid  process  of  axis i7th-20th 

Costal  processes,  6th  and  7th  cervical.  2ist-33d 

5th  cervical 33d-36th 

4th,  3d,  2d  cervical  .  37th-40th 
Transverse  processes,  cenacal  and  dor- 
sal  2ist-24th 

Itunbar 25th— 28th 

Ribs  and  Sternum 

Ribs,  5th,  6th,  7th 8th-9th  week 

2d,  3d,  4th,  8th,  9th,  loth,  nth.  9th     " 

1st loth     '' 

I2th  (ver\'  irregular) loth 

Sternum 
Stemiim 2ist-24th  week 

Pelvic  Girdle 

Ilium 9th  week 

Ischium  (descending  ramus)  1 6th- 17  th 

Os  pubis  (horizontal  ramus)   2ist-28th 

Lower  Extremity 

Femur  (diaphysis) Sth-gth  week 

(distal  diaphysis)  35th-40th     " 

Tibia  (diaphysis)    8th-9th     |] 

(proximal  epiphysis) 40th 

Fibula 9th     " 

Os  calcis 2ist-29th     '^ 

Astragalus 24th-32d 

Cuboid 40th     ]] 

Metatarsal,  2d  and  3d  9^11 

4th,  5th,  and  1st ioth-i2th 

Phalanges,  terminal  ist gth 

terminal  2d,  3d,  4th ioth-i2th 

terminal  5th I3th-I4th     " 

nasal  ist,  2d,  3d,  4th,  5th  . .  I3th-I4th     " 

middle  2d 20th-25th     " 

middle  3d 2ist-26th     " 

middle  4th 29th-32d      " 

middle  5th 33d-36th     " 
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Fig.  1. — Diagram  showing  osseous  dfevelopment  of  infant  at  full  term,  and 
development  of  ossification  centers  in  weeks.  Centers  shown  which  are  fre- 
quently absent  at  birth:  (1)  head  of  tibia;  (2)  coccyx.  Centers  omitted  in  out- 
line:   (1)   sternum;   (2)  hyoid. 
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There  are,  as  might  be  expected,  some  vari- 
ations in  the  normal  process  of  ossification,  and 
it  is  also  influenced  by  pathologic  conditions  of 
the  mother  and  of  the  fetus  (for  example, 
syphilis,  rickets,  osteogenesis  imperfecta,  etc.) . 
In  general,  these  pathologic  processes  may  well 
be  diagnosed  in  the  roentgenograms  so  that 
an  error  may  easily  be  prevented.  In  some  por- 
tions of  the  skeleton  the  ossification  is  less  regu- 
lar than  in  others,  and  as  a  general  rule  the 
more  caudad  the  portions  of  the  skeleton  are, 
the  more  they  are  subject  to  variations  in  the 
process  of  ossification;  and  the  centers  which 
develop  at  a  later  period  of  fetal  life  are  also 
more  variable.  Thus,  there  are  considerable 
variations  in  the  time  of  appearance  of  centers 
of  ossification  in  the  sacral  vertebrae.  The  foot, 
as  a  general  rule,  is  unreUable  as  an  indicator 
of  the  age  of  the  fetus.  The  ossification  of  the 
sternum  is  also  irregular  in  the  time  of  appear- 
ance, size  and  arrangements  of  the  centers  of 
ossification. 

The  author  refers  to  the  several  roentgeno- 
graphic  studies  of  the  fetus  by  Alexander, 
Bade,  Hasselwander  and  Lambertz.  Reference 
is  also  made  to  the  classical  work  of  MaU. 

The  estimation  of  the  age  of  the  fetus  can  be 
made  with  greater  accuracy  in  the  first  half 
because  many  more  new  centers  appear  dming 
the  first  months,  also  because  the  appearance 
of  the  new  centers  is  more  constant.  The  pecu- 
liar advantage  of  the  roentgen  method  for  de- 
termining the  age  of  the  fetus  lies  in  the  fact 
that  many  centers  of  ossification  are  the  factors 
taken  into  consideration  for  arriving  at  definite 
concliisions.  In  studying  the  roentgenograms, 
the  author  recommends  the  use  of  a  reading 
glass  about  four  inches  in  diameter. 

Funk,  Elmer  H.  Osteitis  Deformans,  Medical 
Clinics  of  North  America,  Vol.  i.  No.  2, 
September,  1917,  p.  451. 

The  author  states  that  since  the  first  case 
described  by  Sir  James  Paget  in  1876,  there 
have  been  reported  up  to  June  i,  19 17,  only  232 
authentic  cases  of  osteitis  deformans.  Only 
three  cases  of  this  disease  were  recognized  in 
thirty-eight  thousand  admissions  to  the  new 
Jefferson  Hospital  in  a  period  of  seven  years. 
Hurwdtz  reported  only  three  cases  in  thirty 
thousand  admissions  to  the  Johns  Hopkins 
Hospital. 

The  present  article  deals  w4th  an  earlv  case 


which  is  reported  in  full  with  roentgenologic 
studies  by  Dr.  W.  F.  Manges.  The  disease  was 
of  particular  interest  because  it  was  ap- 
parently confined  to  one  bone.  The  author  is 
under  the  impression  that  this  case  of  mono- 
osteitic  involvement  together  with  a  case  re- 
ported by  Bowlby  and  Hur^dtz  are  the  only 
ones  on  record  in  which  the  disease  is  limited  to 
the  femur. 

The  reviewer  feels  that  it  is  unfortunate  that 
so  many  interesting  cases  of  rare  pathology-  go 
unreported  for  he  has  recently  been  shown  two 
similar  cases  while  visiting  various  roentgen- 
ologists in  this  coimtry.  He  would  take  this 
opportimity  of  urging  upon  otir  readers  that 
they  should  submit  for  publication  in  this 
journal  reports  of  interesting  cases  which  occvu" 
in  their  practice.  A  brief  survey  of  the  literatiure 
will  add  much  to  the  interest  of  each  reported 
case. 

Barling,  Gilbert.  Peptic  Ulcer  Opening  into 
the  Transverse  Colon,  Brit.  Jour,  of  Surg., 
Vol.  5,  No.  18,  October,  1917,  p.  343. 

This  case  is  reported  on  account  of  its  rarity 
and  because  the  s>Tiiptoms  were  more  or  less 
obscure  until  the  roentgenographic  examination 
was  made.  Three  years  previously,  the  patient 
had  been  operated  upon,  a  gastrojejunostomy 
being  done  for  duodenal  ulcer.  A  large  cica- 
trized ulcer  of  the  duodenvmi  was  fotmd  just 
beyond  the  pylorus.  A  no-loop  transmesocolic 
jejunostomy  was  done,  thread  being  employed 
for  the  outer  row  of  sutiu-es. 

The  patient  was  well  for  a  year  and  a  half 
after  which  he  began  to  sv&er  a  good  deal  of 
discomfort  after  eating,  loss  of  weight,  vomiting 
and  diarrhea.  At  times  he  was  free  from  these 
symptoms.  Wasting  was  rather  extreme  and 
there  was  a  ciuious  edema  about  the  legs  and 
abdominal  wall.  At  this  time  roentgenographic 
examination  showed  food  passing  direct  from 
the  stomach  through  the  gastrojejunostomy 
opening  without  any  delay.  The  cotirse  of  the 
meal  was  then  difficult  to  follow.  Part  of  it 
appeared  to  travel  downwards  on  the  left  side 
in  the  line  of  the  descending  colon.  It  was  not 
possible  to  say  whether  it  was  actually  in  the 
colon,  or  whether  it  was  in  the  dilated  small 
intestine.  Another  part  of  the  meal  travelled 
to  the  right,  apparently  along  the  line  of  the 
transverse  colon  towards  the  hepatic  flexure, 
and  within  ten  minutes  of  eating  the  cearni 
was  seen  to  be  filled. 
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The  patient  finally  died  %vithout  the  surgeon 
having  an  opportunity  to  re-operate.  At  post- 
mortem, there  was  found  on  the  mesenteric 
border  of  the  jejunum  immediately  opposite 
the  gastrojejunostomy  opening  an  ulcer  about 
five-eighths  of  an  inch  in  diameter,  but  not 
very  deep  in  most  of  its  extent.  The  ulceration 
spreading  from  this  had  opened  into  the  trans- 
verse colon,  where  there  was  a  communication 
about  half  an  inch  in  diameter  between  the 
jejunum  and  the  colon.  The  margins  of  this 
opening  were  perfectly  healed  and  smooth. 

Case,  James  T.  The  Value  of  X-ray  in  Chole- 
lithiasis, Annals  of  Surgery,  Vol.  LXVI, 
No.  I,  July,  1917,  p.  69. 

Case  refers  to  the  element  of  doubt  which 
exists  in  nearly  every  clinical  diagnosis  of  gall- 
stones unless  the  gallstones  have  been  shown  on 
the  roentgenographic  plate.  It  is  a  well  known 
fact  that  many  surgeons  no  longer  make  a 
definite  diagnosis  of  gallstones,  preferring  to 
state  the  diagnosis  in  a  somewhat  less  definite 
manner  such  as  gallbladder  disease  or  gall- 
bladder infection.  The  author  recognizes  that 
the  negative  roentgen  findings  do  not  for  a 
moment  negative  the  diagnosis.  A  number  of 
statistics  are  cited,  both  from  the  author's  ex- 
perience and  from  the  literature,  which  in  his 
opinion  warrant  the  conclusion  that  it  is  defi- 
nitely possible  to  show  gallstones  in  approxi- 
mately 50  per  cent,  of  positive  cases,  and  to 
show  evidence  of  gallbladder  disease  in  85  per 
cent,  of  positive  cases. 

O'Reilly,  J.  J.  A.  Railway  Spine's  Little 
Sister,  Inter.  Jour.  Surgery,  Vol.  30,  No.  11, 
November,  191 7,  p.  369. 

This  article,  written  by  a  medical  member  of 
the  New  York  bar,  is  an  exceedingly  interesting 
commentary  upon  the  misuse  of  x-ray  plates. 
The  article  is  as  follows : 

"Traimiatic  Hystero-Neiurasthenia  (Neuro- 
sis) recently  played  a  successful  engagement 
in  the  New  York  Supreme  Court  (theater).  The 
nominal  receipts  to  the  pitiable  lady  who  en- 
acted the  title  r6le  and  spoke  her  lines  from  a 
cot  carried  into  Court  was  $25,000,  but  an 
unsympathetic  Appellate  Court  reduced  the 
actual  receipts  to  $10,000.  Quite  enough,  say 
you?  More  than  enough,  say  I,  in  the  light  of 
the  physical  and  medical  facts  in  the  case, 


which  were  evidently  not  appreciated  by  the 
defendant's  doctors  or  attorneys,  since  no 
medical  evidence  was  introduced  by  them  to 
inform  the  jury  that  the  allegations  were  utterly 
at  variance  with  facts  of  physical  and  medical 
science  which  are  so  patent  as  to  be  almost 
axiomatic. 

"A  young  woman,  age  19,  claimed  to  have 
fallen  into  a  hole  5  ft.  deep  and  to  have  landed 
on  both  feet  and  in  such  a  position  that  her 
knees  were  driven  up  against  her  stomach.  The 
immediate  effect  of  this  force  was  alleged  to 
have  caused  some  inconsequential  cuts,  bruises 
and  a  sprain,  and  to  have  so  disarranged  her 
abdominal  organs  that  the  stomach  was  dis- 
placed four  inches  downward  and  the  trans- 
verse colon  bent  into  a  V  shape  with  the  point 
of  the  V  in  the  true  peUds  (a  downward  dis- 
placement of  six  inches  or  more) ;  that  the  left 
kidney  was  displaced  downward  (distance  not 
stated) ;  that  the  womb  was  retroflexed  and  dis- 
placed downward,  but  what  degree  of  prolapse 
the  testimony  did  not  show;  and  that  the  left 
ovary  was  displaced  downward  and  backward 
behind  the  uterus. 

"The  hole  was  near  a  railroad  track,  and 
prior  to  the  accident  the  woman  saw  a  train 
several  blocks  away  and,  while  in  the  hole,  was 
conscious  of  this  as  a  recollection.  She  decided 
to  remain  there  until  the  train  passed,  after 
which  she  raised  herself  by  her  hands  and 
emerged  from  the  hole,  walked  several  hundred 
feet,  took  a  train  for  a  distance  of  several  miles 
to  a  terminal  and  reported  the  accident.  She 
then  descended  a  high  stairway  to  the  street 
and  ascended  a  high  stairway  to  the  other  side, 
took  an  elevated  train  to  a  station  near  her 
home,  got  off  and  had  some  conversation,  re- 
boarded  the  train  and  left  it  at  her  home  sta- 
tion, walked  several  blocks  to  her  home  and 
went  to  bed.  Next  day  she  walked  to  the  scene 
of  the  accident  (about  five  blocks),  retiuned 
home,  went  to  bed,  and  when  a  doctor  reached 
her  at  foiu-  o'clock  the  next  day,  45  hours  after 
the  accident,  he  found  her  'nervous  and 
trembling,'  and  in  what  he  called  'profound 
shock.'  He  treated  her  local  injmies  and  did 
not  know  at  that  time  that  she  had  this  vis- 
ceroptosis, but  discovered  it  three  weeks  later, 
after  three  weeks  she  retiuned  to  business  and 
four  months  later  took  to  her  bed  and  remained 
there  until  her  dramatic  entry  into  court  and 
thereafter  until  the  following  May,  nearly 
fifteen  months,  during  which  time  she  was  on  a 
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liquid  diet  and  became  steadily  emaciated,  had 
constant  abdominal  pain  ^-ith  acute  paroxysmal 
exacerbations,  during  which,  while  constantly 
losing  strength,  she  was  able  to  pull  her  220 
poimd  doctor  off  his  chair,  although  she  was 
imable  to  bear  the  delicate  and  erudite  touch 
of  that  doctor's  examining  hand  on  the  abdo- 
men. 

"After  the  verdict  was  secured  she  began  to 
improve  so  that  a  few  days  before  her  majority, 
seven  months  later,  she  was  able  to  rise  from  her 
bed  and  five  months  after  she  ceased  to  be  bed- 
ridden she  presented  the  appearance  of  the 
average  healthy  girl.  She  moved  at  ordinary 
strolling  speed  and  sat  naturally  in  a  chair, 
crossing  her  legs,  and  when  changing  her  posi- 
tion raised  her  hips  from  the  chair  perhaps  three 
inches,  sat  down  with  a  *  jolt'  and  recrossed  her 
legs,  occasionally  bending  fon\'ard  and  clasping 
her  knees  and  generally  assuming  natirral  and 
imstrained  positions.  For  a  few  moments,  while 
describing  the  period  of  taking  to  bed,  she 
t\\dtched  the  comers  of  her  mouth  from  side 
to  side  (choreif ormly) ,  perhaps  five  times,  but 
dvuing  the  time  preceding  and  succeeding  this, 
covering  several  hours,  she  did  not  exhibit  this 
motion. 

"The  only  treatment  which  this  girl  received 
during  the  nineteen  months  following  her  acci- 
dent was  hypodermic  injections  of  morphin 
twice  (and  sometimes  thrice)  a  day  for  most  of 
the  days  in  that  period,  with  occasional  use  of 
other  sedatives  to  take  the  place  of  the  morphin, 
and  toward  the  end  of  the  bed-ridden  stage  a 
surgical  corset — and  'she  was  never  constipated 
in  her  life.' 

"Some  a:-rays  were  taken  of  this  woman's 
abdomen,  and  the  visceroptosis  referred  to  was 
alleged  to  have  been  found,  but  the  possibly 
favorable  physical  conditions  under  which  that 
was  taken,  i.  e.,  holding  the  breath,  full  stom- 
ach, tmevacuated  bowels,  etc.,  do  not  appear. 

"A  ' nerve-speciaHst '  saw  this  case,  and  with 
the  keenness  of  Sherlock  Holmes  discovered 
that  this  visceroptosis  was  leading  a  double  life, 
and  in  the  higher  walks  of  '  Kultured '  medicine 
was  a  'Traumatic  Neurosis,  Hystero-Neuras- 
thenia.' 

"Curtain. 

"Intermezzo.  Business  of  transferring  the 
case  from  a  lower  to  a  higher  court  ■vv'ith  juris- 
diction over  larger  claims  for  damages. 

"Act  II,  the  Court:  Victim  on  a  cot,  testify- 
ing, medical  experts  and  radiographists  in  the 


wings;  some  characters  are  missing  but  the  play 
must  go  on  without  them.  There  is  no  one  to 
show  the  jury  that  the  stomach,  transverse 
colon  and  kidney  are  anchored  in  their  normal 
positions  by  ligaments  of  white  fibrous  tissue, 
which  are  so  delicate  that  coarse  print  may  be 
read  through  them ;  that  a  four-inch  or  six-inch 
sudden  stretch  means  rupture  of  some  fibers, 
and,  at  least,  capillary  hemorrhage,  and  that 
this  means  foreign  matter,  free  blood,  in  the 
folds  or  upon  the  surface  of  the  peritonetun  and 
a  peritonitis;  that  the  drag  of  those  dropped 
organs  on  the  remains  of  their  ligaments  would 
mean  pain  so  excruciating  that  the  most  stoical 
would  lie  in  that  home  and  shriek  for  help  in- 
stead of  clambering  out  after  'chinning'  a  car 
rail  at  the  edge  of  the  hole ;  that  during  the  trip 
to  and  from  the  railroad  terminal  she  would 
have  been  a  public  spectacle  of  agony,  if  not  an 
unconscious  passenger  in  an  ambulance;  that 
once  in  bed  she  would  stay  there  and  not '  view ' 
the  scene  of  the  accident  the  next  day;  that 
once  down  those  organs  wovild  stay  down  unless 
a  major  operation  restored  or  an  abdominal 
supporter  sustained  them;  that  she  would  not 
go  down  into  a  subway  and  climb  stairs  from 
the  subway  t'^dce  a  day  on  her  way  to  business 
for  four  months,  and  that  the  ver>^  least  of  her 
troubles  would  be  constipation  and  auto-intoxi- 
cation, even  with  a  liquid  diet  of  cereals.  There 
was  no  one  to  explain  to  the  jury  that  the  vio- 
lence to  that  kidney  would  probably  strip  its 
capsule,  with  the  attendant  presstire  symptoms 
without,  and  congestive  and  hemorrhagic  con- 
ditions within.  There  was  no  one  to  say  what 
the  sensitive  diapliragm  would  be  expected  to 
do  when  this  pull  of  the  ligaments  attached 
to  it  sought  to  drag  it,  too,  do\\Tiward  toward 
the  pelvis,  or  why  that  diaphragm  did  not  seek 
to  protect  itself  from  the  tug,  tug,  tug,  of  these 
loose  organs  diiring  her  peregrinations  and 
register  its  protest  by  a  distressing  and  con- 
tinuous hiccough.  There  was  no  one  to  ask  why 
this  pain  should  be  so  agonizing  that,  emaci- 
ated as  she  was,  she  possessed  the  strength  to 
move  her  ponderous  ph^^sician  from  his  chair, 
or  why  a  sensitive  abdomen,  which  could  not 
bear  the  pressiu^e  of  her  physician's  examining 
hand,  could  withstand  the  force  of  rigid  recti- 
muscles,  reinforced  by  the  back,  flank  and 
thigh  muscles  as  a  brace,  so  that  the  pull  of  her 
arms  might  be  effective  in  moving  her  doctor 
to  his  feet,  if  not  to  tears.  There  was  no  one  to 
show  the  malign  influence  of  suggestion  upon 
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the  mind  of  this  pleader  for  a  portion  of  an- 
other's wealth;  there  was  no  one  to  show  that 
even  a  V-shaped  transverse  colon,  while  anoma- 
lous, may  be  normal  for  the  one  who  possesses 
it,  or  that  its  displacement  may  be  the  result  of 
consistently  continuous  pressure  of  distended 
intestinal  organs  in  the  anemic  and  constipated 
girl,  during  her  pubescent  and  adolescent  years. 
There  was  no  one  to  show  that  if  she  fell  as  she 
said,  in  the  position  she  described,  and  with  a 
force  sufficient  to  displace  those  organs  in  the 
degree  alleged,  she  could  not  possibly  have  re- 
tained the  contents  of  her  rectum,  since  two 
things  cannot  occupy  the  same  place  at  the 
same  time,  and  her  clothing  would  be  soiled 
not  only  by  the  dirt  among  which  she  fell  but 
by  the  fecal  matter  within  her  rectum,  since 
the  force  was  exerted  clear  down  into  the  true 
pelvis. 

"There  will  be  no  return  engagement  as  the 
incident  is  closed  and  the  judgment  recorded. 
A  revival  of  such  a  situation  should  be  impos- 
sible in  the  work  of  the  readers  of  this  column 
when  'Railway  Spine'  forms  part  of  the  issues 
of  the  case." 

The  moral  of  this  is  that  in  some  way,  the 
medical  profession  must  educate  its  own  mem- 
bers and  the  bench  and  bar,  so  that  the  rule  of 
evidence  which  will  only  admit  a  photograph 
for  "so  much  as  it  is  worth"  as  a  "representa- 
tion" or  circumstance  from  which  an  inference 
may  be  drawn,  looking  to  the  identity  of  some- 
thing, should  apply  an  even  stricter  rule  to  the 
ir-ray  plate  and  skiagraph,  since,  in  order  to 
make  any  inference  whatever  from  it,  the  un- 
trained mind  of  a  juryman  must  speculate  upon 
the  known  tissues  and  contour  with  which  he  is 
familiar,  and  his  judgment  is  the  result  of  an 
inference  based  upon  a  speculative  conclusion 
which  is  itself  based  upon  an  inferential  cir- 
cumstance, and  this  is  stretching  evidence  of  an 
expert  character  much  farther  than  the  law 
intends  or  human  society  should  tolerate. 

Rogers,  Mark  H.,  and  Foley,  Thomas  M. 
An  Analysis  of  75  Cases  of  Tuberculosis 
of  the  Spine  in  the  Adult.  (Am.  Jour. 
Orth.  Surg.,  March,  191 7,  XV,  208.)  ■ 

Tuberctdosis  of  the  spine  in  adults  is  more 
common  than  has  been  supposed,  and  differs 
materially  from  the  disease  in  childhood.  The 
diagnosis  in  adults  is  difficult  and  in  this  series 
an  average  of  two  years  and  two  months  elapsed 


before  an  accurate  diagnosis  was  made.  The 
first  evidence  of  the  disease  in  six  cases  was 
paraplegia,  in  five  cases  abscess.  Previous 
diagnoses  had  been  back-strain,  lumbago, 
sciatica.  Four  cases  had  been  considered  gas- 
tro-intestinal,  one  had  been  operated  upon  for 
gallstones,  one  for  appendicitis,  one  for  peri- 
nephritic  abscess,  and  one  had  had  a  nephro- 
pexy. Paraplegia  was  most  common  in  the 
dorsal  group,  and  abscess  in  the  lumbar  group. 
X-ray  findings  of  the  dorsal  group  in  cases 
with  no  clinical  evidence  often  show  circimi- 
scribed  abscess  formation  which  does  not 
spread.  Most  cases  can  be  demonstrated 
roentgenologically  to  have  some  evidence  of 
abscess.  The  kyphos  is  seldom  large  and  pro- 
duces but  slight  deformity.  End-result  was 
determined  in  20  of  these  cases  and  showed 
75%  of  good  results.  The  principle  of  treat- 
ment is  the  same  as  with  children, — ^rest  in  re- 
cumbency during  the  acute  stage,  fixation  and 
protection  for  the  duration  of  the  disease. 
Bone  grafting  is  advised  in  the  dorsal  region 
for  the  greater  fixation  and  shortening  of  the 
time  of  treatment.  It  is  especially  adaptable 
for  adults. 

Hetzel,  W.  B.  Isolated  Disease  of  the  Scaph- 
oid Bone  of  the  Foot  (Kohler's  Disease.) 
(Am.  Jour.  Orth.  Surg.,  March,  1917,  XV, 
214.) 

General  discussion  and  report  of  one  case. 
Roentgen  ray  showed  scaphoid  smaller  than 
normal,  irregular  in  outline,  no  distinction 
between  cortex  and  spongy  portion,  and  much 
increased  in  density.  Foot  was  immobilized 
in  plaster  of  Paris.  After  three  months  the 
scaphoid  had  increased  in  size  and  decreased  in 
density  toward  normal.  According  to  Kohler 
the  scaphoid  shows  changes  in  four  ways:  i. 
One-half  to  one-quarter  smaller  than  normal. 
2.  Form  entirely  irregular.  3.  Architecture 
impossible  to  recognize,  cortex  and  spongy 
portion  running  together.  4.  Density  in- 
creased two-  to  four-fold.  This  disease  is  a 
clinical  entity,  probably  inflammatory,  of  an 
osteochondritic  nature  with  typical  radio- 
graphic picture  and  of  good  prognosis 

Percy,  James  F.  The  End-Result  of  the  Treat- 
ment of  Inoperable  Uterine  Carcinoma  by 
Heat.  (Med.  Rec,  June  16,  1917,  p.  1063.)  ^ 

In  his  paper  on  the  above  subject,  read  be- 
fore the  Annual  Meeting  of  the  American  Medi- 
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al  Association,  Percy  claimed  that,  although 
is  method  of  apphing  low  heat  to  the  uterus 
JT  inoperable  cancer  was  only  palliative,  it 
ras  well  worth  while  if  only  for  the  fact  that 
lie  patient  was  relieved  of  the  offensive  dis- 
harge.  In  the  discussion  the  consensus  of 
pinion  was  by  no  means  altogether  in  favor  of 
he  Percy  method,  and  Dr.  Bailey,  of  New 
fork,  stated  that  he  had  used  the  method  with 
adium  treatment  following,  but  had  only  the 
ame  number  of  cures  as  when  he  had  used 
adium  -^-ithout  an  abdominal  operation.  He 
bought  the  roentgen  ray  might  be  utilized  to 
ind  out  just  the  Hne  of  demarcation  where  in- 
luence  of  the  heat  ended. 


i^TEiGER.  Arrest  of  a  Malignant  Intracranial 
Tumor  by  the  Roentgen  Rays.  (Corre- 
spondenzhl.  /.  Schweizer  Aerzte,  March  lo, 
1917.  Ref.,  Med.  Rec,  May  26,  1917,  p. 
904.) 


At  a  session  last  fall  of  the  Berne  Medico- 
Pharmaceutical  Society  Steiger  presented  a 
wroman,  aged  31,  who  had  recently  success- 
fuly  undergone  roentgen  treatment  for  the 
following  condition:  Less  than  five  months 
before  she  presented  right  exophthalmos  and 
lockjaw,  and  the  latter  SATaptom  greatly  inter- 
fered -u-ith  nutrition.  The  sight  of  the  right 
eye  began  to  fail,  and  ptosis  and  ophthalmo- 
plegia developed.  There  was  a  painfiil  swell- 
ing above  the  right  zygomatic  arch.  A  roent- 
genogram showed  an  enlarged  seUa  and  the 
diagnosis  lay  between  tiimor  of  the  hypophysis 
and  sarcoma  of  the  base  of  the  skull— probabh- 
the  latter. 

The  ttimor  was  rayed  in  all  directions  con- 
centrically, Xerx  hard  filtered  rays  were  used. 
In  all  there  were  12  fields,  3  of  which  were  used 
in  a  session  of  thirty  minutes,  daily  sessions 
at  first,  after  that  somewhat  irregularly,  i,  2, 
or  3  days  of  intermission.  A  roentgen  derma- 
titis developed,  but  in  the  meantime  consider- 
able improvement  had  taken  place.  After  an 
unavoidable  absence  of  the  patient  for  a 
month,  radiation  was  resumed  in  three  fields 
only.  The  exophthalmos  was  completely  gone, 
and  the  eye  was  almost  normal  in  all  respects 
save  \'ision,  which  had  not  returned.  The 
jaws  cotdd  be  opened  volimtarily  to  the  extent 
of  three  centimeters  without  forcing.  The 
patient  looked  and  felt  well. 


XoRDEXTOFT,  S.  Roentgen  Treatment  of  Brain 
Tumors.  {Ugeskrift  for  Lager,  May  17, 
191 7.  Ref.  Jour.  Am.  }fed.  Assoc,  July  14, 
1917,  p.  160.) 

Xordentoft  has  now  a  record  of  twelve  cases 
of  brain  tumors  in  which  roentgen  treatment 
has  been  appHed  and  he  reports  complete  suc- 
cess in  three  instances.  The  improvement  was 
most  marked  in  the  better  \'ision.  Rapidly  de- 
veloping tumors  are  more  liable  to  give  good 
resiilts  than  the  more  slowly  gro\\ing.  Svmp- 
toms  from  stasis  and  compression  subside  as 
the  cause  is  removed.  The  loss  of  hair  over  the 
region  was  not  permanent  in  an}'  instance.  The 
cure  has  persisted  to  date,  the  longest  interv'al 
being  a  year  and  a  half.  Choked  disk  retro- 
gressed in  some  of  the  cases,  in  one  after  it 
had  lasted  for  three  years.  He  ad\ases  a  ten- 
tative course  of  treatment  as  for  s\^hilis  be- 
fore beginning  the  roentgen  treatment,  and 
urges  that  the  latter  should  always  be  tried 
before  attempting  an  operation.  Gulstad  re- 
ports the  details  of  the  twelve  cases  with  the 
findings  on  which  the  diagnosis  of  a  brain 
tumor  was  based.  Two  of  the  t\^-elve  patients 
proA'ed  refractor}-;  necrops}^  in  one  showed  a 
very  old  fibrous  tumor.  In  eight  the  roentgen 
treatment  gave  favorable  results;  in  three  cases 
earning  capacit}*  was  restored.  It  is  emphasized 
that  these  experiences  seem  to  prove  that  the 
roentgen  rays  can  be  applied  to  the  skull  with- 
out injury  to  the  brain  and  that  the  tumors 
can  be  modified  through  the  skull  wall. 

Radium  Treatment  in  Manchester  (Eng- 
l.and).  (Lancet,  CXCII,  April  7,  1917,  p. 
547-) 

The  report  for  19 16  of  the  Manchester  and 
District  Radium  Institute,  as  furnished  by 
Dr.  Arthur  Bturows,  the  radiologist  of  the 
Institute,  contains  amongst  others,  the  fol- 
lo-^ing  particulars: 

The  year  under  re\dew  saw  the  completion 
of  the  first  thousand  cases  presenting  them- 
selves for  radium  treatment  during  the  two 
years'  existence  of  the  Institute.  Included  in 
the  report  is  a  Hst  of  aU  the  malignant  cases 
except  rodent  ulcer  which  were  well  at  the 
end  of  191 6.  This  Hst  states  the  time  during 
which  the  patients  have  remained  free  from 
s}-mptoms  or  signs  of  disease.  No  case  of 
carcinoma  of  the  breast  was  reported  as  being 
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apparently  well  at  the  end  of  19 15  and,  there- 
fore, in  this  particular  instance,  twelve  months 
is  the  maximum  period  during  which  a  patient 
previously  suffering  from  this  disease  can  have 
been  free  from  symptoms.  During  the  year 
the  Institute  has  limited  itself  to  the  purely 
clinical  side. 

A  series  of  cases  illustrating  interesting 
points  in  relationship  to  raditim  treatment 
is  given,  among  which  those  dealing  with 
carcinoma  of  the  breast  and  with  tumors  of  the 
abdominal  muscles  deserve  special  mention. 

The  best  results  in  mammary  carcinoma  fol- 
lowed the  implantation  of  emanation  tubes, 
as  many  as  twelve  having  been  buried  at  one 
time.  In  tiimors  firmly  fixed  to  the  chest, 
the  results  are  not  so  good  and  implantation 
may  produce  an  intractable  ulcer,  unless  ex- 
treme caution  is  observed.  In  such  cases 
mere  external  application  of  plates  may  be 
preferable  to  the  insertion  of  tubes.  The  op- 
porttmities  for  local  repair  should  always  be 
considered.  An  exaggerated  growth  of  the 
breast  is  best  removed,  and  radium  appHed 
at  the  site  of  removal  and  along  the  Ij^mphatic 
tract.  Inoperable  or  small,  scattered  glands  of 
the  neck,  small  secondary  skin  nodules  are 
also  usefully  treated  with  raditmi. 

As  to  tumors  of  abdominal  muscles,  the  re- 
port contains  the  clinical  histories  of  three 
cases  which  are  interesting  from  the  point  of 
view  of  diagnosis  and  radiinn  treatment.  The 
first  case  is  one  of  true  sarcoma  of  the  left 
rectus,  and  the  other  two  are  examples  of 
fibrosis  of  the  abdominal  muscles  and  chronic 
interstitial  myositis,  respectively.  The  case 
of  sarcoma  yielded  very  slowly,  while  the 
other  two  cleared  up  extremely  rapidly. 

Radium  Treatment  in  Edinburgh  (Scot- 
land). {Lancet,  CXCII,  April  7,  1917,  p. 
546.) 

Dr.  Dawson  Turner,  who  is  in  charge  of  the 
Radium  Department  at  the  Royal  Infirmary 
of  Edinburgh,  has  forwarded  a  report  covering 
the  year  191 6  to  the  Lancet,  from  which  the 
following  interesting  particulars  are  abstracted. 

Out  of  a  total  of  520  patients,  66  were 
treated  with  radium,  as  against  64  in  the 
preceding  year.  The  complaints  were  dis- 
tributed as  follows:  Rodent  ulcer  28,  malignant 
disease  of  the  vagina  and  cervix  7,  mahgnant 
disease  of  other  parts  18,  exophthalmic  goitre 


7,  nevi  4.  Sarcoma  proved  more  amenable  to 
radium  than  carcinoma  and  sometimes  dis- 
appeared in  a  remarkably  short  time.  Rapid- 
ity of  growth  is  no  contraindication  to  the 
use  of  radiiim,  as  rapidly  proliferating  cells 
readily  yield  to  it.  This  leads  Dr.  Turner  to 
ask  the  question  whether  all  sarcomas  are 
equally  amenable  to  radium  treatment  and,  if 
not,  what  conditions  determine  the  sensitive- 
ness, but  he  fails  to  supply  the  answer. 

The  difficulty  in  treating  malignant  disease 
of  the  vagina  and  cervix  with  radium  lies 
chiefly  in  the  comparative  inaccessibility  of 
these  parts,  and  this  difficulty  is  enhanced  in 
recurrences  which  are  usually  located  in  more 
inaccessible  parts  yet.  A  further  difficulty  in 
this  respect  is  that  the  surviving  cancer  cells 
are  more  refractory  to  radium  than  those 
that  were  destroyed  by  the  first  application. 
But  even  so,  the  intermediate  cure  always 
greatly  benefits  the  patient  by  the  removal 
of  pain,  cessation  of  discharges  and  general 
gain  in  health  and  strength. 

The  beneficial  action  of  raditun  on  rodent 
ulcer  is  generally  admitted,  and  superficial  un- 
complicated cases  invariably  do  well  if  the 
available  amount  of  radiiim  is  sufficient.  In 
the  cured  cases  there  is  scarcely  any  contrac- 
tion of  the  skin,  but  when  situated  on  mucous 
membrane,  the  affection  is  less  amenable,  and  I 
Dr.  Turner  prefers  to  divide  the  necessary  ■ 
dose  into  two  or  three,  administered  at  three 
or  four  days'  intervals.  To  prevent  reoir- 
rences,  the  deeper  parts  should  receive  as  ade- 
quate treatment  as  the  superficial  ones. 

Of  the  seven  cases  of  exophthalmic  goitre, 
one  died  of  hyperthyroidism  in  less  than  a 
month  after  treatment,  while  the  others  were 
benefited. 

The  report  concludes  with  the  clinical  his-  I 
tory  of  ten  of  the  more  important  cases  other 
than  rodent  ulcer,  in  which  radium  treatment 
had  favorable  effects  in  varying  degrees. 


Clark,  John  G.  Results  Obtained  by  the 
Use  of  Radium  in  the  Treatment  of  Can- 
cer of  the  Uterus.  {Ann.  Surg.,  Nov.,  191 6, 
Vol.  LXIV,  p.  602.) 

Clark  bases  his  article  upon  the  results  ob- 
tained by  the  use  of  raditim  in  the  treatment 
of  cancer  at  the  University  of  Pennsylvania 
Hospital  at  Philadelphia.    He  first  refers  to  the 
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limitations  of  the  applicability  of  the  stirgical 
treatment  of  cancer.  Approximately  80  per 
cent,  of  the  cases  of  cancer  of  the  uterus  re- 
ceived for  examination  at  the  University  of 
Pennsylvania  Hospital  were  inoperable,  only 
20  per  cent,  of  the  cases  being  considered  within 
radical  operative  limits.  This  statement  was 
based  upon  the  fact  that  within  the  last  tW'O 
years  49  cases  of  inoperable  cancer  of  the  uterus 
were  treated  with  radium,  and  diuing  the  same 
period  only  12  cases  were  considered  as  suit- 
able for  radical  operation. 

The  results  of  the  radical  operation  have 
proved  conclusively  that,  with  very  rare  ex- 
ceptions, the  hopeless  cases  are  those  of  the 
metastatic  type.  In  carcinoma  of  the  fundus 
the  statistics  of  various  surgeons  do  not  differ 
to  any  marked  degree,  because  extirpation  of 
the  uterus  generally  suffices  to  give  good  re- 
sults. So  long  as  the  growth  is  confined  to  the 
ftmdus,  recurrence  does  not  take  place  in  more 
than  50  per  cent,  of  cases,  provided  even  sim- 
ple hysterectomy  is  performed.  We  are  all 
fairly  well  satisfied  with  the  results  of  opera- 
tion in  cancer  of  the  fimdus,  whereas  no  one 
regards  the  operative  treatment  of  cancer  of 
the  cervix  with  any  great  degree  of  optimism. 
To  attain  a  higher  measure  of  success,  some 
more  efficient  means  than  the  scalpel  must  be 
employed.  This  remedy  has  not  as  3^et  been 
discovered.  Notwithstanding  the  remarkably 
good  results  that  have  followed  the  use  of 
radium,  the  author  still  adheres  to  the  dictum 
that  the  uterus  and  all  possible  adjacent 
tissue,  if  the  growth  is  very  limited  in  its  ex- 
tent, must  be  extirpated.  Beyond  this  point, 
however,  he  has  grown  quite  conservative. 

The  crux  of  the  situation,  therefore,  as  our 
experience  has  taught,  is  to  attempt  surgical 
meastires  only  in  the  clearly  operable  cases, 
leaving  the  large  remainder  to  secure  relief 
from  therapeutic  efforts,  which  give  as  good 
or,  as  we  now  beHeve,  even  far  better  results 
from  the  use  of  radiiim. 

In  the  inoperable  cases,  Clark  believes,  the 
Percy  cautery  holds  out  a  distinct  hope; 
nevertheless,  he  does  not  share  the  great  de- 
gree of  optimism  shown  by  the  inventor  of 
this  method  as  regards  the  cases  of  mde- 
spread  extension.  His  experience  at  the  Uni- 
versity of  Pennsylvania  Hospital  convinces 
him  that  raditim  offers  the  most  helpful  out- 
look of  any  remedy  thus  far  presented  in  the 
palliative  and  occasionally  the  ciirative  treat- 


ment of  the  borderline  and  inoperable  cases. 
Of  69  cases  reported  treated  up  to  September, 
191 5,  the  maHgnancies  involving  the  uterus, 
vagina  and  lu-ethra,  practically  all  of  these 
would,  according  to  our  past  standards,  have 
been  classed  as  inoperable  and,  therefore, 
would  ine\ntably  have  been  doomed.  Of 
these  69  cases,  13  died  diuing  the  first  twelve 
months  following  treatment.  Ten  were  not 
traced.  Of  the  remaining  46,  two  were  alive 
at  twenty-two  months;  three  at  eighteen 
months;  seven  at  twelve  months;  and  seventeen 
at  six  months. 

Radiimi,  as  is  shown  in  our  series  of  cases, 
is  by  no  means  a  imiversal  panacea  for  cancer, 
even  when  the  growth  is  strictly  localized. 
There  is  no  way  of  determining  which  cases 
vnil  be  benefited  by  its  use.  There  is  beyond 
doubt  a  certain  percentage — how  small  or  how 
great  we  cannot  tell  from  our  experience — in 
which  cancerous  gro^\i;hs  are  not  retarded  by 
radiotherapy;  indeed,  occasionally  it  would 
appear  that  there  is  a  positive  acceleration  of 
growth. 

Clark  quotes  Schauta's  experience.  In 
Schauta's  first  series  he  used  radium  in  too 
large  amounts  and  too  often,  with  most  dis- 
astrous results.  One  patient  died  of  pyone- 
phrosis; eight  patients  showed  steady  loss  of 
weight,  with  diarrhea,  tenesmus,  fever,  vom- 
iting, headache,  and  reduction  in  blood  coiint. 
The  autopsy  findings  showed  severe  necrosis 
and  fistulas  with  diphtheritic  and  piunilent  in- 
flammations of  the  rectum  and  bladder,  sig- 
moiditis, and  ulcerative  processes  in  the  pelvic 
coils  of  the^ ileum.  One  striking  point,  however; 
noted  at  the  autopsies  was  that  in  not  a  single 
instance  was  a  trace  of  local  carcinoma  found. 
In  the  method  of  its  appHcation,  however,  the 
remedy  proved  far  worse  than  the  disease,  but 
this  investigator  established  be^^ond  question 
that  radium  emanations  were  absolutely  de- 
structive to  cancer  cells.  The  more  moderate 
dosages  employed  in  his  later  series  of  cases 
gave  eight  apparent  cures  out  of  eleven  pa- 
tients treated,  and  in  no  instance  were  fistulee 
or  necrosis  produced,  and  the  weight  and  gen- 
eral condition  of  the  patient  showed  marked 
improvement. 

Schauta's  later  technic  is  as  foUows:  From 
30  to  50  mg  of  radiimi,  filtered  through  i.i 
mm  of  gold,  i  mm  of  platinum,  and  0.75  mm 
of  brass,  are  applied  in  from  5  to  8  exposures  of 
1 2  hours  each,  at  intervals  of  from  one  to  sev- 
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eral  days;  an  interval  of  rest  of  three  to  four 
weeks  is  then  allowed  to  elapse,  followed  by 
a  second  but  shorter  exposure,  and  in  some 
cases,  after  another  interval  of  two  to  three 
weeks,  a  third  series  of  applications  is  employed. 

As  an  evidence  of  the  widespread  skepticism 
concerning  these  newer  remedies,  and  in  spite 
of  this  very  favorable  personal  experience, 
Schauta  declares  that,  although  he  will  use 
radium  in  advanced  cases,  he  will  still  continue 
to  employ  Schuchart's  radical  method  of  per- 
forming vaginal  hysterectomy  in  the  clearly 
operable  cases,  reserving  radiiim  as  a  post- 
operative prophylactic  agent.  It  would  also 
appear  to  be  a  self-e\'ident  fact  that  the  post- 
operative effects  of  the  Percy  method  must 
fall  far  short  of  those  of  the  radium  cases. 

Clark  concludes  with  the  following  important 
observations:  "Removal  of  the  uterus  in  cases 
of  cancer  of  the  fundus  has  yielded  such  good 
results  that  I  do  not  feel  we  are  justified  in 
taking  any  chances  with  radium,  not  even  in 
the  borderline  cases.  Our  attitude  toward  the 
cervical  and  fundal  growths  is  diametrically  op- 
posite. In  borderline  cases  of  cancer  of  the  cer- 
vix we  invariably  employ  radium.  In  advanced 
cases  of  cancer  of  the  fundus  we  invariably  per- 
form a  hysterectomy." 

Holding,  A.  F,  and  Brown,  S.  The  Treat- 
ment of  Hodgkin's  Disease.  {Jour.  Am. 
Med.  Assn.,  Mar.  3,  191 7,  Vol.  LXVIII, 
p.  701.) 

In  the  past  three  years  these  authors  have 
had  under  observation  eighteen  cases  of  Hodg- 
kin's disease.  The  diagnosis  in  each  case  was 
verified  by  microscopic  study.  Seven  of  the 
patients  were  males  and  eleven  females.  The 
ages  varied  from  six  to  fifty-six  years. 

The  following  is  a  summary  of  the  authors' 
conclusions : 

1.  Microscopic  examination  of  the  tissues  in 
all  cases  of  enlarged  nodes,  especially  in  the 
neck,  is  to  be  recommended. 

2.  Attention  should  be  called  to  the  fact  that 
cases  of  persistent  idiopathic  pruritus  may  be 
due  to  Hodgkin's  disease. 

3.  The  treatment  of  Hodgkin's  disease  is 
unsatisfactory.  No  efficient  treatment  is 
known.  The  treatment  recommended  is  that 
in  vogue  for  malignant  ttimors  and  occult  in- 
fections. The  results  to  be  expected  are  tem- 
porary ameliorations. 


4.  Recoveries  are  rare.  Of  the  thousands  of 
patients  treated  there  are  only  two  authentic 
cases  in  which  the  patients  are  reported  symp- 
tom-free after  five  years. 

5.  The  roentgen  ray  and  radium  are  the 
only  new  agents  found  beneficial  in  this  dis- 
ease, and  should  be  used  in  treating  it,  at  least 
after  operation. 

6.  A  roentgen  examination  of  the  chest  is 
indicated  in  all  cases  before  an  extensive  sur- 
gical removal  is  considered.  This  will  save 
man}'  patients  from  a  needless  operation. 


EwiNG,  James.     Radiimi  Therapy  in  Cancer. 
(Jour.  Am.  Med.  Assoc,  LXVIII,  No.  17, 

Apr.  28,  1917,  p.  1238.) 

In  a  dispassionate  article  dealing  with  the 
present  status  of  radium  as  a  curative  agent, 
Ewing  reviews  the  successes  and  failures  of 
this  therapy  and,  based  upon  his  observations 
and  experience,  ventures  upon  a  prophecy  as 
to  the  therapeutic  emplo\Tnent  of  radiimi  in 
the  future. 

While  the  chief  value  of  the  article  lies  in 
its  logical  inferences  and  should  therefore  be 
followed  in  its  details,  an  abstract  of  some  of 
the  more  important  statements  may  be  read 
with  profit  and  interest.  Thus,  Ewing  is  re- 
sponsible for  the  statement  that  the  action  of 
radium  on  cellular  tumor  tissue  is  selective  and 
specific  in  the  sense  that  ttmior  tissues  are 
from  4  to  7  times  as  sensitive  as  most  normal 
tissue.  The  uncertainty  of  progress  is  due  to 
the  fact  that  little  is  definitely  known  of  the 
mode  of  action  of  radium.  That  its  action  is 
electrical  may  be  conceived,  but  is  not  demon- 
strated. The  appearance  of  the  cell  cytoplasm 
suggests  hydrolytic  cleavage  of  cell  protein, 
and  this  seems  to  excite  leucocytic  emigration. 
The  growth  of  capillaries  may  be  explained  as 
a  regenerative  process,  following  a  loss  of 
tissue  equilibriimi  or  it  may  involve  a  direct 
stimulating  action  of  the  radiimi  on  endo- 
thelium and  fibroblasts.  In  any  event,  the 
process  is  very  complex,  and  in  many  cases 
there  are  very  strong  hints  at  a  restoration  of 
normal  resistance  of  the  connective  tissue 
against  lawlessl}?-  proliferating  tumor  cells. 

Reviewing  the  practical  achievements,  Ewing 
has  not  found  any  exaggerated  statements  of 
its  value  in  recent  accredited  medical  litera- 
ture, whilst  warnings  against  the  use  of  radium 
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regularly  come  from  persons  who  have  had 
little  experience  in  the  use  of  it.  To  inform 
the  public  that  radium  has  failed  in  the  treat- 
ment of  cancer  is  to  misstate  the  facts. 

The  condition  laid  down  by  surgical  opinion 
that  radium  must  be  tried  out  on  inoperable 
cancer  has  generally  been  accepted  and  on  the 
whole  is  a  \\-ise  restriction.  The  effects  of 
radiiim  are  confined  to  a  limited  territory  and 
have  no  influence  on  disseminated  tumors. 
The  attempt  to  control  a  large  territory'  leads 
to  the  use  of  excessive  doses  with  serious  re- 
sults. The  limitations  of  radium  should  be 
recognized,  but  its  failures  in  this  class  of 
cases  should  not  prejudice  its  claims  elsewhere. 
Only  palliative  efforts  should  be  attempted, 
when  there  is  no  possibility  of  reaching  all  the 
invading  tissues. 

Ewing  lays  down  the  following  indications 
for  the  use  of  radium  in  inoperable  cancer, 
when  considerable  quantities  of  the  agent  are 
available  in  the  hands  of  an  experienced  op- 
erator. 

Radium  should  not  be  withheld  from  rap- 
idly growing,  deep-seated  and  bulk}-  tumors, 
for  the  cellular  structure  of  many  such  timiors 
is  just  that  much  susceptible  to  the  action  of 
large  amounts  of  radium  at  a  distance  from  the 
skin  and  over  long  periods.  Radium  should 
be  employed  in  combination  \\-ith  a  limited 
operation  in  those  forms  of  cancer  where  op- 
eration alone  yields  particularly  unfavorable 
results,  as  in  cer\rix  of  the  uterus,  prostate, 
tongue,  phar}Tix,  antrum,  and  in  l}Tnphosar- 
coma.  In  very  advanced  cases,  only  cautious, 
palliative  treatment  is  allowed.  ]Much  of  the 
distrust  against  raditun  has  arisen  from  the 
untoward  effect  of  overtreatment  of  inoperable 
cases  and  not  from  its  proper  use  in  suitable 
conditions. 

The  capacity  of  radium  to  eradicate  cutane- 
ous carcinoma  is  now  a  routine  experience.  In 
certain  derivatives  of  basal  cell  carcinoma,  as 
in  mixed  tiimors  of  the  saHvar\'  glands,  radium 
has  had  notable  success  and  should  usually 
be  employed  in  preference  to  operation. 
Among  the  refractor}'  cases  are  recurrences 
after  operations,  carcinoma  following  lupus, 
invasion  of  bones,  location  near  eye  or  nasal 
sinuses,  in  thin  skin  or  bony  prominences, 
and  after  repeated  ineffectual  exposures. 

Ewing  cites  a  nimiber  of  authors  who  have 
reported  highly  favorable  results  in  radium 
treatment  of  carcinoma  of  the  cervix  and  bodv 


of  the  uterus,  the  details  and  figures  of  which 
need  not  be  repeated  here.  Our  present  knowl- 
edge of  the  favorable  results  in  cancer  of  the 
rectiim,  mouth  and  tongue  is  likewise  sum- 
marized. The  author  ftirther  calls  the  attention 
of  raditmi  workers  to  osteogenic  sarcoma,  inas- 
much as  roentgen  rays  have  had  a  favorable 
effect  upon  this  distressing  form  of  malignant 
disease,  and  surger\'  has  proved  extremely  un- 
satisfactory'. In  mammars'  carcinoma  favor- 
able results  have  been  attained,  while  in  esoph- 
ageal carcinoma,  where  the  difficulties  of  ap- 
plication are  great,  at  least  palliative  results 
have  been  reported. 

The  author  demands  a  closer  study  into  the 
limitations  of  radium  therapy  and  a  standardi- 
zation of  methods  as  well  as  concentration  of 
the  work  as  far  as  possible  in  large  clinics 
thoroughly  equipped  "^"ith  radium,  technicians 
and  trained  medical  speciaUsts.  The  mechan- 
ical difficulties  are  still  very  great,  and  the 
various  expedients  to  protect  the  normal  tis- 
sues are  still  far  from  uniformly  effective. 
Incident  all}'  the  author  states  that  he  has 
never  observed  any  initial  stimulation  of  tumor 
growth  either  under  radiinn  or  roentgen  treat- 
ment. 

A  serious  objection  to  the  use  of  radium  in 
advanced  cases  is  the  failure  of  long  inflamed 
granulation  tissue  to  heal  after  the  tumor 
cells  have  been  destroyed.  It  appears  to  be 
necessary  to  attack  the  ttmior  before  it  has 
laid  down  much  dense  connective  tissue,  as 
othen\'ise  the  normal  reaction  by  cellular  gran- 
iilation  tissue  fails  to  occur  while  the  tumor 
cells  resist  the  direct  effect  of  the  rays.  He  has 
also  found  that  the  susceptibility  of  normal 
tissue  to  repeated  applications  of  raditun  seems 
to  increase,  while  the  sensibility  of  tumor  cells 
seems  to  diminish  after  several  exposures. 
Hence  the  best  effects  in  advanced  lesions 
often  follow  a  single  massive  dose. 

Recurrences  after  radium  treatment  have 
been  rather  frequent,  but  it  should  be  recalled 
that  they  have  been  observ^ed  with  few  excep- 
tions in  advanced  inoperable  cases  and  that 
there  is  no  means  of  comparing  their  frequency 
with  those  following  operation  in  less  advanced 
cases.  But  in  \'iew  of  the  many  practical 
limitations  to  the  use  of  radium,  the  author 
considers  it  unwise  to  spread  among  the  gen- 
eral public  the  impression  that  radiimi  is  ready 
to  supplant  surgical  treatment  of  operable  can- 
cer.     On   the   other  hand,   these   precautions 
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should  not  be  permitted  to  stand  in  the  way 
of  the  legitimate  extension  of  radiimi  treat- 
ment. 

As  to  the  probable  future  of  radium  therapy 
in  cancer,  the  author  sees  no  indications  that 
the  intravascular  injection  of  radium  will  have 
a  favorable  effect,  preliminary  reports  to  the 
contrary  notwithstanding.  But  he  believes 
that  by  increasing  the  quantity,  the  length  of 
exposure  and  the  distance  from  the  skin  many 
deep  and  locally  extensive  tumors  may  be  in- 
hibited or  destroyed.  He  also  touches  upon 
the  propriety  in  future  treatment  of  employ- 
ing radiurn  in  operable  malignant  tumors  and 
seems  to  be  ultimately  in  favor  of  it.  Starting 
with  demonstrating  the  capacity  of  radium  to 
control  superficial  cutaneous  tumors,  he  would 
also  give  it  a  trial  in  all  accessible  and  strictly 
localized  carcinomas,  but  he  would  select 
cases  in  which  there  was  some  contraindication 
to  operation.  His  next  step  in  the  argument  is 
that,  as  a  rule,  the  same  conditions  that  are 
favorable  for  operation  are  also  favorable  for 
radiiim,  and  inasmuch  as  raditun  treatment  of 
the  future  should  be  more  than  a  mere  pallia- 
tive, he  thinks  that  certain  forms  of  early  and 
strictly  operable  cancer  may  on  the  whole  be 
more  satisfactorily  treated  with  radiimi  than 
by  surgery.  However,  he  does  not  advocate 
this  "at  the  present  moment,"  but  he  believes 
it  to  be  a  consideration  that  can  not  be  ig- 
nored in  estimating  the  value  of  radium 
therapy. 

Steiger.  Newest  Problems  of  Roentgenological 
Treatment  of  Cancer.  (Cor.-Bl.  f.  schweiz. 
Aerzte,  Dec.  9,  1916.  'Ret.:  Med.  Rec,  Jan.  20, 
1917,  p.  120.) 

Steiger  has  now  treated  200  cases  of  uterine 
and  other  genital  affections  with  roentgen  rays. 
In  regard  to  operable  cancer  he  has  not  yet 
come  to  substitute  the  latter  for  the  knife,  but 
he  irradiates  all  cases  after  operation.  Not  to 
do  so  would  be  inexcusable,  for  while  recur- 
rences can  not  be  suppressed  altogether  by 
this  means,  their  ntunber  can  be  greatly  re- 
duced. In  roentgenizing  inoperable  cases  the 
possibility  of  ctue  is  always  present,  although 
as  a  rule  the  disease  is  only  held  in  check  and 
its  distressing  symptoms  mitigated.  An  in- 
operable growth  is  not  necessarily  a  neglected 
growth,  for  it  may  also  mean  a  cancer  of  un- 


usual malignancy.  If  the  rays  can  prevail  over 
such  cases,  they  ought  to  be  efficacious  in  the 
technically  operable  cases,  in  addition  to  doing 
away  with  operative  mortality.  But  at  present 
the  knife  achieves  a  good  share  of  actual  cures, 
when  figured  on  a  basis  of  five  years'  freedom 
from  relapse.  The  rays  can  not  as  yet  make  a 
similar  showing.  Deep  roentgen  treatment  hard- 
ly goes  back  as  far. 

The  author  has  thus  far  treated  26  inoperable 
cancers  of  the  uterus.  In  three  of  these  he  ob- 
tained a  clinical  cure  and  in  four  others  a  fa- 
vorable result.  Eleven  of  the  women  are  dead. 
The  entire  number  of  malignant  inoperable 
cases  treated  were  50,  of  which  15  have  been 
improved.  This  includes  all  localities  and  all 
forms  of  malignancy. 

An  entirely  different  series  is  that  of  34 
cases  of  prophylactic  roentgenization  after 
operation.  Of  this  niunber  14  were  situated  in 
the  uterus.  All  the  patients  have  been  imder 
control.  There  has  been  but  one  recurrence, 
now  under  treatment,  as  are  also  six  others 
which  are  still  free  from  symptoms.  The  other 
5  return  periodically  for  inspection  and  are 
still  sound.  The  author  has  roentgenized  17 
cases  of  cancer  of  the  breast  after  operation. 
One  is  dead  of  cachexia  and  two  have  local 
recurrence;  five  have  disappeared  and  three  are 
still  under  treatment. 


Mercier,  M.  Roentgen  Therapy  in  Muscular 
Sclerosis  Following  Contracture.  {Paris 
Medical,  Dec.  2,  191 6;  Ref.:  N.  Y.  Med. 
Jour.,  Jan.  20,  191 7,  p.  131.) 

Mercier  points  out  that  in  military  practice 
sclerotic  muscular  conditions  following  per- 
sistent contracture  or  myositis  have  given  con- 
siderable trouble.  Four  cases  presenting  retrac- 
tion of  the  biceps,  the  result  of  woimds  of  this 
muscle  or  of  its  tendon  by  shell  fragments,  were  j 
recently  treated  by  roentgen  rays  with  prom-  I 
ising  residts.  None  of  these  patients  had  been 
able  to  extend  the  forearm  more  than  90  de- 
grees. Converging  rays  to  the  extent  of  two  H 
units  were  used  upon  the  muscle  tissue  of  the 
biceps,  first  on  one  side  and  then  on  the  other. 
A  filter  of  I  to  1.5  mm  of  aluminiun  was  used, 
and  weekly  treatments  were  given.  After  eight 
or  ten  sittings  all  these  patients  were  able  to 
extend  the  forearm  up  to  150  and  even  160  de- 
grees— a  gain  of  60  to  70  degrees. 
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GoETjES,  H.  The  Etiology  of  True  Loose 
Knee  Joints.  (Tenth  Anniversary  of  the 
Cologne  Medical  Academy.  Ref.  Zentralhl. 
/.  Roentgenstr.,  191 6,  Nos.  5  and  6,  p.  154.) 

If,  according  to  the  author,  in  a  loose  joint 
near  the  insertion  of  the  cross  Hgaments  of  the 
femur  and  of  the  tibia,  there  is  a  cartilaginous 
defect  from  which  the  loose  joint  originates,  the 
latter  is  of  tratmiatic  origin  and  not  due  to 
osteochondritis  desiccans,  even  in  cases  where 
the  anamnesis  is  traumatically  negative.  This 
statement  is  based  on  anatomical  examinations 
and  roentgen  findings  which  were  later  con- 
firmed at  operation.  In  three  cases  out  of  four 
he  foimd  that  there  was  a  tear  at  the  tibial  end 
of  the  lig.  cruc.  post.,  and  in  the  fourth  case 
there  was  a  tear  at  the  femoral  end  of  the  same 
ligament.  The  tension  of  the  cross  ligaments 
or  their  fascia  does  not  occur  all  at  once,  but 
runs  a  course  according  to  prevailing  anatomi- 
cal conditions  in  such  a  way  that  the  extreme 
fibers  undergo  tension  first,  followed  later  by 
that  of  the  others,  as  the  movement  progresses. 
The  most  important  compHcating  factor  is  the 
motor  mechanism,  and  in  the  latter  it  is  the 
inward  rotation  of  the  lower  leg  which  is  prin- 
cipally responsible  for  the  state  of  affairs. 

Green,  A.  A.  Russell.  A  Record  of  Sixty- 
one  Cases  of  Neoplasmata  of  the  Skin 
Treated  by  X-rays  or  Radium.  (Lancet , 
CXCII,  April  7,  191 7,  p.  544.) 

The  results  of  roentgen  and  radivmi  treat- 
ment in  sixty-one  cases  of  maHgnant  neoplasm 
of  the  skin,  which  were  admitted  to  the  Bir- 
mingham (Eng.)  Skin  Hospital  during  the  past 
four  years,  seem  to  be  capable  of  division  into 
good,  bad  and  indifferent  according  to  the  de- 
tails furnished  by  the  author.  Besides,  twenty 
of  these  cases  failed  to  reply  to  a  circular  note 
asking  for  information  about  their  present 
condition.  The  treatment  seems  to  have  been 
tentative  and  adapted  to  the  peculiarities  of 
each  case  rather  than  modeled  on  a  fixed  prin- 
ciple admitting  of  comparison,  and  the  condi- 
tion of  the  patients  is  not  sufficiently  described 
to  admit  of  any  thorough-going  conclusions  as 
to  the  effect  of  the  treatment  adopted.  How- 
ever, the  author  describes  his  "method  of 
dosage"  as  follows: 

"The  raditmi  in  use  is  pure  raditun  bromide, 
and  is  certified  as  such  by  the  Curie  Labo- 
ratory.    It  is  spread  on  metal  plates  in  the 


proportion  of  5  mg  to  each  square  cm.  of  sur- 
face. The  roentgen  rays  were  employed  as 
full  or  fractional  Sabouraud  doses,  this  being 
the  quantity  of  roentgen  rays  reqiiired  to  bring 
about  the  fall  of  the  hair  of  the  scalp  without 
visible  reaction,  or  permanent  injiu-y  to  the 
hair  follicles,  and  is  a  sharply  defined  dose." 

Besides  this,  the  author  has  foimd  two 
methods  of  supplementary  treatment  useftd, 
consisting  in  electrolysis  and  autogenous  vac- 
cines. Electrolysis  for  the  small  nodules  that 
are  sometimes  left  at  the  periphery  of  the 
scar  and  which  are  liable  to  become  centres 
of  subsequent  relapse,  has  proved  much  more 
useful  to  him  than  the  appHcation  of  carbonic 
acid  snow.  In  one  of  his  cases,  concurrently 
with  the  first  exhibition  of  radium,  he  trans- 
fixed the  base  of  the  epithelioma  with  an  elec- 
tric needle  in  some  half  dozen  places.  In 
cases  that  have  been  obstinately  septic,  he  has 
found  autogenous  vaccines  of  great  value. 

Of  all  cases  that  could  be  traced,  sixty-six 
per  cent,  were  healed  and  have  remained  healed 
for  the  following  periods: 

Between  3  and  4  years 7 

2    "    3      "     4 

I    "     2      "     9 

Under  i  year 4 

Relapsed 2 

Of  those  treated  by  radium  70  per  cent,  were 
healed,  of  roentgen-treated  patients  43,  and 
of  those  who  had  radiimi  and  roentgen  treat- 
ment 66  per  cent.  The  author  admits  that  the 
residts  from  so  small  a  number  of  cases  are 
misleading,  but  he  believes  they  go  to  demon- 
strate the  following  conclusions: 

(i)  The  administration  of  radium  in  less 
than  one  hour  doses  of  the  strength  specified 
is  likely  to  prove  unsatisfactory,  although 
small  doses  of  roentgen  rays  and  radium  will 
sometimes  bring  about  healing. 

(2)  Raditim  will  heal  when  roentgen  rays 
have  failed. 

(3)  In  most  superficial  cases  screening  is 
not  necessary. 

(4)  Cases  that  are  going  to  do  weU  wiU  do 
so  within  six  months,  and  if  they  have  not 
done  so  within  that  period,  a  drastic  revision 
of  the  treatment  is  imperative. 

(5)  Electrolysis  and  autogenous  vaccines 
are  useful  as  supplementary  methods  of  treat- 
ment. 

(6)  Caustics  are  contraindicated. 
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Translations  and  Abstracts 


Therstappen.  Traumatic  Malacia  of  the 
Os  Naviculare  and  Os  Lunatum.  (Tenth 
Anniversary  of  the  Cologne  Medical  Acad- 
emy. Ref.  Zentralbl.  f.  Roentgenstr.,  191 6, 
Nos.  5  and  6,  p.  156.) 

This  is  a  description  of  two  roentgen  expos- 
ures of  traumatic  malacia  of  the  os  na\'iculare 
and  of  three  of  the  os  lunatum.  The  injuries 
were  caused  by  overstretching  the  wrist.  The 
author  contradicts  Preiser  who  attributes  these 
changes  to  tearing  of  the  ligament.  He  rather 
holds  nutritive  disturbances  responsible  for  the 
cause  of  the  affection.  The  author  also  de- 
scribes the  roentgenological  and  microscopic 
findings  of  several  artificially  produced  injuries 
and  circulatory  disturbances  of  the  calcaneus 
of  a  rabbit. 

Belot,  J.,  AND  Fraudet,  H.  Localization  of 
Foreign  Body  in  the  Eye.  {Jour.  Radiol. 
aw(/£Ze(;/ro/.,Paris,  Vol.  II,No.7,Jan.,i9i7. 
Ref.  Jour.  Amer.  Med.  Assoc,  June  9, 
1917,  p.  1786.) 

Belot  and  Fraudet  emphasize  the  advantages 
of  rapid  roentgenoscopy  and  of  roentgenogra- 
phy in  five  positions  according  to  a  geometric 
system  they  have  devised  and  here  describe 
with  twenty  illustrations  and  a  large  plate. 
With  this  system  they  were  able  to  locate  mi- 
nute scraps  even  of  aluminum,  stone  or  glass, 
which  are  relatively  transparent  for  the  roent- 
gen rays.  In  one  instance  Belot  thus  localized 
a  fragment  from  a  test  tube;  the  particle  of 
glass  was  i  mm  long  by  3^  mm  wide  and 
thick.  They  say  localization  with  the  stereo- 
scopic technic  is  possible  only  when  the  eye  is 
incapable  of  any  movement.  The  preliminary 
roentgenoscopic  examination,  after  the  patient 
has  sat  for  twenty  minutes  in  an  absolutely 
dark  room,  serves  to  locate  the  foreign  body 
in  one  quarter  of  the  orbit  and  may  locate  it 
with  sufficient  precision.  If  not,  they  proceed 
to  roentgenography.  As  the  eyeball  revolves  on 
its  transverse  or  vertical  axis,  if  the  foreign 
bod}''  changes  its  place  proportionally  to  the 
displacement  of  the  periphery  of  the  eyeball, 
then  the  foreign  body  must  be  in  the  eyeball 
itself  or  the  muscles  in  contact  with  it.  If  the 
foreign  body  is  in  the  parts  outside  the  eye- 
ball, its  displacement  with  different  movements 


of  the  eyeball  occurs  according  to  geometric 
principles.  Study  of  the  type  of  displacement 
shows  at  once  the  muscle  involved.  In  twenty- 
five  cases  in  which  this  technic  has  been  ap- 
plied the  foreign  body  was  found  exactly  at 
the  point  in  the  operative  cases.  An  error  of  a 
few  millimeters  in  localization  would  be  negli- 
gible elsewhere,  but  the  eye  is  unable  to  stand 
any  groping.  Even  with  intermittent  screen 
control,  compasses,  etc.,  we  have  no  guarantee 
of  success,  but  the  system  here  described  is  in- 
capable of  failing,  it  is  asserted,  provided  the 
eyeball  is  movable  and  vision  is  not  lost  in  the 
other  eye.  All  that  is  required  is  to  outline  a 
curve,  drawing  the  outline  on  transparent  pa- 
per placed  over  the  five  radiographs  in  turn. 
The  tracing  thus  obtained  locates  the  foreign 
body  with  precision. 

Keeler,  J.  Clarence.  Fracture  of  the  T^mi- 
panic  Plate  of  the  Temporal  Bone. 
{Laryngoscope,  Vol.  XXVII,  No.  3,  March 
1917,  p.  192.) 

Fractures  of  the  tympanic  plate  of  the  tem- 
poral bone  are  so  rare  that  many  of  the  leading 
textbooks  either  on  surgery  or  on  otology  fail 
to  mention  the  condition.  Dr.  Keeler  recently 
presented  at  the  Philadelphia  Laryngological 
Society  a  patient,  a  girl  of  17,  who  had  sus- 
tained considerable  injuries  to  her  head  by 
being  thrown  from  a  motor  cycle.  The  roent- 
genograms showed  the  fracture  at  the  symphy- 
sis, the  broken  teeth,  a  fracture  of  the  left  con- 
dyle of  the  mandible  and  a  fracture  of  the 
tympanic  plate  of  the  temporal  bone  with  up- 
ward displacement. 

The  Introduction  of  Roentgenograms  as  Evi- 
dence. (Medicolegal  Notes,  Med.  Rec,  Feb. 
17,  1917.) 

In  an  action  for  permanent  injury  caused  b}'' 
being  struck  by  an  automobile,  roentgenograms 
of  the  broken  bones  of  the  plaintiff's  leg  were 
permitted  to  be  exhibited  to  the  jury,  although 
they  were  calculated  to  shock  a  la\TTian  and 
might  create  an  impression  of  much  graver 
injury  than  a  surgeon  would  understand  ex- 
isted from  a  consideration  of  them  and  so  result 
in  much  increasing  the  size  of  the  verdict. — 
Berg  vs.  Mitchell.  196  111.  Aop.,  509. 
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Le  Traitement  des  Plaies  Infectees. 
(Treatment  of  Infected  Wounds.)  By  A. 
Carrel  and  G.  Dehelly.  177  pages,  with  78 
text  illustrations  and  4  plates.  Paper  cover, 
price  4  francs.  AIasson&  Cie.,  Publishers, 
Paris. 

As  the  title  of  this  excellent  little  book  im- 
plies, its  contents  are  not  of  primary  interest 
to  the  roentgenologist.  The  treatment  of  in- 
fected woiinds  only  calls  for  the  aid  of  the  lat- 
ter, when  it  is  desirable,  among  other  contin- 
gencies, to  control  the  progress  of  the  healing 
of  compound  fractures,  and  it  is  in  this  con- 
nection that  the  authors  reproduce  a  number 
of  roentgenograms  illustrating  the  satisfactory 
progress  which  badly  infected  wounds  of  war 
origin  have  made  under  the  special  treatment 
they  advocate.  This  treatment  consists  in  the 
systematic  application  of  the  Carrel-Dakin 
method  which  has  of  late  aroused  the  favorable 
attention  of  svirgeons  and  internists  alike.  The 
authors  give  precise  instructions  for  the  prep- 
aration and  application  of  the  Dakin  disin- 
fecting fluid  and  call  attention  to  the  extreme 
importance  of  thoroughly  understanding  these 
details  before  apph-ing  the  method.  In  fact, 
they  attribute  failures  in  the  hands  of  others 
solely  to  the  want  of  adequate  masten,'  of  the 
technic.  This  "apprenticeship"  requires  at  least 
several  weeks  even  for  an  experienced  surgeon, 
but  the  time  is  well  spent  as  the  results  are 
sure  to  be  satisfactory  even  in  cases  where 
older  methods  are  useless. 

Although  the  book  is  written  in  French,  the 
terminology  employed  is  so  simple  that  a  phy- 
sician acquainted  ^v4th  the  fundamentals  of 
the  language  will  be  able  to  understand  it. 
The  book  may  be  obtained  in  this  country 
from  the  publisher  of  this  journal. 

Medicine  and  Surgery,  June,  191 7.  Annual 
Subscription  S3. 00;  single  copies  30  cents. 
Published  by  Medicine  and  Surgery  Pub- 
lishing Co.,  St.  Louis,  Mo. 

The  June  number  of  this  recently  created 
magazine  is  almost  entirely  devoted  to  roent- 
genological diagnosis  and  treatment  and  con- 
tains a  number  of  articles  which,  while  not 
going  as  deeply  into  technical  matters  as  jour- 


nals wotdd  that  are  exclusively  devoted  to  this 
specialt}^,  furnish  matter  of  value  and  interest 
to  the  roentgenologist. 

Dr.  Emil  G.  Beck  contributes  a  paper  on 
the  advantages  of  the  stereoscopic  method  and 
incorporates  therein  a  summan,'  of  his  early  as 
well  as  most  recent  experiences  in  the  use  of 
roentgenographic  stereoscopy.  He  recommends 
the  universal  adoption  of  this  method  for  aU 
cases  vrith.  a  ver\'  few  exceptions,  such  as  mak- 
ing lateral  roentgenograms  of  the  spine  to  show 
defects  in  the  bodies  of  the  vertebras  or  in  cases 
where  we  have  simply  to  prove  the  presence 
of  a  foreign  body  and  not  its  location.  Other- 
vn.se,  he  holds,  the  stereoscopic  roentgenogram 
is  indispensable. 

A.  H\Tnan,  in  writing  on  the  difficulties  of 
interpretation  of  renal  and  ureteral  roentgen 
shadows,  thinks  that  the  roentgen  method  is 
the  most  valuable  at  our  disposal  in  the  detec- 
tion of  renal  and  ureteral  calcxiH,  pro^dded  it 
is  used  in  conjiuiction  with  the  other  estab- 
lished methods.  In  order  to  avoid  errors  of  in- 
terpretation in  these  regions,  special  precau- 
tions must  be  used.  Corroborative  e\'idence 
furnished  by  stereoscopy,  the  shadowgraph 
catheter,  pyelography,  and  iireterography  (the 
latter  preferably  combined  with  stereoscopy) 
are  absoluteh'  indicated  in  all  doubtftd  cases. 

MaximiHan  J.  Hubeny  deals  with  the  roent- 
gen examination  of  the  chest,  pointing  out  the 
advantages  derived  from  its  emplo^-ment  in  a 
number  of  thoracic  affections  and  irregiilari- 
ties.  In  this  way  he  dea^jwith  the  esophagus, 
drop  heart  (asthenic  he^),  an^na  pectoris, 
aneiirysm  of  the  thoratrlo  aorta,  pericardial  ef- 
fusions, milian,-  tuberaji<||£s,  fibrosis  with  con- 
sequent displacement  of  The  trachea,  chronic 
indxn-ated  fibroid  phthisis  of  the  limg  with 
compensatory  emphysema  of  the  opposite 
side,  metastatic  carcinomatosis,  sarcomatous 
infiltration  secondary  to  sarcoma  of  head  of 
humerus,  mediastinal  timior  (endothelioma), 
hydropneumothorax,  and  pleuris}-  with  effusion 
—  all  of  which  are  illustrated  by  roentgeno- 
grams. 

Roentgenotherapy  in  malignant  tumor  of 
the  parotid  saHvar}^  gland  forms  the  subject  of 
Chas.  A.  Pfender's  contribution.  The  Hterature 
does  not  abound  with  case  reports  of  malignant 
tumors  of  the  salivary  parotid  gland  treated 


57 


58 


Book  Reviews 


either  by  radium  or  roentgen  rays,  for  the  sim- 
ple reason  that  few  men  have  had  opportimity 
to  employ  radium  on  account  of  its  expense, 
while  roentgenotherapy  until  quite  recently 
had  not  perfected  a  technic  which  enabled 
the  operator  to  destroy  the  tumor  mass  with- 
out injury  to  the  patient.  The  author  recalls 
what  was  probably  the  first  case  of  sarcoma  of 
the  parotid  treated  by  roentgen  rays  in  1908 
by  Bataille  and  Meret,  of  Rouen,  France.  The 
course  of  this  case  was  interesting.  The  first 
operation  was  followed  in  15  days  by  recur- 
rence. Then  roentgenization  appeared  to  check 
the  progress  of  the  sarcoma  but  did  not  de- 
stroy the  tiimor  cells,  as  the  microscopic  study 
showed  karyokinetic  figures  in  the  sections. 
The  second  operation  was  not  complete  either 
but  was  immediately  followed  by  roentgeniza- 
tion with  complete  recovery  in  two  weeks.  At 
the  time  of  the  report,  eight  months  had 
elapsed  with  no  sign  of  recurrence. 

In  conclusion  the  author  reports  three  inop- 
erable cases  treated  by  roentgen  rays.  In  the 
first  case  the  patient  died  from  multiple  me- 
tastases; the  second  patient  was  entirely  well 
six  months  after  treatment  and  the  prognosis 
of  the  third  case  was  unfavorable  due  to  low 
general  vitality.  Death  was  due  to  exhaustion. 

A.  C.  Christie  writes  on  the  diagnosis  of 
bone  tumors,  taking  as  a  basis  the  classifica- 
tion as  given  in  Bryant  and  Buck's  "Practice 
of  Surgery,"  combined  with  Bloodgood's  classi- 
fication of  secondary  cysts.  The  differential 
diagnosis  of  bone  timiors  is  simimed  as  f oUows : 
Exostoses  may  be  accurately  diagnosed  by  their 
roentgen  appearance.  Chondroma  when  grow- 
ing laterally  from  the  epiphysis  gives  a  typical 
roentgen  picture,  and  multiple  enchondromata 
are  readily  retognized.  Single  chondroma  oc- 
curring centrally  may  be  mistaken  for  benign 
cyst  or  giant-celled  sarcoma,  but  the  treat- 
ment is  practically  identical  for  all  three. 
Periosteal  sarcoma  may  be  confused  with  tu- 
berculosis, osteomyelitis,  syphilis  or  Charcot's 
joint,  and  the  greatest  care  is  necessary  to 
differentiate  them.  Multiple  myeloma  and  en- 
dothelioma are  rare.  The  former  can  usually 
be  recognized,  but  the  latter  can  not  be  dis- 
tinguished clinically  from  sarcoma.  Benign 
cysts  are  likely  to  be  confused  only  with  chon- 
droma or  giant-celled  sarcoma.  Carcinoma  of 


bone  may  be  confused  with  tubercular  disease, 
especially  in  the  spine,  but  if  care  is  taken  in 
examining  for  areas  of  regeneration  and  to  dis- 
cover the  primary  cancer,  a  mistake  is  usually 
avoided. 

Syphilitic  pleurisy  with  effusion  is  either  an 
unusual  lesion  or  one  that  escapes  identifica- 
tion, according  to  P.  G.  Skillem,  who  presents 
a  roentgenogram  of  right  side  of  thorax,  show- 
ing columnar  area  of  syphilitic  thickening  of 
pleura.  A  dark  area  extends  along  the  lateral 
wall  of  the  thorax  from  axilla  to  diaphragm 
and  helped  to  clear  up  the  diagnosis. 

Samuel  B.  Childs  reports  a  case  of  a  gall- 
stone in  the  ampulla  of  Vater  and  reproduces 
a  roentgenogram,  intending  to  show  the  com- 
mon duct  and  the  right  and  left  hepatic  ducts 
after  bismuth  injection,  with  the  gallstone  at 
the  lower  end  of  the  duct,  but  it  is  imfortimate 
that  the  illustration  could  not  have  been  re- 
produced more  clearly. 

In  an  article  on  the  treatment  of  malignancy 
by  radium,  Russell  H.  Boggs  arrives  at  the 
following  conclusions: 

Operable  growths  should  be  operated,  ex- 
cept certain  types  of  epithelioma,  and  then 
have  after-treatment  by  roentgen  rays  or  ra- 
dium. Leading  surgeons  are  beginning  to  recog- 
nize radiimi  as  a  legitimate  means  of  treat- 
ment. One  of  the  most  striking  results  of  ra- 
dium treatment  is  the  disappearance  of  offen- 
sive secretions  in  almost  every  case.  Every  ad- 
vanced or  inoperable  case  shoiild  be  treated 
with  radiiun,  for  palliation  at  least.  In  the  past, 
the  treatment  of  hopeless  carcinoma  cases  has 
been  morphine;  to-day  it  should  be  radiother- 
apy. 

The  "X-ray  and  Raditmi  Treatment  of 
Leukemia  and  Hodgkin's  Disease"  is  the  sub- 
ject of  a  paper  by  Isaac  Levin.  A  great  many 
attempts  have  been  made  to  show  that  these 
diseases  are  of  an  infectious  origin  and  caused 
specific  microorganisms,  but  there  is  no 
definite  evidence,  according  to  this  author, 
that  any  of  this  class  of  diseases  are  caused  by 
an  infectious  agent  and  it  seems  more  plausi- 
ble, for  the  present  at  least,  to  maintain  that 
they  are  closely  related  to  malignant  neo- 
plasms. Levin's  paper  intends  to  show  that 
the  resiilts  of  roentgen  and  radium  therapy 
bear  out  this  contention. 
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IN  no  aspect  of  x-ray  practice  has  indi- 
viduality been  so  pronounced  as  in  the 
locaUzation  of  foreign  bodies,  and  the  very 
multiplicity  of  methods  advanced  is,  of 
itself,  proof  of  the  limitation  of  all  of  them. 
As  each  operator  advances  in  experience, 
he  will,  doubtless,  find  himself  favoring  a 
practice  depending  much  upon  the  prin- 
ciples here  given  but  differing,  perhaps 
even  more,  in  detail. 

Accurate  Determination  of  the  Ver- 
tical Ray 

The  essence  of  localization  is  accuracy. 
Before  any  attempt  is  made  in  the  use  of 
localizing  devices  the  location  of  the  focus 
point  must  be  determined.  Upon  this  loca- 
tion and  the  ability  to  determine  it  rest 
most  of  the  methods  to  be  described.  For 
this  the  device  shown  in  Fig.  i  is  recom- 
mended. 

This  may  be  adapted  to  any  standard 
tubestand  with  cone  attachments,  using 
the  cone  fitting  of  that  particular  stand  as 
a  base.  In  the  diagram  (Fig.  i)  let  (A)  be 
such  cone  base;  (B)  sl  brass  or  other  metal 
tube  with  3^  in.  bore  except  at  the  extreme 
upper  end  where  it  is  reduced  to  §  in.; 
(C)  is  a  pointer  rod,  and  {D)  a  set  screw  to 
hold  it  in  place.  It  is,  therefore,  not  only  a 
device  to  accurately  center  the  focus  but  it 


serves  as  well,  by  means  of  the  pointer,  to 
indicate  the  point  which  the  central  ray 
will  strike.  Substituting  the  attachment 
(P)  for  the  pointer  rod  we  have  a  plumb 
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Fig.  I.    Diagram  of  the  Author's  Tube  Centering 
Device,  Pointer  Omitted. 


line  with  which  to  discover  the  course  of 
the  vertical  ray.  (Fig.  2.) 

The  vertical  ray,  hereafter  often  referred 
to,  is  that  ray  proceeding  from  the  focus 
w^hich  is  perpendicular  to  the  plate  or 
screen.  For  casual  examination,  it  may 
be  permissible  to  think  of  a  "central"  ray 
proceeding  from  the  focus  to  the  center  of 
the  plate,  but  for  localization  this  will  not 
do.  Even  should  the  focus  be  so  badly  cen- 
tered that  no  ray  from  it  is  perpendicular 
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to  the  plate,  the  vertical  ray  is  still  the  ray 
perpendicular  to  the  plane  of  the  plate.  In 
any  of  the  following  methods  which  con- 
sider the  vertical  ray  as  centered  upon  the 
center  of  the  plate,  it  is  at  once  manifest 
that  any  degree  of  failure  to  meet  that  re- 
quirement must  detract  just  that  degree 
from  the  accuracy  of  the  result.  In  fluor- 
oscopy where  the  tube  is  confined  in  a 
leaded  box  with  a  movable  diaphragm  no 
less  care  is  needed.  A  convenient  device  for 
this  purpose  is  Fig.  3  made  from  a  piece 
of  brass  pipe,  2"  or  2>"  in  length,  set  in  the 
center  of  a  wood  block  3"  square  and  1" 
thick.  The  under  side  is  cut  away  or  rab- 


visualized  by  means  of  cross  threads,  or 
determined  by  pre-arranged  scales  of  meas- 
urement or  measured  by  rule. 

One  of  the  earliest  of  the  graphic  methods 
was  that  described  by  Mackenzie  David- 
son^ and  since  known  by  his  name  or  as  the 
cross-thread  method.  It  consists  primarily 
of  a  frame  by  which  the  two  separate  posi- 
tions of  the  focus  and  the  focus  plate  dis- 
tance can  be  accurately  relocated.  There 
are  provided  also  small  pointed  weights 
("mice")  to  the  points  of  which  are  fas- 
tened threads.  In  practice  two  exposures  are 
made  upon  the  same  plate  from  separate 
positions  of  the  focus,  both  of  which  are 
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Plumb-Line  Attachment  for  Centering 
Device. 


Fig.  3.  Diagram  of  Centering  Device  Applicable 
TO  Rectangular  Opening  Diaphragms.  (Cross 
Section.) 


beted  3^  in.  on  all  sides  leaving  a  shelf  by 
which  the  device  rests  on  the  shutter  which 
is  opened  to  fit  it  (2  in.  square) .  If  the  focus 
is  acciirately  centered  the  tube  will  cast  a 
circular  shadow  on  the  screen,  otherwise 
the  shadow  will  be  oval. 

In  all  stereoscopic  localization  the  verti- 
cal ray  or  the  focus  is  in  the  median 
position,  the  two  exposures  being  made 
with  rays  equally  oblique  to  this  perpen- 
dicular. 

Localization  by  Means  of  Plates 

Cross-thread  Method. — It  may  be 
said  that  all  plate  methods  of  localization 
and  many  of  the  fluoroscopic  methods  de- 
pend upon  a  simple  problem  of  triangu- 
lation,    which   for    our   purpose    may   be 


carefully  recorded.  The  resulting  plate 
bears  a  double  image  of  all  shadows  cast  by 
the  subject,  including  a  double  image  of 
the  shadow  of  the  foreign  body.  The  plate  is 
dried  and,  by  the  aid  of  shadows  cast  upon 
its  margin  by  an  indicator,  is  placed  in  the 
frame  in  a  position  exactly  corresponding  to 
its  position  relative  to  the  focus  during  the 
exposures.  The  threaded  points  are  now 
placed  upon  the  two  shadows  of  the  for- 
eign body  and  the  threads  are  carried  to 
points  accurately  replacing  the  two  focus 
positions.  If  the  work  has  been  accurately 
done  the  threads  will  be  found  to  barely 
touch  at  a  point  of  crossing  and  this  point 
shows  the  distance  of  the  foreign  body 
from  the  plate. 

Slight  modifications  of  the  original  model 
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are  said  to  be  in  active  service  in  British 
military  hospitals  to-day.  The  original  and 
all  American  derivatives  are,  however, 
open  to  one  serious  objection  for  military 
use.  This  is,  that  a  localization  having  been 
made,  the  whole  apparatus  is  tied  up  until 
that  particular  foreign  body  has  been  re- 
moved. This  has  been  quite  overcome  by 
Marion-  in  his  localizer  which  is  now  popu- 
lar with  several  operators  in  French  bases. 
This  consists  of 
(Fig.  4)  a  table 
(b)  upon  which  is  a 
photographic  plate 
{p)  on  which  the 
region  of  the 
wound  is  laid;  a 
graduated  column 
(t)  vertically  fixed 
on  one  side  of  the 
table ;  a  horizontal 
semicircular  sup- 
port (s)  adjustable 
up  and  down  the 
column  (/)  and  sup- 
porting adjustable 
scales  and  indica- 
tors; another  and 
similar  support  (s') 
adjustable  in  the 
same  way  upon 
column  {t)  but 
below  (s),  and 
carrying  scales 
{r-r'),  vertical  in- 
dicators (CC),  and 
a  pointing  rod  (g) 
adjustable  in  any 

direction.  The  latest  models  have  two  of 
these  pointers  and  a  caliper  (h)  for  measure- 
ments. 

Use. — The  region  to  be  examined  is 
placed  upon  the  table  in  the  operating 
position.  The  foreign  body,  approximated 
by  previous  examination,  is  placed  as 
nearly  as  possible  in  the  line  of  the  direct 
ray.  At  a  few  centimeters  distance  to  one 
side  is  placed  a  lead  indicator,  as  a  square 
with  an  opening  at  its  center.  The  location 
of  this  marker  is  permanently  marked  upon 


Fig.  4. 


the  skin.  Vertically  above  this  marker  and 
at  a  measured  distance  from  the  plate  the 
focus  is  centered  and  the  first  exposure  is 
made.  The  lead  marker  is  then  placed  an 
equal  distance  to  the  other  side.  The  focus 
is  again  centered  above  it  and  the  second 
exposure  is  made. 

The  distance  of  each  position  of  the  skin 
marker  above  the  plate  is  then  ascertained 
with  the  caliper  and  recorded. 

The  negative 
having  been  devel- 
oped and  dried  we 
have  a  plate  show- 
ing two  shadows 
of  the  foreign  body 
and  one  shadow  of 
the  lead  skin 
marker  in  each 
position.  Remem- 
ber also  that  in 
each  position  this 
marker  was  verti- 
calh^  beneath  the 
focus  during  the 
exposure,  but  that 
the  column  (t)  with 
its  attachments 
was  removed. 

Reassembling  the 
A  p  pa  rains  for 
Operation.  —  The 
negative  is  re- 
placed upon  the 
base  in  exactly  its 
position  during 
the  exposures. 
Column  (t)  is  re- 
placed and  the  two  indicators  {dsindd')  made 
to  occupy  exactly  the  positions  of  the  two 
focal  centers  during  the  exposures.  The 
pointed  weights  (m  and  m')  are  placed  upon 
the  centers  of  the  foreign  body  shadows  and 
the  threads  nm  to  {d  and  d').  The  point  of 
contact  marks  the  altitude  of  the  foreign 
body.  The  support  (s')  is  now  adjusted  and 
the  indicating  rods  (C  and  C)  are  made  to 
coincide  with  the  path  of  the  vertical  ray 
for  each  exposure.  These  rods  will  then  if 
projected  upward  touch,  the  centers  of  (d) 


Late  Model  Marion  Loc.ai.izer,  Showixg  Two 
Pointers  and  Table  Caliper. 
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and  id')  and  if  projected  downward  will 
touch  the  centers  of  the  two  skin  marker 
shadows.  With  the  aid  of  the  caliper  the 
lower  points  of  (c  and  c')  are  set  to  the  height 
above  the  plate  of  the  skin  markers  as  pre- 
viously recorded.  The  pointer  (g)  is  now  set 
so  that  its  lower  end  touches  the  point  of 
contact  of  the  threads  and  the  rider  (i)  is 
set  close  to  the  sleeve  (o).  In  later  models, 
two  pointers  are  both  so  adjusted. 

The  threads,  pointed  weights,  plate, 
and,  if  so  desired,  the  upper  support  (s)  are 
now  removed.  The  pointer  (g)  (or  both 
pointers  if  there  are  two)  is  pulled  w^ell  up 
into  the  sleeve  (o)  taking  care  that  the 
sleeve  is  not  moved,  and  the  patient  so 
adjusted  under  the  points  (c  and  c')  that 
these  points  are  in  exact  contact  with  the 
permanent  skin  marks.  The  pointer  (g)  (or 
two)  is  now  lowered  until  it  touches  the 
patient's  skin.  It  then  gives  the  direction 
in  which  the  foreign  body  lies  and  the  dis- 
tance between  the  lower  border  of  the 
rider  (i)  and  the  upper  border  of  the 
sleeve  {o)  is  the  distance  of  the  foreign 
body  below  the  skin  in  that  direction. 

Sources  of  Error. — Of  these  the  most 
difficult  to  eliminate  is  the  question  of  the 
exact  location  of  the  focus  points. 

With  this  localizer,  when  several  localiza- 
tions are  to  be  made  before  any  of  them 
are  operated  it  is  most  essential  that  the 
various  measurements  and  adjustments  be 
accurately  recorded. 

HiRTZ  Compass. — ^Another  graphic  meth- 
od using  a  widely  different  application  of 
the  triangulation  process  is  the  compass 
of  Hirtz  2^ 

In  Fig.  5  let  (R)  be  the  sensitized  plate. 
Upon  its  envelope  is  placed  a  lead  marker 
(V)  and  upon  this  is  accurately  centered 
the  direct  ray  from  focus  point  (F).  The 
projectile  is  (P) .  {A,B and  C)  are  three  metal 
markers  at  conveniently  chosen  points  on 
the  skin.  If  the  focus  is  displaced  to  (F)  and 
to  (F'),  (Fig.  6),  and  an  exposure  made  at 
each  point,  there  will  result  upon  the  plate 
two  shadows  each  of  (A,  B,  C  and  P). 

Knowing  the  distances  (VV)  and  (FF') 
we  are  able,  by   measuring   the  displace- 


ment in  each  pair  of  shadows,  to  set  forth 
all  the  data  needed  for  the  primary  problem. 


Fig.  5.    Diagram  of  the  Hirtz  Compass. 

Making  the  Plate. — (i)  The  approximate 
position  of  foreign  body  should  first  be  de- 
termined by  one  of  the  fluoroscopic  meth- 
ods. 

(2)  Upon  the  center  of  a  plate  of  proper 
size  place  a  marker,  say  a  lead  triangle  (F'). 
Center  the  focus  accurately  above  this 
point. 

(3)  Being  careful  not  to  change  position 
of  either  tube  or  plate,  place  the  patient  so 
that,  as  well  as  can  be  judged,  the  shadow 
of  the  projectile  will  fall  a  little  to  one  side 
of  the  center  ( F') .  The  position  should  also 
be  one  desirable  for  operation. 

(4)  Choose  and  mark  with  lead  indica- 
tors three  convenient  skin  points  to  form  a 
triangle,  of  which  the  normal  ray  (VV) 
shall  be  the  approximate  center;  not  too 
near  together  lest  they  embarrass  the  oper- 
ative incision;  not  too  far  apart  lest  their 
shadows,  one  or  both,  be  projected  outside 
the  plate.  It  is  well  to  have  these  markers 
perforated  in  the  center. 

(5)  Fix  the  focus  at  a  chosen  altitude 
(uniform  for  all  cases).  Co-efficient  tables 
for  50  cm.  and  for  60  cm.  altitude  are  sup- 
plied with  the  instrument. 

(6)  Two  points  (F  and  F')  are  chosen  at 
this  altitude  which  are  equidistant  from 
the  central  line  (VV).  This  displacement 
should  also  be  uniform  and  in  most  cases 
is  6  cm. 
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(7)  Two  exposures,  one  at  (F)  and  one  at 
(F'),  are  now  made  upon  one  plate.  After 
development  we  find  a  single  shadow  of  ( V) 
and  two  shadows  of  each,  the  foreign  body 
[and  the  three  skin  markers.  These  latter 
should  be  indelibly  marked  upon  the  skin; 
tattooing,  thermocautery,  etc.,  etc. 

Graphical  Construction. — (a)  When  the 
plate  is  dry  mark  by  a  point  of  ink  the 
centers  of  the  shadows  of  each  of  the  lead 
:  markers  and  of  the  foreign  body. 
I  (b)  Place  a  tracing  paper  over  the  plate 
'and  mark  these  ink  points,  as  they  are 
seen  through,  upon  it. 

(c)  It  will  be  found  that  imaginary 
lines  between  each  pair  of  shadows  will  be 
parallel  to  each  other.  Through  the  point 
{V)  draw  a  line  parallel  to  these.  (Fig.  6.) 

(d)  Upon  this  line  fix  the  points  {FF')  by 
a  measurement,  exactly  the  same  as  the  two 
displacements  of  the  tube.  (Another  way 
would  be  to  determine  these  points  before 
the  exposure  and  to  fix  opaque  markers 
upon  the  plate  vertically  beneath  each 
focus  position,  exactly  as  the  point  ( V)  was 
determined  in  step  (2),  above.) 

(e)  Mark  upon  the  chart  each  separate 
shadow,  as  for  instance  (a)  for  the  right 
hand  shadow  of  skin  mark  (a  and  a')  for 
its  left  hand  shadow.  Similarly  {F  and  F') 
represent  respectively  right  and  left  posi- 
tions of  the  focus. 

(/)  Reciprocally,  join  by  pencil  and 
ruler  (a  to  F'),  {b  to  F),  {c\o  F')  and  (P 
to  F')  and  likewise,  {a'  to  F),  {b'  to  F),  [c' 
toV)  and  {P'  to  F). 


(g)  At  intersection  of  lines  from  {a-a') 
mark  a  point  (i),  from  {b-b')  (2)  and  from 
{c-c')  (3),  and  at  the  intersection  of  {P-P') 
a  dot. 

(/^)  Measure  with  a  rule  the  distances 
{pp'),  {aa'),  {bb')  and  {cc')  which  correspond 
to  the  spreading  of  the  images  and  read  on  a 
previously  calculated  table,  which  accom- 
panies the  apparatus,  the  numbers  cor- 
responding to  the  heights  of  the  different 
points  (P,  I,  2  and  3)  above  the  horizontal 
plane  of  the  plate.  There  is  a  table  calcu- 

Table  I 

Focus  Plate  Distance    600  mm. 
Tube  Shift  60  mm. 


Fig.  6.     Typical  Chart  for  Use  with  the  Hirtz 
Compass. 


Spreading 

Height 

Spreading 

Height 

I 

10 

26 

181. 5 

1-5 

145 

26.5 

184 

2 

195 

27 

186 

2.5 

24 

27 

5 

188.5 

3 

28.5 

28 

191 

3-5 

33 

28 

5 

193 

4 

37-5 

29 

195.5 

4-5 

42 

29 

5 

198 

5 

46 

30 

200 

5-5 

50.5 

30 

5 

202 

6 

54-5 

31 

204.5 

6.5 

58.5 

31 

5 

206.5 

7 

62.5 

32 

208.5 

7-5 

66.5 

32 

5 

211 

8 

70.5 

33 

213 

8.5 

74-5 

33 

5 

215 

9 

78.5 

34 

217 

9-5 

82 

34 

5 

219 

10 

85.5 

35 

221 

10.5 

89.5 

35 

5 

223 

II 

93 

36 

225 

II-5 

96.5 

36 

5 

227 

12 

100 

37 

229 

12.5 

103.5 

37 

5 

230.5 

13 

107 

38 

232.5 

13 -5 

110 

38 

5 

234-5 

14 

113. 5 

39 

236.5 

14-5 

117 

39 

5 

238 

15 

120 

40 

240 

155 

123 

40 

5 

242 

16 

126.5 

41 

243.5 

16.5 

129.5 

41 

5 

245.5 

17 

132.5 

42 

247 

175 

135.5 

42 

5 

249 

18 

138.5 

43 

250.5 

18.5 

141.5 

43 

5 

252 

19 

144.5 

44 

254 

19-5 

147 

44 

5 

255.5 

20 

150 

45 

257 

20.5 

153 

45 

5 

258 . 5 

21 

155.5 

46 

260.5 

21.5 

158.5 

46 

5 

262 

22 

161 

47 

263 . 5 

22.5 

163.5 

47 

5 

265 

23 

166.5 

48 

266.5 

23-5 

169 

48 

5 

268 

24 

171.5 

49 

269.5 

245 

174 

49 

5 

271 

25 

176.5 

50 

272.5 

25 -5 

179 
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Table 

II 

Focus  Plate  Distance    600 

mm. 

Tube  Shift 

50 

mm. 

reading 

Height 

Spreading 

Height 

I 

8 

26 

151 

1-5 

12 

26.5 

153 

2 

16 

27 

155 

2.5 

20 

27.5 

157 

3 

24 

28 

159 

3-5 

27-5 

28.5 

161 

4 

31 

29 

163 

4-5 

35 

29.5 

165 

5 

38.5 

30 

166.5 

5-5 

42 

30.5 

168.5 

6 

45-5 

31 

170.5 

6.5 

49 

31.5 

172 

7 

52 

32 

174 

7-5 

55-5 

32.5 

175.5 

8 

59 

33 

177-5 

8.5 

62 

33-5 

179 

9 

65 

34 

181 

9-5 

68.5 

34.5 

182.5 

10 

715 

35 

184 

10.5 

74-5 

35-5 

186 

II 

77-5 

36 

187-5 

II-5 

80.5 

36.5 

189 

12 

83.5 

37 

190.5 

12.5 

86 

37.5 

192.5 

13 

89 

38 

194 

13-5 

92 

38.5 

195-5 

14 

94-5 

39 

197 

145 

97-5 

39-5 

198.5 

15 

100 

40 

200 

15-5 

102.5 

40.5 

201.5 

16 

105 

41 

203 

16.5 

108 

41.5 

204.5 

17 

no. 5 

42 

206 

17-5 

113 

42.5 

207.5 

18 

II5-5 

43 

208.5 

18.5 

118 

43-5 

210 

19 

120 

44 

211. 5 

195 

122.5 

44-5 

213 

20 

125 

45 

2145 

20.5 

127.5 

45-5 

215-5 

21 

129-5 

46 

217 

21.5 

132 

46.5 

218.5 

22 

134 

47 

2195 

22.5 

136.5 

47-5 

221 

23 

138.5 

48 

222 

23-5 

140.5 

48.5 

223 . 5 

24 

143 

49 

224.5 

245 

145 

49-5 

226 

25 

147 

50 

227.5 

25 -5 

149 

lated  for  a  focus  height  of  60  cm.  and  one 
for  50  cm.  There  is  also  made  a  direct  read- 
ing rule  or  scale  which  answers  the  same 
purpose. 

(i)  Subtract  successively  the  number  ex- 
pressing the  height  of  (P)  from  those  which 
correspond  to  the  points  (1,2  and  3).  These 
differences  are  noted  and  later  used  in 
setting  the  compass  for  depth.  The  com- 
pass, schematically  shown  in  Fig.  5,  has 
three  arms  (1,2  and  3),  revolving  around  a 
common  axis   (0)   through  an  opening  in 


which  there  moves,  with  light  friction,  a 
rod  (5)  bearing  an  indicator  (r)  with  set 
screw\  On  each  arm,  in  an  adjustable  rider, 
and  moving  perpendicular  to  the  plane  of 
the  three  branches,  there  slides  a  rod  hav- 
ing millimeter  graduations.  A  winged  nut 
under  the  axis  of  the  compass  serves  to  set 
the  branches  in  a  desired  position. 

Setting  the  Compass. — {a)  Place  the  rod 
(5)  in  the  median  position,  set  the  gradua- 
tion of  each  of  the  other  rods  at  zero  and 
loosen  the  winged  screw. 

{h)  Place  the  transparent  paper  chart 
on  a  small  drawing  board  with  the  point  of 
the  rod  (5)  on  the  horizontal  projection  of 
the  foreign  body.  Place  the  ends  of  the 
other  rods  on  points  (1,2  and  3). 

(c)  Shorten  the  rods  or  lengthen  them 
until  they  stand  at  the  number  of  mm. 
found  as  the  diiTerence  in  distance,  from  the 
plate,  between  each  skin  marker  and  the 
projectile.  (Fig.  7.) 
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Fig. 


HiRTz  Compass  Set  Re.\dy  for  Application 
TO  THE  Patient. 


The  compass  is  now  ready  for  use.  The 
patient  is  removed  to  the  operating  table 
and  placed  in  the  position  in  which  the 
.v-ray  examination  was  made.  This  re- 
quirement is  not  too  rigid.  It  is  only  needed 
that  the  rod  points  shall  coincide  with 
three  skin  marks  (Fig.  8).  When  this  condi- 
tion is  fulfilled,  the  localizing  rod  (5)  is 
lowered  to  touch  the  skin.  It  now^  indicates 
the  direction  in  which  the  foreign  body  lies 
and  its  depth  is  told  by  the  distance  be- 
tween the  lower  border  of  the  indicator  (r) 
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and  the  upper  margin  of  the  canal  in  which 
the  localizing  rod  moves.  By  means  of  an 
|arc  almost  any  desired  adjustment  of  the 
localizing  rod  may  be  obtained  without 
resetting  the  compass.  The  method  is  in- 
teresting in  that  the  localizing  instrument 
plays  no  part  in  the  production  of  the  plate, 
but  is  set  entirely  from  the  plate  findings. 


Fig.  8.     Hirtz  Compass  Applied  to  the  Patie.vt. 

It  must  be  kept  in  mind  that  when  two 
exposures  are  made  on  one  plate,  each  ex- 
posure should  be  just  one  half  of  the  actual 
exposure  time.  If  two  full  exposures  are 
made  the  plate  will  be  too  dense  for  easy 
reading. 

LOCALIZATION     BY    THE    STEREOSCOPE 

This  is  often  most  satisfactory,  the  more 
so  if  there  is  real  cooperation  between 
x-ray  specialist  and  surgeon.  It  is  most 
important  that  sufficient  opaque  land- 
marks be  provided  to  produce  the  stereo- 
scopic effect  from  the  skin  surface.  For 
instance  the  writer  has  used,  for  some 
years  past,  a  paste  of  lead  oxide  and  vase- 
Hn  to  fill  the  normal  skin  markings  of  the 
hand  and  thus  utilize  the  entire  palm  as  a 
foreground  by  which  needles,  etc.,  may  be 
localized.  In  larger  parts  a  circle  or  cross  of 
fuse  wire  at  wound  of  entrance,  a  T  of  the 
same  over  a  tender  point,  etc.,  will  add 
materially  to  the  efficiency.  Again,  if  the 
foreign  body  is  in  close  relation  to  some 
well-known  surgical  landmark,  e.  g.,  in  the 


glenoid  fossa,  the  stereoscope  would  give 
the  best  information. 

Whatever  we  may  concede  as  against 
plates  for  localization  they  stiU  hold  first 
place,  easily,  in  the  discovery  of  smaller 
fragments  and  more  especially  when  larger 
fragments  are  present  in  the  same  field. 
And  when  infection  is  present  and  removal 
is  sought,  for  that  reason  the  plate  is  a 
paramount  necessity  in  order  that  the  last, 
even  if  smallest,  fragment  may  be  dis- 
covered. 

LOCALIZATION   BY  MEANS    OF  THE 
FLUOROSCOPE 

In  this  procedure  it  is  vitally  important 
that  the  focus  point  of  the  tube  be  accurate- 
ly centered,  and  for  the  same  reasons  as 
stated  under  the  plate  methods. 

With  the  fluoroscope  one  can  learn  very 
promptly  the  approximate  location  of  the 
foreign  body  with  relation  to  the  skin  or 
bones,  and  therefore  the  probable  point 
of  surgical  approach. 

Fluoroscopic  methods  may  be  classified 
as  immediate  or  mediate  according  as 
localization  and  removal  are  combined  or 
separate;  and  as  indirect  or  direct  accord- 
ing as  the  localization  is  obtained  by  the 
displacement  of  the  shadow  in  the  oblique 
ray  as  compared  with  that  in  the  vertical 
ray,  or  by  various  positions  of  the  body  in 
the  vertical  ray. 

A         1 


Fig.  9.  Diagram  Showixg  the  Button  Caxxula  and 
Trochar  axd  the  Harpoon,  as  well  as  the  way 
they  may  be  used. 

The  milled  wing  at  the  head  of  the  cannula  may  be 
engaged  with  a  strong  forceps  and  thus  obviate  the 
necessity  for  getting  the  hands  into  the  open  ray. 
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IMMEDIATE   METHODS 

Trochar  and  Cannula. — Of  the  immediate 
methods  the  most  important  is  that  of 
Sutton.^^'^^  The  following  description  is 
given  by  Flint. ^^ 

"  It  is  extremely  convenient  in  most  cases 
to  have  a  definite  guide  to  facilitate  the 
search  for  the  projectile  during  the  actual 
operation.  Undoubtedly,  the  most  useful 
instrument  of  this  type  is  that  devised  by 
Sutton,  which  may  also  be  utilized  as  a 
localizer  when  the  projectiles  are  situated 
in  the  muscular  portions  of  the  body.  Sut- 
ton's localizer  consists  in  a  trochar   and 


that  when  the  field  of  operation  was  stained 
with  blood,  it  was  difficult  to  see  the  wire, 
which  was  also  too  fine  to  be  felt  readily 
as  the  operation  proceeded  into  the  depths. 
Accordingly,  we  substituted  a  small  har- 
poon, about  the  diameter  of  the  obturator, 
which  is  passed  through  the  cannula,  where 
it  opens  and  becomes  fixed  in  the  tissues 
immediately  about  the  foreign  body.  After 
the  cannula  is  withdrawn,  the  projecting 
portion  of  the  harpoon  is  bent  over  parallel 
to  the  skin  surface  and  is  covered  with  a 
sterile  dressing.  Thereupon  the  patient  is 
dispatched  to  the  operating  room.  This 
larger  guide  can  be  seen  with  great  ease  and 


Fig.  10.  Haret's  Method.  Diagram  to  show 
Mo\^MEXT  OF  Shadow  with  two  Positions  of 
Tube. 

cannula  which  is  introduced  under  the  skin 
previously  anesthetized  by  novocain.  After 
disinfection,  the  operator  puts  on  sterile 
rubber  gloves  or  manipulates  the  cannula 
by  means  of  sterile  artery  forceps.  It  is 
plimged  beneath  the  skin  and  the  sharp 
trochar  is  removed  from  the  cannula, 
which  is  then  replaced  by  a  blunt  ob- 
turator. The  field  is  covered  with  sterile 
towel  and  the  fluoroscope  employed.  Under 
the  direct  vision  of  the  operator,  the  can- 
niila  with  its  obturator  is  passed  down 
through  the  tissues  imtil  it  touches  the 
projectile.  At  this  point,  the  light  is  ttimed 
on  and  the  obturator  removed.  In  Sutton's 
original  method,  it  is  replaced  by  a  piece  of 
very  fine  piano  wire  with  a  crochet  end. 
This  fine  wire  serves  as  the  surgical  guide 
to  the  foreign  body.  We  found,  however. 


Fig.   II.     Haret's  Method.     The  Ixterpretation 
Board. 


also  felt  during  the  operation,  as  it  leads 
directly  to  the  foreign  body.  It  is  quite 
obvious,  however,  that  this  method  can- 
not be  employed  except  in  the  extremities 
or  in  the  muscular  portions  of  the  body, 
owing  to  the  possible  injury  of  important 
structures.  Small  nerves  and  vessels  are 
pushed  aside  as  the  cannula  and  obturator 
are  introduced.  The  localizer,  harpoon,  and 
the  method  of  using  them  is  shown  sche- 
matically in  Fig.  9." 

In  conversation  with  the  writer.  Dr. 
H.  H.  M.  Lyle  states  that  if  at  all  possible, 
he  undertakes  to  pass  the  Sutton  localizer 
in  the  vertical  ray.  In  this  position  the  head 
of  the  instrument  hides  the  point  and  as 
soon  as  the  point  can  be  seen  it  is  at  once 
known  that  the  instrument  is  deviating 
from  the  direct  course. 
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Intermittent  Control. — Ledoux-Lebard' 
writes  enthusiastically  of  a  method  which 
he  calls  intermittent  control.  In  this  the 
.T-ray  operator  wears,  during  the  entire 
operation,  a  modification  of  the  familiar 
hand  fluoroscopy  This  is  so  arranged  that 
when  not  in  use  it  can  be  tipped  back  over 
the  head,  leaving  the  eyes  protected  from 
light  by  a  suitable  dark  glass. 

Working  in  a  light  room  the  patient  is 
placed  in  suitable  position  for  operation, 
and  the  emergence  of  the  vertical  ray 
through  the  projectile  is  indicated  on  the 


Fig.  12.     Carver's  Method. 

skin.  The  incision  is  made  and  from  time 
to  time  the  surgeon  inserts  one  of  several 
forms  of  long-handled  instruments,  de- 
pending upon  the  distance  and  position 
away  from  direct  rays,  for  his  protection. 
A  fluoroscopic  observation  of  this  position 
of  the  instrument  with  relation  to  the  for- 
eign body  is  now  made  and  information 
given  the  surgeon  from  which  he  proceeds 
in  the  same  direction  as  before  or  in  a  new 
direction  as  the  case  may  be.  By  this  inter- 
mittent control  the  two  work,  the  one 
operating  and  the  other  observing  imtil 
the  body  is  removed.  The  value  of  the 
method  will  depend  entirely  upon  the  skill 
which  any  pair  of  men  ma\'  acquire  for 
"team-work." 

A  serious  objection  to  its  use  is  the  lack 
of  protection.  The  author  says  that  the 
sxirgeon  is  able  to  keep  far  enough  away, 
as  the  tube  is  never  excited  while  the  sur- 
geon is  over  the  wound,  and  that  the  .v-rav 


Fig. 


13.     SHOwaxG  HOW   Movement    of    Shadows 
Varies  with  Distance  from  Screen. 


specialist  has  learned  to  take  care  of  him* 
self. 

INDIRECT  METHODS 

In  the  indirect  methods  one  plots  the 
depth  of  the  foreign  body  from  the  point  on 
the  skin  where  the  vertical  ray  exits  after 
passing  through  the  foreign  body.  Many 
modifications  of  this  principle  are  de- 
scribed in  recent  literature. 

Simple  Tube-shift. — Haret's  method  ^' 
also  described  by  Gocht^^  is  perhaps  the 
simplest  of  this  class.  In  Fig.  10  let  (S)  be  the 
screen,  (T)  the  table,  and  (F)  the  focus.  The 
distance  (FT)  and  the  distance  (TS)  are 
measured  and  recorded.  Practically  (FT)  is 
usually  fixed,  i.  e.,  the  same  for  every  case, 
while  (TS)  is  foimd  upon  a  graduated  up- 
right attachable  to  table,  or  by  actual 
measurement.  The  shadow  of  the  foreign 
body  is  located  in  the  vertical  ray,  the  en- 
trance and  exit  of  which  is  marked,  as  in 


Fig.  14.  Jordan's  Localizer,  End  View. 
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Fig.  15.  Jordan's  Method.  Appearance  of  Image 
FOR  Two  Positions  of  the  Tube  when  Rods  and 
Foreign  Body  are  at  Different  Levels. 


other  methods,  upon  the  skin.  It  is  also 
marked  upon  the  screen,  using  either  the 
pierced  screen  or  greased  pencil.  The  focus 
is  now  shifted  from  (i)  to  (2),  a  measured 
distance,  say  15  cm.  The  shadow  on  the 
screen  will,  of  course,  shift  also  from  (i') 
to  (2').  This  distance  is  measured  and 
noted. 

We  now  have  recourse  to  a  drawing 
board  (Fig.  11),  or  any  plane  surface  of 
suitable  size  (the  scale  may  be  permanently 
laid  out  on  one  of  the  walls  of  the  room)  in 
the  center  of  which  is  a  scale  with  cm. 
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Fig.  16.  Jordan's  Method.  Appearance  of  Image 
FOR  Two  Positions  of  Tube  when  Rods  and  For- 
eign Body  are  in  same  Level. 

graduations  (i-iO»  with  a  straight  edge  to 
fit  a  triangle  (3)  also  graduated  in  cm.  The 
triangle  is  now  set  against  the  vertical  scale 
at  a  distance  equal  to  {FS)  (Fig.  10).  A 
small  nail  is  set  in  the  drawing  board  at  (2) 
to  which  is  fastened  a  thread,  the  distance 
(1-2)  being  equal  to  the  focus  shift  distance 


(Fig.  10).  On  the  graduated  triangle  is  now 
read  the  distance  {i'-2')  of  the  shadow  shift 
as  seen  on  the  screen  (Fig.  10).  The  thread 
is  now  drawn  straight  and  will  cross  the 
vertical  scale  at  a  distance,  below  the 
comer  of  the  triangle,  equal  to  the  dis- 
tance of  the  foreign  body  below  the  screen. 
The  distance  between  the  screen  surface 
and  skin  must  be  deducted,  which  gives 
the  depth  of  the  foreign  body  from  the 
skin. 

Carver  s  Method. — The  method  described 
by  Carver^"  does  not  require  measurement 


Fig.  17.  Diagram  to  show  use  of  Ring  Pointer. 
Two  Successive  Positions  in  which  the  Pointer 
IS  placed. 


of  the  focus-screen  distance  nor  that  of  the 
focus  shift.  The  screen  is  fitted  to  an  up- 
right which  is  graduated  and  provided 
(Fig.  12)  with  a  glider  ig).  In  the  first  posi- 
tion the  screen  is  lowered  to  touch  the  pa- 
tient. (If  it  does  not  touch  the  distance 
from  the  skin  must  be  recorded  and  cal- 
culated in  later.)  The  glider  is  raised  imtil  it 
is  in  contact  with  the  screen  holder.  Man- 
ipulate until  the  foreign  body  shadow  is  in 
the  vertical  ray  as  described  above  and 
mark  both  its  entrance  and  exit  upon  the 
skin.  Now  move  pointer  {A)  (attached  to 
screen)  along  the  scale  on  the  screen  until 
it  marks  the  shadow.  The  focus  is  now 
moved  any  convenient  distance  and  pointer 


Fig.  17A.     The  Ring  Pointer. 
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Fig.  18.  Author's  Rixg  Pointer  and  Marker  Com- 
bined. 

Front  and  lateral  views.  In  both  the  Bowden  cable 
is  shown  as  pushed  out  to  its  marking  position.  At  rest 
it  is  withdrawn  well  below  the  level  of  the  ring. 


(B)  is  moved  to  mark  the  new  position  of 
the  shadow.  Pointer  (C)  is  now  set  at  the 
same  distance  from  (B)  that  (B)  is  from  (A). 
The  screen  is  raised  until  the  shadow  is  shift- 
ed to  (C).  At  this  point  read  on  the  scale  of 
the  upright  the  distance  that  the  screen  has 
been  raised  above  the  glider.  This  equals 
the  distance  of  the  foreign  body  below  the 
screen  in  the  line  of  the  vertical  ray  pre- 
viously marked.  If  the  screen  did  not  rest 
on  the  skin  at  this  point  the  distance  be- 
tween them  must  be  subtracted  from  the 
reading. 

Equal  Shadou'-shift: — Jordan's  method^^ 
is  based  upon  the  fact  that,  given  a  surface 
{s),  an  object  (0)  and  a  distant  light  (L) 
movable  in  a  plane  parallel  to  (s) : — then, 
the  shadow  of  (0)  will  move  proportional 
to  its  distance  from  (s)  or  inversely  as  its  dis- 
tance from  (L) .  In  the  diagram  Fig.  1 3  let  (^ ) , 
(B),  and  (C)  represent  three  bodies  in  the 
same  vertical  plane  but  in  different  horizon- 
tal planes.  With  a  source  of  light  at  {M)  the 
shadows  (C,  A  and  B)  will  be  cast  in  a 
straight  line  (vertical  to  the  plane  of  the 
diagram)  at  (if) .  But  if  the  source  of  light 
be  shifted  to  (i)  or  to  (2)  the  shadow  of  (C) 
will  move  more  and  that  of  (B)  less  than 
that  of  (A). 

Now  transfer  the  same  letters  with  the 
same  significance  to  Fig.  15,  a  diagram  of 
a  fluorescent  screen.  (A)  is  now  the  foreign 
body,  (C)  is  a  rod  in  the  same  vertical  plane 
but  at  a  lower  level,  (B)  is  a  rod  in  the  same 
plane  vertically  but  at  a  higher  level.  With 
the  light  at  position  (M),  the  vertical  ray, 
{A,  B  and  C)  are  in  line,  but  in  position 


2  (the  focus  having  shifted  toward  the 
reader)  the  shadow  of  (B)  has  moved  less 
than  that  of  (A)  while  that  of  (C)  has 
moved  more,  therefore  (A)  is  farther  from 
the  screen  than  is  {B)  but  nearer  than  (C). 

In  Fig.  16  the  rods  have  been  so  main- 
tained upon  their  uprights  that  in  both  posi- 
tion (M)  and  position  (2)  the  shadows  are 
all  in  line,  therefore  both  rods  and  foreign 
body  are  at  same  distance  from  the  screen. 
This  method  should  be  of  value  especially 
with  patients  so  seriously  injured  that 
turning  is  undesirable.  It  will  naturally 
increase  in  difficulty  with  increase  in  size 
of  the  part  examined  and  consequent 
greater  separation  of  the  rods. 

Fig.  14  is  an  end  view  of  Jordan's  appara- 
tus. 

DIRECT   METHODS 

All  direct  methods  depend  upon  some 
means  which  mark  the  point  at  which  the 
vertical  ray  passes  through  the  skin  both 
at  entrance  and  exit.  The  earliest,  most 
simple,  and,  so  the  writer  thinks,  best  of 
these  was  described  by  Morize^  and  many 


4 


Fig.  19.  Diagram  Showing  the  Use  of  the  Fluoro- 
scope  ant)  the  ring  compass  to  obtain  the 
Diagonals  passing  through  the  Projectile  and 

THE  St.AMPS  to  mark  THEM  ON  THE  SkIN. 


others.  It  may  be  called  the  ring  pointer 
(Fig.  17).  In  use  the  foreign  body  shadow 
is  first  located  on  the  screen  and  then  the 
diaphragm  opening  shut  so  that  a  very 
small  zone  of  lighted  screen  surroimds  this 
shadow.  The  ring  is  then  passed  beneath 
the  patient  and  so  manipulated  that  the 
shadow  of  the  ring  surrounds  that  of  the 
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Fig.  20.  Vergely's  Method.  Formation  of  Card. 

foreign  body.  This  point  is  marked  and  the 
ring  is  removed.  Without  moving  tube  or 
patient  the  same  procedure  is  undertaken 
with  the  ring  over  the  body  and  again  the 
point  is  marked.  The  patient  is  now  turned, 
and  with  tube  and  diaphragm  in  the  same 
position  a  second  pair  of  marks  is  secured. 
Three  or  even  four  pairs  tend  to  still 
greater  accuracy.  By  marks  either  of  dis- 
tinctive color  or  of  distinctive  shape  each 
pair  should  be  made  easily  distinguish- 
able from  every  other  pair.  The  ac- 
curate marking  of  such  points  as  occur 
on  the  under  aspect  of  the  patient  may 
offer  some  difficulty.  Following  a  sugges- 
tion^ the  writer  has  devised  an  instru- 
ment which  may  perhaps  be  original  to  the 


This  cable  carries  at  its  distal  end  a  minute 
bit  of  cotton  saturated  with  copying  ink, 
and  is  so  directed  that  a  thumb  pressure 
will  project  it  into  the  middle  of  the  ring. 
The  marking  thus  is  made  accurate  and 
rapid.  The  writer  prefers  a  set  of  four,  each 
inked  with  a  distinctive  color.  It  need 
hardly  be  said  that  such  marks  are  most 
temporary  and  must  be  replaced  with 
others  more  prominent  before  the  patient 
is  even  moved  from  the  room.  For  this 
purpose  Ledoux-Lebard  uses  either  the 
thermocautery  or  a  tattooing  instrument; 
but  unless  the  removal  is  to  be  long  delayed 


Fig.  23.  Diagram  Showing  how  the  Profondometer 
Is  Employed  to  make  Cross  Section  Charts  and 
its  Use  in  Indicating  the  Exact  Position  of  the 
Incisions. 


Fig.  21. 


Fig.  22. 


Fig.    21.    Vergely's   Method.    Distinctive   Marks 

Transferred  to  Card. 

Fig.  22.  Vergely's  Method.  Completed  Chart. 

extent  that  it  combines  the  ring  and  the 
marker.  This  consists  (Fig.  18)  of  a  ring 
fitted  to  a  tubular  handle  which  carries  a 
Bowden  cable.  (The  original  model  made 
use  of  an  ordinary  shutter  release  such  as 
are  commonly  used  on  amateur  cameras.) 


it  seems  that  solid  silver  nitrate  should  be 
quite  sufficient.  An  elaboration  of  the  ring 
pointer  is  found  in  the  ring  forceps  or  cal- 
ipers described  by  Belot  ^,  and  modified  by 
Flint.  In  this  instrument  (Fig.  19)  the 
upper  and  lower  ring  are  combined  and  so 
manipulated  over  and  under  the  patient 
that  both  ring  shadows  appear  as  one  1 
about  that  of  the  foreign  body. 

REPORTING  TO  THE  SURGEON 

Localizing    methods    may    be    ever    so  , 
clever,  but  if  we  fail  to  transmit  their  infor-  "j 
mation  to  the  surgeon  so  that  he  actually 
extracts   the  foreign  body  from  that  in- 
formation, then  there  is  a  fault  somewhere. 
It  is  perhaps  as  often  a  failure  to  translate 
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the  findings  into  a  form  that  the  surgeon 
readil}^  grasps  as  it  is  a  fault  of  the  method. 

In  the  case  of  the  indirect  methods  the 
information  gained  is  that  the  foreign  body 
is  at  a  definite  depth  from  a  spot  marked 
on  the  skin.  The  line  from  the  skin  mark 
to  the  foreign  body  at  the  time  of  localiza- 
tion is  a  perpendiciilar,  but  if  the  patient 
is  rotated  the  line  will  become  obUque.  It 
is  therefore  important  that  the  position  of 
the  patient  at  the  time  of  operation  should 
be  the  same  as  at  the  localization. 

Cardboard  Cut-outs. — The  direct  methods 
may  be  reported  graphically  as  follows: 
We  have  four,  six,  or  eight  marks  upon  the 
skin  grouped  in  pairs,  each  pair  represent- 
ing a  line  passing  through  the  foreign  body, 


Fig.  24.  Use  of  Two  Profoxdometers  at  Right 
Angles  to  Each  Other. 


and,  if  accurateh'  placed,  all  will  be  in  a 
regular  line  encircling  the  part.  The  sepa- 
rate marks  should  be  permanently  marked, 
as,  for  instance,  with  solid  silver  nitrate, 
and  the  encircling  line  may  be  less  perma- 
nent, as  with  writing  ink.  We  may  now 
employ  the  method  of  Vergely  ^*  (Fig.  20) . 
In  a  plain  card  of  suitable  size  an  opening 
is  cut  to  fit  the  wounded  region  at  the  level 
of  the  skin  markings.  These  markings  are 
then  transferred  to  the  margin  of  this 
opening  (Fig.  21)  using  in  this  instance  dis- 
tinctive signs,  the  -f-  and  the  — .  A  better 
method  is  the  use  of  distinctive  colors.  The 
card  is  now  removed  and  laid  upon  a  sheet 
of  paper  on  which  the  'margin  of  the  open- 
ing is  traced  as  are  also  the  distinctive 
marks.   These   marks   are  now   connected 


Fig.  25.  HoRizoxTAL  and  Vertical  Sections  Indi- 
cated BY  Fig.  24. 


by  pencil  lines  +  to  -f-  and  —  to  —  or  red 
to  red  and  blue  to  blue,  etc.  (Fig.  22). 

The  Profondometer. — ^Another  method  is 
by  the  use  of  flexible  metal  strips.  During 
the  present  war  this  has  rapidly  gained  in 
general  favor  but  was  first  recorded  by 
Flint  ^^  and  by  him  credited  to  Irr^-in  and 
by  them  named  the  profondometer.  It  may 
be  made  of  any  flexible  material  which  has 
yet  enough  stability  to  retain  its  shape 
when  carefiiUy  handled.  The  writer  prefers 
block  tin  from  1/16  to  3/32  in.  thick  and 
from  3^  to  I  in.  in  width.  Two  pieces  are 
hinged  end  to  end  and  are  made  of  suitable 
length  for  the  parts  to  be  examined,  some- 
what more  than  one  half  the  circumference 
of  the  arm,  thigh,  or  torso  as  the  case  may 
be.  These  are  now  moulded  about  the  part 
at  the  desired  level,  taking  care  to  place  the 


Fig.  26. 


Fig.  27. 


Fig.  26.  Use  of  two  Profontdometers  on  the  Foot. 
Fig.  27.  Horizontal  and  Vertical  Sections  Indi- 
cated BY  Fig.  26. 
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hinge  in  a  favorable  position  that  the  in- 
strument may  be  removed  without  dis- 
turbing its  shape.  The  point  of  overlap  is 
marked  and  the  distinctive  marks  are 
transferred  in  exactly  the  same  maimer 
(Fig.  23)  as  described  for  Vergely's  card, 
and  in  a  like  manner  the  paper  chart  is 
made.  The  further  procedure  is  described 
by  Flint  as  follows : 

"The  profondometer  is  thereupon  re- 
moved from  the  paper  and  the  correspond- 
ing points  are  converted  into  real  diagonals 
b}'  a  niler,  so  that  we  have  the  exact  posi- 
tion of  the  projectile  indicated  at  the  point 
where  the  Hnes  intersect.  Finally,  the  im- 
portant anatomical  structiu"es  can  be 
sketched  into  the  cross-section,  a  procedure 
which  is  greatly  facilitated  by  the  aid  of  a 
good  cross-section  anatomy  like  that  of 
E3Tlesheimer,  and  Shoemaker,  for  ex- 
ample. It  is  now  possible  with  these  data  to 


Fig.  28.  Debierxe's  Compass. 

plan  the  operation  and  select  the  incision 
with  reference  to  surgical  and  anatomical 
considerations,  which  is  then  marked  on 
the  tracing.  By  means  of  the  profon- 
dometer, the  position  of  the  incision  can  be 
transferred  to  the  skin  surface  of  the  body 
by  first  marking  it  from  the  tracing  on  the 
instrument  and  then  replacing  the  latter 
on  the  body  in  its  original  position  and 
making  a  corresponding  mark  on  the  skin. 
The  tracing  may  then  be  used  to  obtain 
exact  measurements  from  the  incision  to 
the  projectile.  The  various  stages  of  the 
application  of  the  profondometer  and  the 


Fig.  29.  Application*  of  Debierxe's  Compass. 

method  of  obtaining  the  tracing  are  shown 
in  Fig.  23.  It  is  important  to  remember  in 
obtaining  cross- sections  of  large  regions  of 
the  body,  like  the  chest  or  abdomen,  where 
there  may  be  some  distortion  of  the  pro- 
fondometer from  the  spring  in  the  metal 
which  might  lead  to  a  slight  error,  that  it  is 
well  to  control  the  anteroposterior  and 
lateral  diameters  of  the  section  under 
examination.  This  is  done  most  easily  by 
checking  up  these  dimensions  as  the  pro- 
fondometer is  placed  on  the  paper.  There 
are  certain  parts  of  the  body  where  a  simple 
horizontal  locaHzation  sometimes  does  not 
give  the  data  necessary"  for  extraction,  owing 
to  the  interposition  of  bony  structures,  and 
in  these  cases  the  method  must  be  modified. 
Such  an  instance  occurs,  for  example,  where 
a  shell  fragment  lies  between  the  clavicle 
and  the  scapula  adjacent  to  the  brachial 
plexus  and  axillar\"  vessels.  As  the  only 
operative  route  lies  above  the  shoulder, 
this  fact  necessitates  the  addition  of  a  right 
angled    or    vertical    localization,    starting 
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Fig.  30.  A  Baxd  Guide  axd  its  Application  to  the 
Abdomex. 
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Fig.  31.  Tripod  Baxd  Guide  and  Chart  to  Accom- 
PAXY  it. 


from  one  of  the  original  diagonals  as  a  base 
line.  I  solved  this  problem  b}^  placing  a 
malleable  band  of  metal  similar  to  the  pro- 
fondometer and  moulding  it  to  the  shoulder 
in  a  position  at  right  angles  (Fig.  24)  to  the 
ends  of  one  of  the  diagonals.  This  diagonal 
is  then  projected  out  to  one  side  of  the  chart 
(Fig.  25)  and  the  vertical  contour  of  the 


Fig.  32.  Application  of  Tripod  Band  Guide  to  the 
Abdomen. 


shoulder  obtained  by  a  tracing  of  this 
second  piece  of  moulded  metal.  This 
makes  it  possible  to  obtain  accurate  meas- 
urements from  above  and  to  select  the 
proper  incision  from  the  siirgical  point 
of  view.  Another  similar  problem  is  pre- 
sented by  the  case  where  a  shell  frag- 
ment lodged  between  the  internal  malleolus 
and  the  astragalus.  This  patient  had  been 
operated  upon  unsuccessfully  in  another 
hospital.  The  horizontal  localization  shows 
the  interference  of  the  malleolus  with  the 
selection  of  a  direct  incision,  which  should 


of  choice  be  from  below.  By  the  use  of  a 
secondary  band  extending  below  the  sole 
of  the  foot,  as  is  shown  in  Fig.  26,  not  only 
the  incision,  but  accurate  measurements 
from  it  to  the  shell  fragment  are  obtained. 
The  charts  with  the  right  angled  localiza- 
tion are  given  in  Fig.  27.  It  can  readily  be 
seen  that,  with  similar  variations  of  this 
method,  there  is  not  a  part  of  the  body 
which  cannot  be  rendered  accessible  and 
for  which  data  for  the  extraction  of  pro- 
jectiles cannot  be  obtained." 

Guiding  Instruments. — Not  infrequently 
the  surgeon  feels  the  need  of  some  tangible 
guide  as  an  added  assurance  that  the  chart 
is  being  accurately  used.  Such  is  the  com- 
pass of  Debieme^^  the  use  of  which  is 
easily  understood  from  Figs.  28  and  29. 
The  bar  is  an  arc  and  the  pointer  may  be 
shifted  at  will  without  resetting  the  com- 
pass. 

A  much  simpler  device  for  the  same 
purpose  is  described  by  Flint  as  follows: 

"To  provide  an  operative  guide  for 
abdominal  and  chest  cases  or  those  with 
projectiles  in  the  neck,  where  the  Sutton 
localizer  would  be  dangerous,  a  band  guide 
was  devised  and  used.  This  is  made  as 
follows:  A  small  band  of  aluminum  is  bent 
double.  It  is  then  placed  on  the  tracing 
(Fig.  30)  with  the  bend  at  the  position  of 
the  projectile  extending  in  a  straight  line 
through  the  selected  incision.  At  the  skin 
level,  the  two  arms  are  bent  to  conform  to 
the  skin  contour.  In  this  way,  after  the 
incision  is  made,  the  guide  can  be  slipped 
into  the  wound  and,  when  the  proper  depth 
is  obtained,  it  should  touch  the  projectile. 
As  there  is,  however,  certain  possible  inac- 
curacy in  this  instrument  owing  to  the  fact 
that  the  indicator  can  swing  through  the 
arc  of  a  circle,  a  tripod  guide  and  pointer 
were  devised  as  an  improvement.  This  is 
moulded  to  the  skin  contour  from  the  chart 
(Fig.  31)  with  the  socket  of  the  pointer  ly- 
ing in  the  plane  of  incision.  It  is  then  placed 
in  the  corresponding  position  upon  the 
patient  and  three  marks  made  upon  the 
skin  at  the  ends  of  the  tripod  (Fig.  32).  The 
tripod  is  then  replaced  upon  the  chart  and 
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the  pointer  inserted  and  adjusted  so  that 
it  reaches  the  depth  of  the  projectile,  where 
it  is  fixed  in  position  by  a  thumb  screw. 
Obviously,  when  this  is  utilized  during 
the  operation,  the  three  marks  upon  the 
skin  will  always  control  the  position  of  the 
pointer  so  that  it  leads  directly  to  the  for- 
eign body.  While  these  various  guides  are 
very  convenient  during  the  actual  period 
of  the  operation,  they  are  not  absolutely 
essential.  As  a  matter  of  routine,  it  has 
usually  been  our  custom  to  utilize  them, 
particularly  the  Sutton  cannula  and  har- 
poon, in  conjunction  with  the  charts, 
because  they  facilitate  and  simplify  the 
operation.  Moreover,  there  is  an  additional 
factor  of  safety  in  utilizing  one  method 
to  check  the  possible  errors  of  another." 

[Editor's  Note. — In  the  foregoing  ar- 
ticle we  find  several  instances  where  the 
names  of  authors  have  been  attached  to 
the  methods  which  they  have  described, 
even  though  the  authors  themselves  have 
disclaimed  any  intention  to  hold  the  meth- 
ods as  original.  For  instance,  Jordan 
specifically  states  that  the  method  he  has 
employed  was  already  in  use  by  Shenton. 
Haret  disclaims  originality  for  the  method 
attributed  to  him.  Flint  himself  calls  at- 
tention to  the  fact  that  malleable  bands 
were  used  before  him  b}^  Warluzel  and 
Jollant. 

In  order  to  place  before  oiir  readers,  for 
future  reference,  a  list  of  articles  on  foreign 


body  localization,  there  will  be  published 
in  the  March  issue  a  collective  review^  on 
the  subject,  beginning  with  the  earliest 
publications  of  March,  1896. — J.  T.  C] 
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THE  last  six  months  seem  like  a 
dream  to  many  physicians.  Men  who 
i  were  following  the  regular  duties  of  civilian 
I  medical  practice  were  summoned  to  army 
life  and  the  difference  is  as  great  as  that 
between  a  clerg>'man  in  a  country  town  and 
a  traffic  policeman  on  Fifth  Avenue.  What 
roentgenologist  would  have  imagined  that 
he  was  to  undergo  the  paring-down  process 
of  the  training  camp,  with  its  hikes,  setting- 
up  exercises  and  early  hours?  Nevertheless, 
many  have  survived  these  things  and  look 
back  at  them  with  even  som.e  pleasure  and 
satisfaction. 

The  early  summer  found  many  physi- 
cians of  the  Officers'  Reserve  Corps  eyeing 
telegrams  from  Washington  which  ordered 
them  to  proceed  to  a  training  camp.  M}^ 
surprise  at  the  first  enlisted  man's  salute, 
the  quandary  about  the  parts  of  the  uni- 
form and  the  proper  honors  and  cere- 
monies, were  probably  the  experiences  of 
other  reserve  officers.  It  has  been  said 
that  at  least  one  doctor  reported  at  Fort 
Benjamin  Harrison  ornamented  with  a 
sabre  and  shortly  after  inquired  for  his 
orderly  who  was  to  polish  or  rather 
"police"  his  shoes  and  run  his  errands. 

A  part  of  the  barracks  at  Fort  Benjamin 
Harrison  was  erected  for  a  training  camp 
for  the  medical  officers,  while  the  remainder 
housed  several  thousand  student  officers. 
Each  of  the  four  medical  companies  of 
about  one  hundred  m.en  was  commanded 
by  an  officer  of  the  regular  medical  corps 
who  acted  as  instructor.  Each  company 
was  furnished  with  two  sleeping  barracks 
and  a  mess  hall  with  the  kitchen  at  one 
end.  The  only  formality  of  the  day  which 
did  not  require  the  premonitory  whistle 
of  the  top  sergeant  occurred  when  the  col- 
ored boys  stood  by  to  unlatch  the  mess- 
hall  doors  at  meal  times. 

The  companies  began  the  day's  work 


with  roll  call  at  half -past  five  in  the  morning. 
This  was  preceded  by  as  m-uch  time  as 
each  individual  desired.  One  showed  by 
his  calm  demeanor  and  well  groomed  ap- 
pearance that  he  believed  in  preparedness. 
Another  indicated  by  his  hasty  exit  into 
the  company  street  at  the  last  minute 
that  he  had  not  yet  become  adjusted  to  his 
changed  habits.  After  the  top  sergeant  had 
made  his  report,  the  company  joined  the 
others  in  battalion  formation  for  the  set- 
ting-up exercises.  It  was  an 'amusing  and 
pathetic  sight  to  see  the  men  of  that  partic- 
ular profession  which  advocates  hygiene 
in  its  various  forms  at  this  drill.  It  is  not 
necessary  to  sketch  the  picture  further. 
The  rest  of  the  morning  after  breakfast 
was  taken  up  with  road  work,  foot  drill, 
map  sketching,  tent  pitching  and  ambu- 
lance or  litter  drill.  In  the  afternoon,  class- 
room w^ork  filled  the  hours  until  five 
o'clock. 

The  question  has  been  debated  many 
times  as  to  whether  or  not  the  doctor  with 
special  medical  training  and  ability  should 
undergo  the  course  of  "right  face,"  "litters 
post"  or  "pitch  shelter  tents"  of  the  camp 
as  well  as  the  other  requirements  of  the 
drill.  The  answer  to  this  is  clearer  to  the 
man  who  has  been  through  the  training 
than  to  the  one  who  theorizes  about  it. 
The  new  officer  has  entered  into  military 
surroundings  and  should  know  what  is 
expected  of  him  as  well  as  what  to  expect 
of  others.  He  will  be  in  command  of  a  group 
of  men  who  in  turn  have  had  military 
training  and  who  know  that  certain  re- 
quirements have  been  established  for 
them.  How,  then,  can  he  obtain  the 
clean-cut  results  in  his  work,  unless  he 
knows  what  to  do  and  what  should  be 
done  by  others? 

It  may  be  necessary  in  an  emergency 
for  the  officer  to  take  command  of  troops. 
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The  sense  of  de  projundis  clamavi  would 
then  come  home  to  him  in  full  force  in  his 
helplessness.  In  reality,  he  is  in  the  way  if 
untrained  in  army  routine.  Moreover,  let 
it  be  slyly  mentioned  that  a  little  discipline, 
out-door  living,  and  regular  exercise  for 
untrained  muscles  will  benefit  him. 

The  average  age  of  the  men  at  this  medi- 
cal camp  was  about  forty  years  and  seventy 
per  cent,  were  married.  No  other  branch 
of  the  army  can  show  greater  patriotism. 

For  the  roentgenological  division,  men 
were  selected  who  were  fitted  for  the  work 
by  previous  training.  For  further  instruc- 
tion, schools  of  war  roentgenology  were 
established  in  several  cities,  as  Boston, 
New  York,  Kansas  City,  San  Francisco 
and  others.  Members  of  the  American 
Roentgen  Ray  Society  were  commissioned 
by  the  War  Department  to  act  as  in- 
structors. At  the  end  of  the  three  months' 
intensive  training  in  practical  work,  dem- 
onstrations and  lectures,  the  men  found 
suitable  were  assigned  to  base  hospitals  or 
cantonments.  War  roentgenology  is,  in  a 
way,  a  specialty  within  a  specialty.  The 
classes  are  drilled  in  the  wiring  and  me- 
chanics of  the  machines  and  the  ways  of 
locating  and  correcting  difficulties.  In 
times  of  stress  "over  there,"  the  electrician 
maynotbe  available.  The  operator  must  also 
be  conversant  with  the  niunerous  methods 
of  locating  foreign  bodies  and  to  this  end 
each  school  was  furnished  with  wax  an- 
atomical parts  in  which  were  imbedded 
bits  of  metal  for  localization.  Accuracy  and 
speed  with  the  fluoroscope  are  especially 
sought  for  and  localization  methods  which 
require   calculation   may   be   passed   by, 


when  twenty-four  hundred  cases  are 
brought  in  from  the  front  within  sixty 
hours,  as  occurred  at  one  base  hospital. 

Eventually  orders  arrive  for  the  men  at 
the  schools  to  depart,  and  each  with  his 
goods,  chattels  and  swagger  stick  sets  out 
for  his  assignment  with  move  sang-froid  than 
when  he  first  donned  his  uniform.  After 
his  respects  have  been  paid  to  his  new  com- 
manding officer,  he  investigates  his  quar- 
ters and  laboratory.  The  standard  equip- 
ment is  found  to  be  the  transformer, 
fluoroscopic  table,  vertical  fiuoroscope, 
vertical  plate  changer,  eye  localizer  and 
Coolidge  tubes  with  tube  stand.  The  work 
is  similar  to  that  of  a  general  hospital 
where  fracture  and  dental  work  together 
with  chest  examinations  take  the  first 
place. 

There  is  very  little  social  life  at  the  can- 
tonments. On  a  half  holiday  there  is  an 
exodus  of  officers  from  the  camps  and  the 
enlisted  men  load  down  the  army  trucks 
even  to  sitting  on  the  hoods  and  fenders. 
The  provisional  officers  are  occupied  with 
evening  lectures  and  studies  during  the 
week,  so  that,  if  they  are  fortunate  enough 
to  be  situated  near  an  active  town,  the 
occasional  hotel  fare  and  moving  picture 
show  makes  an  agreeable  break.  In  the 
day  time,  companies  are  drilling  on  all 
available  open  spaces  and  from  the  distant 
rifle  range  come  the  sounds  of  target  prac- 
tice. In  the  new  buildings  under  construc- 
tion, the  numerous  workmen  find  oppor- 
tunity to  practice  camouflage  on  their  own 
behalf.  Everywhere,  the  spirit  of  accom- 
plishment is  apparent,  and  all  are  pressing 
toward  the  desired  objective. 
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THE  roentgenogram  is  not  a  picture  of 
disease.  It  is  a  record  only  of  varying 
resistance  to  the  passage  of  the  ray  offered 
by  the  parts  roentgenographed.  For  ex- 
ample, the  semi-solid  liver-like  substance 
in  sarcoma,  the  blood-stained  fluid  in  bone 
cysts  and  the  pus  in  bone  abscesses  often 
cannot  be  differentiated  by  means  of  the 
roentgen  ray  alone,  because  penetration 
depends  upon  specific  density  which  in 
turn  depends  upon  the  atomic  weight  of 
the  elements  of  the  substance.  The  inter- 
pretation and  meaning  of  various  shadows 
in  bone  lesions,  whether  they  are  caused  by 
pathologic  conditions  or  not,  require,  on 
the  part  of  the  roentgenographic  diagnos- 
tician, a  full  knowledge  of  the  clinical  ex- 
pressions of  the  various  affections  and  of 
the  various  shadows  in  consequence  there- 
of. 

A  case  of  osteomyelitis  of  six  to  eight 
weeks'  standing,  as  the  case  shown  by 
Fig.  I,  presents  a  characteristic  picture. 
The  mottled  appearance  on  the  plate, 
alternating  dark  and  light  areas,  with 
rarefaction,  indicating  bone  softening  and 
loss  of  lime  salts  extending  from  the  epi- 
physeal line  downwards  with  no  epiphyseal 
involvement  and  showing  the  new  bone 
formation  at  the  periphery',  is  practically 
pathognomonic  of  osteomyelitis.  In  the  case 
shown  by  Fig.  2,  a  more  virulent  type  of 
infection  of  only  five  days'  duration,  the 
roentgenogram  reveals  softening  of  the 
cancellous  structure  of  the  lesser  tro- 
chanter shown  by  the  absorption  of  the 
lime  salts  in  this  area;  also  the  shaft  of 
the  bone  is  darker  than  that  of  the  op- 
posite femur.  This  is  due  to  the  surround- 
ing pus  beneath  the  periosteum  giving  a 
similar  effect  to  the  blood  found  between 
the  periosteiim  and  bone  in  scur\w.  This 
was    confirmed    by    operation.    A    culture 


from  the  pus  obtained  was  found  to  be 
nearly  a  pure  streptococcic  strain.  In 
acute  osteomyelitis,  the  infection  is  at 
first  located  in  the  medulla.  When  the 
pyogenic  infection  is  ver>^  virulent,  rapid 
and  extensive,  as  case  represented  by  Fig. 
2,  it  causes  blockage  of  the  vessels,  not 
only  of  the  medulla,  but  also  of  the  shaft, 
producing  necrosis.  The  main  nutrient 
vessels  of  the  bone  are  thrombosed,  but 
due  to  separate  blood  supply  of  the  epiphy- 
seal ends  and  the  periosteum  these  are  not 
affected.  The  roentgen  ray  has  its  limits 
in  the  diagnosis  of  early  cases  of  osteomyeli- 
tis because  changes  in  structure  (density) 
of  the  bone  has  not  been  produced.  The 
diagnosis  must  be  made  by  means  of  the 
clinical  signs  and  symptoms,  not  relying 
on  the  roentgen  findings  in  early  cases. 

Fig.  3  is  a  case  of  osteomyelitis  six 
months  after  seven  inches  of  the  shaft  of 
the  bone  was  removed.  As  much  of  the 
periosteum  as  possible  was  left.  Fig.  4  is 
the  same  case  two  years  after  operation. 
The  regeneration  of  bone  by  the  direct 
division  of  osteoblasts  is  well  shown  in 
the  upper  fragment  and  ossification  pro- 
ceeded rapidly,  due  to  the  favorable  con- 
dition of  the  case.  The  periosteum  normally 
contains  few  or  no  osteoblasts,  but  if 
certain  stimuli  be  applied  to  the  imderlying 
osseous  tissue,  we  find  the  osteoblasts  are 
increased  in  the  Haversian  canals  and  are 
found  to  accimiulate  in  the  subperiosteal 
areolar  tissue  surroimding  the  area  of 
irritated  bone.  Osseous  production  ensues 
to  an  extent  limited  by  the  osteoblastic 
supply,  as  shown  in  this  case  from  the 
lower  fragment  extending  upward. 

Bone  abscesses  are  readily  detected  on  a 
roentgenogram  and  are  seen  to  be  of  a 
large  size  (larger  than  a  hazel  nut).  They 
have  but  little  densitv  in  their  center,  but 
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Fig.    I.    Osteomyelitis   of   the    Tibia,  Six    Weeks' 
Duration. 

Showing  marked  disturbance  of  the  shaft,  due  to 
necrosis  and  new  periosteal  bone  formation.  No  in- 
volvement of  the  epiphysis. 

are  surrounded  by  a  wall  of  considerable 
density.  These  abscesses  are  usually  due 
to  an  infection  in  the  spongy  tissue.  When 
old  or  of  long  standing,  they  may  be  sur- 
rounded by  a  dense  ebumated  wall.  If  of 
great  extent,  we  may  find  a  network  of 
trabeculae  extending  through  the  entire 
area.  When  this  occtirs,  differential  diag- 
nosis, with  some  bone  lesions  to  be  later 
described,  is  very  difficult. 

Post-typhoid  lesions  of  bone  sometimes 
occur  at  long  intervals  following  typhoid 
fever.  The  "collar  stud  abscess"  is  typical. 
Here  we  have  an  increase  of  the  compact 
layer  of  the  affected  bone  with  a  corre- 
sponding narrowing  of  the  medullary  canal. 
In  other  cases,  the  periosteum  is  principally 
affected  and  there  is  a  tendency  to  necrosis 
of  the  underlying  bone.  When  it  affects 
the  spine,  the  vertebrse  are  not  well  de- 
fined, but  there  is  no  absorption  of  the 
intervertebral  discs  as  in  tubercular  lesions 
of  the  spine. 


Fig.  5  is  a  case  of  gonorrheal  arthritis  of 
one  month's  duration.  The  roentgenogram 
showed  the  bone  normal.  The  synovial 
fluid  shows  a  slight  cloudiness  compared 
with  the  normal  ankle.  Fig.  6  shows  a  case 
of  longer  standing;  eight  months  since  the 
initial  lesion.  There  are  marked  changes  in 
the  articular  head  of  the  femur  and  the 
acetabular  cavity  allowing  a  partial  dis- 
location. Fig.  7  shows  a  case  similar  to  the 
last  one  reported,  only  of  longer  duration; 
eight  years  since  the  initial  trouble  with  the 
joint.  It  is  now  in  the  quiescent  stage  firmly 
ankAdosed.  In  the  early  cases  of  gonorrheal 
arthritis,  the  findings  are  usually  negative. 

The  typical  roentgenogram  of  tubercular 
osteitis  shows  rarefaction  of  the  bone 
(atrophy),  one  or  more  areas  of  bone  de- 
struction and  a  peculiar  hazy  appearance 
simulating  a  poor  slate.  The  latter  helps 
to  differentiate  bone  atrophy  found  in 
atrophic  arthritis;  bones  of  the  aged 
atrophy  from  nonuse  and  from  the  absorp- 
tion of  lime  salts  in  tubercular  osteitis. 
Primarily  tubercular  infection  of  the  shaft 
of  bones  rarely  occurs  except  in  the  pha- 
langes,  metacarpal   and  metatarsal  bones. 


Fig.  2.     Acute  Osteomyelitis  o?  the  Femur,  Dura- 
tion Five  Days. 

Shows  an  area  of  increased  radiability  of  the  lesser 
trochanter.  The  cortical  layer  of  the  shaft  of  the  bone 
shows  ver>'  plainly,  due  to  the  pus  beneath  the  detached 
periosteum. 
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It  occurs  most  frequently  in  earh'  life  and 
is  often  associated  with  involvement  of 
the  joints.  When  the  disease  is  confined 
to  the  synovial  membrane  and  cartilage, 
the  roentgen  plate  may  show  bone  atrophy 
and  effusion  in  the  joint,  but  is  often  nega- 
tive. There  are  cases  of  tubercular  osteitis 
where  erosions  in  the  bone  outside  the 
joint  are  shown  on  the  roentgen  plate, 
but  nothing  in  the  joint  itself.  Common 
examples  of  this  type  are  found  in  the  ole- 
cranon of  the  ulna,  the  great  trochanter 
of  the  femur,  and  the  internal  or  external 
condyles  of  the  femur.  Removal  of  the 
diseased  area  will  usually  cure  these  cases. 
In  others,  however,  the  signs  of  joint  dis- 
ease persist,  although  the  roentgen  plate 
shows  no  joint  involvement.  This  is  due  to 
pathologic  conditions  already  in  the  syn- 
ovial membrane  of  the  joint  and  does  not 
show  on  the  roentgenogram.  In  acute 
tubercular  osteitis  the  hazy  appearance  is 
usually  well  marked,  together  with  rare- 
faction and  atrophy  of  the  bone.  This  may 


Fig.  3.  Case    Similar    to    Fig.    i. 

Where  surgeon  removed  seven  inches  of  the  shaft  of 
the  tibia,  leaving  as  much  of  the  periosteum  as  possible. 
This  plate  was  taken  six  months  after  operation. 


Fig.  4.  Same   Case  as  Fig.   3:   Taken  Two  Years 
Later,    Showing   the   Growth   of   the   Bone. 


be  all  that  is  shown  on  the  roentgenogram. 
In  these  cases  areas  of  bone  destruction, 
even  with  abscesses,  often  blend  with  areas 
of  rarefaction,  so  that  the  outline  of  the 
abscess  cavity  is  ill  defined  and  the  extent 
of  the  diseased  bone  cannot  be  told  from 
the  examination  of  the  roentgenogram. 
The  clinical  symptoms  must  be  kept  in 
mind  and  the  extent  of  the  operation  is  in- 
dicated by  the  bone-softening,  presence  of 
sequestra  or  pus.  In  quiescent  cases  of 
tubercular  osteitis,  the  extent  of  bone 
destruction  or  wall  of  abscess  cavity  is 
usually  well  defined  on  the  roentgenogram, 
and  a  general  appearance  of  rarefaction 
takes  the  place  of  the  hazy  appearance. 
In  tuberculosis  of  bone,  we  find  no  prolifer- 
ation of  bone.  We  have  rarefaction  without 
bone  gro^^'th.  Primarily,  it  is  a  joint  dis- 
ease affecting  the  adjacent  cancellous 
structure  and  very  seldom  occurring  in 
cortical  bone  or  the  periosteum.  As  regards 
the  prognosis  in  tubercular  lesions  of  bone, 
the  roentgen  ray  is  of  the  utmost  value  in 
the  study  of  the  progress  of  cases. 
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Fig.  5.  Gonorrheal  Arthritis  of  the  Ankle  Joint, 
OF  One  Month's  Duration. 

The  roentgenogram  shows  some  cloudiness  of  the 
synovial  fluid,  but  no  bone  involvement. 

Syphilis  of  bone  is  very  difficult  to  diag- 
nose due  to  the  different  methods  of  affect- 
ing the  bony  structure.  The  three  chief 
manifestations  of  syphilis  of  bones  are 
epiphysitis,  periostitis  and  gumma.  Syph- 
ilitic epiphysitis  shows  on  the  roentgeno- 
gram as  an  irregular  epiphyseal  line, 
thickened  epiphyses  and  periosteal  new 
bone  formation  on  the  shaft  side  of  the 
epiphyseal  line.  It  differs  from  tubercu- 
losis in  that  in  the  latter  we  find  rarefac- 
tion. Syphilis  affects  the  epiphyseal  side 
rather  than  the  diaphysis.  Occasionally 
erosions  and  separation  of  the  epiphysis 
results  from  syphilis,  also  the  periosteal 
thickening  may  occur  on  the  shaft  side 
of  the  epiphyseal  line  in  tubercular  epiphy- 
sitis. In  these  cases,  the  diagnosis  carm.ot  be 
made  from  the  roentgenogram  alone,  but 
must  be  reached  by  weighing  all  the  evi- 
dence in  the  case.  The  second  type  or  syph- 
ilitic periostitis  usually  presents  a  typical 
roentgenogram.  We  find  it  affecting  the 
convex  surface  of  long  bones,  showing  a 
thickened  and  irregular  outline  (lace-like) 


Fig.  6.  Gonorrheal   Arthritis   of   the    Hip-Joint, 
Eight  Months'  Duration. 

Entire  head  of  femur  roughened  and  some  involve- 
ment of  upper  part  of  the  acetabular  cavity  allowing  a 
partial  dislocation. 

of  the  periosteal  covering  due  to  the  con- 
densing osteitis  in  and  on  the  surface  of 
the  bone,  and  a  deposit  of  new  bone  under 
the  periosteum  chiefly  at  the  expense  of 
the  medullary  cavity.  This  sclerosis  may 
either   be   localized  or  extend   throughout 


Fig.  7.  Ankylosed  Elbow- Joint  Showing  the  Final 
Result  of  a  Case  Similar  to  Fig.  6,  Nine  Years 
Since  the  Initi.\l  Involvement. 
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Fig.  8.  Tuberculosis    of    the    Right     Hip-Joint. 
History  of  Two  Months'  Duration. 

The  upper  rim  of  acetabular  cavity,  the  head  and 
neck  of  femur  showing  involvement. 


the  length  of  the  bone.  In  the  third  type 
llocaHzed  gummata  are  formed  in  the  bone 
and  lead  to  rarefaction  (syphilitic  caries) 


Fig.  id.  Tuberculosis  of  the  Spine.  Involvement 
OF  THE  Bodies  of  the  Third  and  Fourth  Lumbar 
Vertebr.^. 

with  formation  of  new  bone  around. 
Periosteal  thickening  is  also  commonly 
present  in  the  bones  beneath  syphilitic 
ulcerations.  Chronic  osteomyelitis,  osteo- 
periostitis from  typhoid  infection,  and 
early  periosteal  sarcoma  must  be  kept  in 
mind  in  differential  diagnosis. 

Osteosarcoma  can  be  divided  for  roent- 
gen study  into  two  classes,  the  periosteal 


Fig.  9.  "Traveling    Acetabulum"    in    a    Woman 
Thirty-Six  Years  of  Age. 

The  result  of  an  untreated  tubercular  lesion  when  a 
child.  Lesser  trochanter  in  remnants  of  acetabular 
cavity.    Entire  head  and  neck  of  femur  gone. 


Fig.  II.  Same  Case  as  Fig.  10;  Showing  Bone  Graft 
in  Place. 
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and  central.  The  disease  in  the  first  group 
starts  in  the  bone  or  the  periosteum  and 
may  even  start  from  the  outside  layers  of 
the  periosteum  involving  the  soft  parts, 
itself  remaining  intact  between  the  bone 
and  the  growth.  Most  frequently  a  new 
bone  is  formed  beneath  the  periosteum  so 
that  the  tumor  is  encased  in  a  thin  bony 
shell.  Perforating  this  and  the  periosteum, 


Fig.  12.  Marked  Case  of  Scoliosis  from  Untreated  Pott's 
Disease. 


the  tumor  invades  the  soft  parts.  The 
roentgen  appearance  is  that  of  blurred  and 
irregular  shadows  due  to  the  incomplete 
ossification  that  appears  to  radiate  from 
the  center  of  the  growth.  In  central  sar- 
coma the  roentgen  appearance  depends 
upon  the  rate  of  growth.  In  the  rapidly 
growing  round  or  spindle-celled  sarcoma 
the  tumefaction  visible  to  the  eye  is  ac- 
companied by  a  more  or  less  complete 
disappearance  of  the  bony  tissue  in  the 
roentgenogram,  as  though  the  bone  had  been 
eaten  away  or  scooped  out.  In  advanced 


cases  the  bone  may  be  reduced  to  a  mere 
shell  and  is  liable  to  spontaneous  fracture. 
Such  a  roentgenogram  is  quite  diagnostic 
and  iinlike  that  of  any  other  lesion.  In 
the  slower-growing  types,  the  giant  cell 
variety,  the  roentgenogram  reveals  a  cyst- 
like appearance  in  which  may  be  seen  ir- 
regularly placed  trabeculae  of  bone.  The 
growth  is  enclosed  in  an  outer  shell  com- 
posed of  a  layer  representing 
the  periosteum,  beneath  which 
is  a  layer  of  compact  bone.  In 
Fig.  15  the  growth  is  gradual, 
expanding  in  all  directions,  leav- 
ing merely  a  thin  bony  shell 
which  forms  a  capsule  to  the 
tumor.  The  expansion  of  the 
bony  capsule  in  myeloid  sarco- 
ma is  more  abrupt  and  circum- 
scribed than  in  benign  cysts. 
Frequent  roentgen  examinations 
should  be  made  in  doubtful  cases 
to  study  the  behavior  of  the 
growth. 

In  myeloid  tissue,  we  have 
two  distinct  groups  of  cells. 
First  the  osteoblasts  and  osteo- 
clasts, second,  the  erythroblasts, 
megalocytes,  myeloblasts  and 
lymphoblasts.  The  first  class 
mentioned  has  to  do  with  bone 
formation.  The  second  class  are 
the  mother  cells  of  the  red  blood 
cells  and  leukocytes.  These  are 
two  groups  of  cells  of  widely  dif- 
ferent function.  It  has  been  ob- 
served that  under  certain  un- 
known conditions  any  or  all  of  these  cells 
may  react  by  growth  to  some  particular 
stimulus.  The  osteoblast  has  as  its  func- 
tion the  building  up  of  bone,  reaching  its 
maturity  as  a  fully  developed  bone  cell. 
The  osteoclast  or  myeloplax  in  which  we 
are  now  interested  in  the  cases  under  dis- 
cussion has  as  its  function  the  destruction 
of  bone  and  is  only  secondarily  concerned 
in  the  growth  of  bone.  Adami  feels  that 
the  giant  cells  in  these  tumors  have  the 
characteristics  of  mature  myeloplaxes; 
therefore,  the  term  sarcoma  is  not  appli- 
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Fig.  13.  Syphilitic  Periostitis  of  the  Tibia.  "Saber 
Tibia." 

Anterior  part  of  shaft  more  convex  than  normal,  due 
to  the  thickening  of  its  cortex  at  the  expense  of  the 
medullary  canal. 


cable;  also  the  non-malignant  character  of 
these  tumors  would  bear  this  out.  His  de- 
scription of  a  giant  cell  myeloma  is  as  fol- 
lows: "It  grows  locally,  most  often  in  the 
marrow  of  the  long  bones  and  the  jaw.  Its 
growth  is  expansile,  leading  to  absorption 
of  the  surrounding  bone.  It  is  abundantly 
vascularized.  It  does  not  form  metastases 
save  in  the  infrequent  cases  in  which  it 
undergoes  sarcomatous  modification.  It 
does  not  recur  on  complete  removal,  and 
as  recently  shown,  to  prevent  recurrence, 
it  is  only  necessary  to  remove  the  portion 
immediately  involved  with  very  small  sur- 
rounding zones.  Histologically  it  exhibits  a 
body  formed  mainly  of  short  spindle-cell 
elements  of  fibroplastic  type,  somewhat  ir- 
regular in  shape,  varying  from  typical  spin- 
dle to  polygonal  cells  and  among  these  are 
numerous  giant  cells  of  the  type  described 
as  myeloplaxes." 

In  some  cases,  we  have  the  formation  of 
bony  spicules  and  lamellae  in  the  parts  of 
the  tumor  where  the  giant  cells  are  least 
abundant.  This  is  shown  on  the  roentgen- 
ogram of  the  case  represented  by  Fig.  16. 
There  are  many  different  opinions  by  dif- 


ferent writers  leading  to  numerous,  con- 
fusing and  misleading  nomenclatures.  It 
wiU  be  necessary  for  the  histopathologist 
to  determine  the  character  of  these  giant 
cells,  whether  they  are  of  the  foreign  body 
type,  as  Barrie  contends,  or  are  the  true 
tiunor  cell  derived  from  a  transitional 
stage  of  the  myeloplax.  These  lesions 
involve  most  frequently  the  long  bones 
and  the  lower  jaw.  They  may  appear  in 
short  bones.  The  age  is  generally  the  mid- 
period  of  life.  Jones  reports  one  case  in- 
volving the  patella;  Prince,  two  cases  of 
the  OS  calcis.  As  far  as  I  know  the  case  de- 
scribed in  this  paper  is  the  third  to  be  re- 
ported of  the  OS  calcis  and  the  fourth  of  the 
short  bones.  The  case  reported  in  this  paper 
was  a  woman  thirty-sLx  years  of  age,  em- 
ployed as  a  saleslady.  She  gave  no  definite 
history  of  trauma.  Duration  of  illness  was 
three  or  four  years.  She  was  treated  for 
fiat  foot,  wore  numerous  devices  and  spe- 
cially made  shoes,  had  a  tenotomy  on  the 
tendon  of  Achilles  (an  Italian  operation 
devised  for  the  treatment  of  fiat  foot) ,  was 


Fig.  14.  Syphilis  of  the  Femur. 

The  roentgenogram  shows  much  coarse  thickening 
of  the  irregular  areas  of  sclerosis.  The  medulla  is  with 
diflfiailt\^  differentiated  from  the  cortex.  Also  shows  a 
pathologic  fracture. 
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Fig.  15.  Medullary  Sarcoma  of  the  Lower  Part 
OF  the  Radius. 


considered  a  neurasthenic,  and  finally  a 
roentgenogram  revealed  the  true  condition. 
She  was  operated  on,  cavity  thoroughly 
curetted,  shell  of  bone  broken  down  and 
overlying  tissue  brought  together  with 
catgut  and  skin  incision  closed.  Foot  put  in 
a  cast  and  healed  without  infection.  Two 
years  later,  mth  a  shoe  built  to  support  the 
heel,  she  had  a  perfect  recovery  as  shown 
by  Fig.  17,  taken  one  year  after  operation. 
Osteitis  fibrosa  or  von  Recklinghausen's 
disease,  very  much  similar  to  the  giant 
cell  tumor  described  in  this  paper,  has 
many  characteristics  in  common.  Accord- 
ing to  Bloodgood,  we  cannot  differentiate 
giant  cell  tumors  and  bone  cysts  from 
osteitis  fibrosa  by  means  of  the  roentgen 
ray.  Clinically,  we  find  in  osteitis  fibrosa 
more  tendency  to  fracture.  Roentgeno- 
graphically,  we  often  find  a  more  vascular 
condition,  often  showing  the  openings  of 
the  dilated  vessels  on  the  peripheral  wall 
of  the  giant  cell  timiors.  The  essential 
change  which  occurs  in  osteitis  fibrosa  is 
the  replacement  of  the  bony  structure  by 
fibrous  tissue  in  the  form  of  longitudinal 
striae  containing  cysts.  Like  giant  cell 
tumors,  it  most  frequently  affects  the  long 
bones  and  is  a  disease  usually  found  in  the 
mid-period  of  life,  or  between  the  ages  of 
twenty  and  fifty.  The  cause  of  both  these 


lesions  is  believed  to  be  the  same,  trauma 
or  some  mechanical  factor,  together  with 
some  perverted  action  of  the  internal 
secretions.  The  case  reported  in  this  paper 
was  that  of  a  woman  forty  years  of  age, 
giving  a  historv^  of  a  slight  injury  one  year 
before.  Had  an  injury  to  arm  from  getting 
up  from  a  chair,  and  the  roentgenogram 
taken  shortly  afterwards  revealed  the  con- 
dition found  on  Fig.  18.  The  arm  was  im- 
mobilized and  put  at  rest ;  nevertheless,  we 
find  that  the  print  from  roentgenogram  as 
represented  by  Fig.  19,  taken  one  month 
later,  shows  no  sign  of  repair.  The  diseased 
bone  was  then  removed  and  a  bone  graft 
was  inserted.  Fig.  20,  taken  three  months 
after  operation,  shows  the  result. 

In  differential  diagnosis,  especially  from 
the  last  two  cases  reported,  sarcoma  must 
first  be  excluded.  In  sarcoma,  we  find 
extreme  rarefaction,  the  expansive  char- 
acter, its  irregular  progression,  often  the 
indefinite  outlines,  its  opacity,  its  early 
rupture  through  the  periosteum  and  the 
involvement  of  the  surrounding  soft  parts. 
Clinically,  the  early  appearance  of  pain,  in- 
terference with  function  and  the  more  rapid 
growth  will  usuallv  aid  in  the  diagnosis. 


Fig.   16.  Giant  Cell  Tumor  of  the  ()s  Calcis. 
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Fig.  17. 


Same  Case  as  Fig.    16;  Taken  one  Year 
AFTER  Operation". 


Osteogenesis  imperfecta  is  a  disease  of 
fetal  life  or  early  infancy.  The  chief  clin- 
ical feature  is  multiple  fractures  due  to 
the  extreme  brittleness  of  the  bones,  result- 
ing in  deformity  and  crippling  of  the  Hmbs. 
The  roentgenogram  shows  the  compact 
layer  of  the  bones  thin  and  transparent  to 
the  ray.  The  bones  are  broader  than  normal 
and  they  consist  of  coarse-meshed  cancel- 
lous tissue  which  often  presents  a  cystic 
appearance  in  places. 

Exostoses  or  bony  spurs  are  easily  recog- 
nized on  the  roentgenogram.  The  free 
extremity  is  usually  turned  away  from  the 
nearest  joint,  and  is  in  direct  continuity 
with  the  shaft,  and  is  composed  of  irregu- 
lar masses  of  bone. 

Enchondromata  usually  occur  in  early 
life  and  are  found  most  frequently  in  the 
toes  and  fingers,  where  they  are  usually 
multiple.  The  roentgen  appearance  is  that 
of  a  relatively  transparent  mass  growing 
within  the  bone  and  causing  expansion.  It  is 
often  difficult  to  differentiate  frombonecyst. 


Carcinoma  of  bone  is  usually  secondary 
to  a  growth  elsewhere  in  the  body.  The 
bone  is  not  enlarged  to  the  extent  that  the 
clinical  examination  would  suggest  and  the 
roentgenogram  shows  the  bone  irregularly 
eaten  away.  The  involvement  may  be  very 
extensive  with  few  clinical  signs.  There  is  as 
a  rule  no  attempt  at  new  bone  formation. 

In  osteitis  deformans,  or  Paget's  disease, 
we  have  a  rarefying  osteitis,  progressive  in 
character,  which  in  the  early  stages  may 
be  difficult  to  differentiate,  but  later  char- 
acteristic bowing  of  the  legs  and  bending  of 
the  spine,  together  with  enlargement  of  the 
head,  helps  to  differentiate  these  lesions. 

Osteomalacia  is  a  rare  disease.  We  find 
the  roentgenogram  shows  the  shaft  of  the 
bones  narrow,  the  cancellous  tissue  greatly 
rarefied  and  the  central  canal  dispropor- 
tionally  wide.  This  disease  may  occur  at 
any  age  and  runs  a  ver\'  chronic  course. 
It  usually  commences  in  the  spine  or  pel- 
vis, but  may  extend  to  the  entire  skeleton, 
resulting  in  deformity  from  bending  or 
twisting,  and  frequent  fractures. 


Fig.  18.  Ostitis  Fibrosa    Cystica  of  the  Humerus 
WITH  A  Pathologic  Fracture. 
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Fig.  19.  Same  Case  as  Fiu.  iS;  Taken  one  Month 
Later,  Showing  no  Attempt  of  Nature  to  Unite 
THE  Fragments. 


Scurv^^  in  the  acute  stage  shows  on  the 
roentgenogram  a  hght  fusiform  shadow 
where  the  subperiosteal  hemorrhage  has 
occurred.  Later  the  hemorrhage  gives  a 
darker  shadow  between  the  bone  and  peri- 
osteum. The  shadow  of  the  bone  is  darker 
than  that  of  the  unaffected  side,  because 
of  the  hemorrhage  surrounding  the  bone. 
The  periosteum  is  raised,  but  smooth,  dif- 
fering in  this  respect  from  sarcoma. 

Rickets  gives  a  very  characteristic  ap- 
pearance on  the  roentgenogram,  the  most 
striking  feature  being  the  great  change  in 
the  epiphyseal  area  of  the  bones.  The  long 
bones  are  bowed  and  the  cortex  on  the 
concave  side  is  markedly  thickened.  The 
epiphyseal  ends  of  the  diaphyses  are  broad- 
ened and  frequently  contain  small  irregular 
areas  filled  with  tissue  of  very  little  density. 
The  center  of  ossification  of  the  epiphysis 
is  small  and  presents  a  smooth  contour 
towards  the  joint,  and  an  irregular  one 
towards  the  epiphyseal  line.  The  epiphys- 
eal cartilage  itself  is  much  thicker  than 
normal,  and  its  demarcation  from  the 
diaphysis  is  very  indefinite. 

CONCLUSIONS 

I.  The   roentgen  ray  is   of   the  utmost 


2.  The  roentgenogram  is  pathognomonic 
of  some  diseases. 

3.  The  roentgenograms  are  similar  in 
some  diseases.  We  should,  therefore,  never 
forget  the  clinical  findings,  and  carefully 
weigh  the  evidence  from  all  points  of 
view. 

4.  The  roentgen  ray  should  not  be  relied 
upon  in  early  cases  of  pathologic  bone, 
because  changes  in  structiu-e  (density)  are 
not  produced.  Particularly  is  this  true  in 
tuberculosis  and  acute  osteom^^elitis. 

5.  The  pathologic  process  may  not  give 
us  a  true  picture  due  to  the  fact  that  the 
roentgenogram  does  not  show  difference 
in  the  composition  of  substances  of  the 
same  density. 

6.  The  roentgenologist  must  continue 
with  earnest  zeal  in  this  comparatively 
new  field  of  diagnosis,  and  not  feel  cha- 
grined in  a  mistaken  diagnosis.  Remember 
that  occasionally  the  pathologists  disagree 
when  they  have  access  to  the  specimen 
before  them. 


value  as  an  aid  in  the  diagnosis  of  many     pio.  20.  Same    Case    as   Fig.    18;    Taken   Three 
bone  and  joint  lesions.  Months  after  Bone-Grafting. 


ROENTGEN  PLEURITIS 


BY    LLOYD    BRYAN,    M.D. 

SAX   FRANCISCO,   CAL. 


THE  fact  that  roentgen  ra}^  exposures 
may,  at  times,  cause  an  irritation  of 
the  deep  tissues  such  as  the  nerves,  the 
kidneys,  the  pleura,  the  peritoneum  and 
the  gastro-intestinal  tract,  has  been  re- 
ported by  several  German  authorities. 
These  two  cases  of  pleuritis,  following 
roentgenotherapy,  are  presented  as  further 
confirmatory  evidence. 

CASE  I.  Mrs.  P.,  age  56,  complaint— 
coryza.  Physical  examination  showed  dul- 
ness  in  the  upper  left  chest  and  roentgen 
examination,  February  14,  19 16,  showed 
a  smooth-edged  tumor-mass  extending 
from  the  left  hilus  fon\"ard  and  upward, 
apparently  not  involving  the  pleura.  Treat- 
ments by  a  Coolidge  tube  were  adminis- 
tered at  a  target  skin  distance  of  ten  inches, 
through  three  millimeters  of  aluminum 
with  a  parallel  spark  gap  of  eight  and  one- 
half  inches,  as  follows: 

June  29,  19 1 6 — front  left  chest — 50  mil- 
liampere  minutes. 

July  12,  19 1 6 — -left  back — -40  milliam- 
pere  minutes. 

July  21,  19 1 6 — front  left  chest — 50  mil- 
liampere  minutes. 

Plate  taken  at  this  time  showed  no  evi- 
dence of  effusion. 

Aug.  7,  19 1 6 — left  back — 40  milliampere 
minutes. 

Aug.  21,  19 1 6— front  left  chest — 40  mil- 
liampere minutes. 

Plate  this  date  s:ows  diminution  in 
size  of  tumor  and  small  effusion  left  base. 

No  further  treatments. 

Plate,  Dec.  6,  1916,  shows  no  evidence  of 
fluid,  tumor  somewhat  increased  in  size. 

Conclusion. — ^Priman.'  lung  tumor,  mild 
radiopleuritis. 

CASE  II.  Mr.  D.,  age  31.  In  February, 
1 9 14,  he  entered  the  University  of  CaU- 
fomia  Hospital.  Complaint  was  weakness, 
hoarseness,  loss  of  weight,  masses  in  the 
neck  greatly  increasing  over  a  period  of 


7  months.  Examination  showed  paralysis 
of  left  vocal  cord  and  a  large  mass  extend- 
ing from  above  the  clavicles  to  the  dia- 
phragm, further  to  the  left  than  to  the 
right,  masking  particularly  the  inner  heart 
shadow.  Patient  received  series  of  roent- 
gen ray  treatments;  the  masses  disap- 
peared; patient  gained  30  pounds  in 
weight.  In  September  20,  1915,  he  reen- 
tered the  hospital  with  fluid  in  the  left 
chest,  having  recently  received  intensive 
roentgen  ray  exposures  outside  the  hos- 
pital. At  this  time  he  showed  a  moderate 
effusion  at  the  left  base.  The  paralysis  of 
the  vocal  cord,  tumor  masses  in  the  neck 
and  the  mediastinal  shadow  had  entirely 
disappeared.  In  November,  191 5,  he  re- 
entered the  hospital  with  pain  in  the  left 
side  of  abdomen  and  an  irregular  mass  in 
the  left  flank,  which  disappeared  under  in- 
tensive treatment.  There  was  no  effusion 
at  this  time.  Since  then  he  has  been  fairly 
well  under  mild,  continuous  roentgen  ray 
exposures  and  no  recurrence  of  the  effusion. 

Conclusion.  — -  Lymphosarcoma.  Roent- 
gen pleuritis. 

Strasser^  cites  the  following  case.  Patient 
68  years — man.  For  15  years  he  has  had 
gout;  for  9  years  a  mild  glycosuria,  fatty 
heart  and  arteriosclerosis ;  for  4  years  bron- 
chial catarrh,  twice  a  small  bronchopneu- 
monia in  left  lower  lobe,  never  a  pleurisy. 
Early  in  19 10  patient  slowly  developed 
stenosis  of  trachea  and  esophagus.  Fluor- 
oscopy by  Holzknecht  showed  tumor  of 
the  mediastinum  behind  the  manubrium 
extending  to  the  right  beyond  the  sternum, 
showing  a  transmitted  pulsation,  compres- 
sion of  the  trachea,  displacement  of  the 
esophagus  to  the  left.  Patient  received 
treatments  as  follows : 

Dose  of  3I2  H. 
Jime  10. — ^Front  of  right  chest. 
June  17. — Right  axilla. 
June  28. — Right  thorax  posterior. 
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There  was  a  severe  skin  reaction  after 
the  three  treatments  and  attacks  of  anginal 
pain.  Difficulty  in  breathing  and  swallow- 
ing rapidly  diminished  following  radiation, 
but  the  patient  began  rtmning  a  low  even- 
ing temperature.  On  July  12th,  a  shght 
pleuritic  rub  was  heard  on  the  right  side. 
Two  days  later  a  definite  effusion  occurred, 
which  in  a  week  extended  to  the  angle  of 
the  scapula.  With  rest  in  bed  the  fever  dis- 
appeared in  one  week  and  the  pleuritic 
symptoms  in  four  weeks.  The  patient  went 
to  the  country  and  was  all  right  until 
March,  191 1,  when  he  had  a  slight  hem- 
optysis. The  roentgen  ray  showed  no  sign 
of  the  tumor  at  that  time. 

Fellner  and  Neuman  ^  give  an  account 
of  the  radiation  of  four  dogs  with  high 
doses.    Laparotomy  later   showed   ascites. 

Jaksch,  ^  Primbram  and  Rotk\'  ^  called 
attention  to  possible  direct  radio  effect  on 
the  kidneys  with  consequent  albuminuria 
and  also  observed  diarrhea  and  pleuritis 
following  heavy  doses. 

Quadrone  ^  reports  that  in  addition  to 
skin  lesions  there  has  been  reported  a  form 
of  ascending  neuritis  and  also  that  Penzoldt 
observed  phlegmonous  gastritis,  also  nephri- 
tis with  albuminuria  and  casts.  He  reports 
two  cases  of  lymphatic  pseudoleukemia. 
The  first  in  a  girl  of  12  who,  after  fifteen 
exposures,  developed  dyspnea  and  right- 
sided  effusion,  of  which  1I2  liters  were  re- 
moved, of  a  light,  straw-colored  fluid  con- 
taining many  corpuscles.  The  second  case 
in  a  28  year  old  man  in  the  third  3^ear  of 
the  disease.  After  thirty  exposures  he  ex- 
perienced severe  gastro-intestinal  intoxica- 
tion and  skin  reaction.  After  five  further 
treatments,  slight  dullness  at  the  base  of 
the  left  lung.  After  seven  further  treat- 
ments, chest  tap  showed  thick,  3^ellow 
exudate,  of  which  a  liter  was  removed. 
The  effusion  in  both  cases  had  a  specific 
gravity  of  eleven  hundred  and  twenty- 
eight  to  eleven  hundred  and  thirty,  thirty- 
six  per  cent,  albumin,  numerous  small  lymph- 
ocytes and  red  cells,  very  few  polymorpho- 


nuclears. In  a  discussion  of  the  cases  Quad- 
rone asks  whether  they  are  due  to  a  late 
complication  of  pseudoleukemia,  to  broken 
down  tuberculous  glands  at  the  hilus,  or 
obstruction  of  the  vena  cava  or  direct 
effect  on  the  pleura.  He  concludes  that 
the  latter  is  the  case  because  the  effusion 
was  an  exudate  without  the  characteristics 
of  tuberculous  processes,  without  leuco- 
cytes; because  the  pleuritis  appeared  when 
the  lymphoma  was  reducing;  because  it 
appeared  on  the  site  where  the  radiation 
was  strongest  and  because  it  recurred  with 
subsequent  treatment. 

That  lung  tumors  may  extend  to  the 
pleura,  causing  an  effusion,  and  that  in 
lymphosarcoma  a  pleurisy  with  effusion 
is  not  infrequent,  are  well  known  facts 
and  it  might  be  argued  that  in  the  two 
cases  here  cited,  pleuritis  may  have  oc- 
curred without  the  roentgen  exposures. 
However,  it  should  be  noted  that  in  our 
cases,  as  in  those  from  the  German  authori- 
ties, the  effusion  disappeared  on  cessation 
of  the  treatments,  while  the  primary  con- 
dition was  greatly  improved.  In  cases  of 
effusion  occurring  without  radiation,  the 
condition  is  more  apt  to  be  progressive. 

It  would  seem,  with  the  high  penetra- 
tion and  filtration  now  in  general  use,  to- 
gether with  cross-firing,  that  irritation  of 
the  deeper  structures,  particularly  the 
pleura,  must  occur  more  frequently  than 
the  English  literature  would  seem  to  indi- 
cate. 

We  wish  to  record  these  two  cases,  not  as 
absolutely  proven  ones,  but  to  emphasize 
the  possibility  of  a  pleuritis  and  perhaps 
stimulate  investigation  along  this  line. 
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THE  ROENTGEN  DIAGNOSIS  OF  TRAUMATIC  LESIONS 

OF  THE  LOWER  BACK 


BY    ERNEST    L.    DAVIS,    M.D. 

SPRINGFIELD,  MASS. 


BACK  injuries  have  a  bad  reputation. 
In  no  small  measure  this  is  richly  de- 
served, because  of  the  serious  difficulty  in 
making  a  correct  diagnosis  on  the  one  hand, 
and  on  the  other  because  of  the  ready  op- 
portunity for  malingering  afforded  the 
unscrupulous  patient.  As  a  natural  con- 
sequence surgeons  view  all  traiima  of  the 
spine  with  more  or  less  anxiety  and  dis- 
trust. Even  a  perfectly  honest  patient  fre- 
quently excites  suspicion  because  his  symp- 
toms seem  all  out  of  proportion  to  the 
trivial  nature  of  his  injurs'.  That  disability, 
therefore,  often  seems  unduly  prolonged 
is  a  not  unnatural  plea ;  and  that  it  is  more 
often  made  ever  since  workmen's  compen- 
sation acts  began  to  extend  pecuniar^'  aid 
to  injured  employees,  is  not  at  all  surpris- 
ing. It  may  perhaps  be  that  this  financial 
aspect  is  the  immediate  cause  of  the  com- 
mendable interest  now  directed  toward 
back  injuries.  Be  that  as  it  may,  one  im- 
mediate effect  of  compensation  acts  is  an 
earnest  attempt  not  only  to  shorten  the 
period  of  disability,  but  what  is  more  to 
the  point,  to  clear  up  the  whole  matter  of 
spinal  trauma.  With  this  end  in  view  the 
aid  of  the  roentgen  ray  is  being  invoked, 
and  that  no  little  is  being  accomplished  is 
due  in  great  measure  to  the  painstaking 
work  of  roentgenologists.  Thanks  to  their 
findings  it  is  universally  granted  that  ever>" 
case  of  back  injury,  however  trivial, 
demands  a  roentgenogram;  for  the  roent- 
gen ray  men  are  proving  time  and  again 
that  beyond  all  doubt  fracture  of  a  verte- 
bra may  exist  when  clinically  it  is  least 
expected.  Particularly  is  this  true  of  the 
lower  back. 

While  the  roentgen  ray  is  taking  a  huge 
burden  from  the  surgeon's  shoulders  and 
relieving  him  of  much  responsibility  in 
spine  injuries,  the  roentgenologist  finds  him- 
self confronted  with  some  ver\'  perplexing 


problems.  In  the  first  place  the  roentgen 
examination  is  so  often  negative  that  the 
roentgenologist  has  to  take  great  pains  both 
in  technic  and  interpretation,  lest  he  over- 
look an  apparently  slight  lesion  which  may 
really  be  ver}^  important.  In  the  next  place, 
while  it  is  usually  ver}'  easy  to  show  the 
first  four  lumbar  vertebrae  on  a  plate  and 
to  interpret  what  is  shown,  it  is  exceedingly 
difficult  even  to  show  the  fifth  lumbar,  to 
say  nothing  of  interpreting  the  image  when 
shown.  Furthermore  it  is  under  ordinary 
circumstances  not  difficult  to  show  the  bony 
pelvis  and  to  show  it  well,  but  in  the  ilio- 
sacral  region,  at  least,  interpretation  may  be 
difficult.  Even  more  perplexing  are  the  ad- 
ventitious shadows  that  complicate  aU 
plates  of  the  lumbar  region.  Fecal  masses 
and  gas  sometimes  cast  confusing  shadows, 
and  finally  the  lines  of  the  articular  proc- 
esses which  are  seen  many  times  projected 
through  the  vertebral  bodies  are  apt  to 
be  mistaken  for  fractures,  especially  as  it 
often  happens  that  these  lines  are  seen  more 
distinctly  in  one  vertebral  body  than  in  all 
the  others.  Many  of  these  back  cases  get 
into  court,  or  at  least  before  an  arbitration 
board,  and  necessitate  expert  testimony 
from  roentgenologists.  Confronted  as  they 
are  with  trying  perplexities  of  interpreta- 
tion, it  is  well  to  be  charitable  and  to  re- 
gard the  conflicting  testimony  as  honestly 
given,  however  biased  and  ridiculous  it 
may  appear. 

It  is  well  known  that  not  infrequently 
in  making  a  roentgen  examination  of  the 
lower  back,  fractures  of  vertebrae  are  dis- 
covered in  cases  where  clinically  there  is 
little  or  perhaps  no  evidence  of  fracture. 
Even  in  cases  where  fracture  is  scarcely 
more  than  a  remote  possibility,  where  no 
deformity  is  detectable  by  ordinar}^  clin- 
ical means,  and  where  no  sign  or  symptom 
pointed  to  fracture,  one  is  found  by  the 
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roentgen  ray,  not  in  a  few  but  in  many 
instances.  It  is  usually  of  the  compression 
fracture  type,  and  most  often  in  the  upper 
lumbar  region.  It  is  produced  by  a  form  of 
violence  causing  longitudinal  jarring  of  the 
spinal  column  or  forcible  bending  beyond 
physiological  limits,  and  the  degree  of 
violence  is  often  surprisingly  slight. 

The  lumbosacral  region  presents  the 
greatest  difficulties  of  interpretation.  The 
body  of  the  fifth  lumbar  vertebra  differs  in 
shape  from  its  fellows  in  that  it  is  wedge- 
shaped  with  the  narrow  end  of  the  wedge 
directed  backward.  Its  axis  points  back 
and  up.  Moreover  the  whole  bone  so  lies 
that  the  rays  fall  obliquely  upon  it  and 
through  it,  thus  projecting  upon  the  plate 
an  image  that  is  more  or  less  ill-defined.  On 
plates  taken  with  the  tube  parallel  with 
the  plate  the  fifth  lumbar  vertebra  always 
has  the  appearance  of  being  crushed,  for 
the  upper  part  of  the  sacrum  obscures  the 
posterior  part  of  its  body.  It  has  been  sug- 
gested that  a  lateral  view  be  taken  of  the 
fifth  lumbar  in  order  to  show  its  relation 
with  the  sacrum.  Personally,  I  have  as  yet 
been  unable  to  get  satisfactory  plates  of 
the  lower  part  of  the  fifth  lumbar  by  so 
doing.  On  the  contran,^  with  the  patient 
on  his  back,  with  the  cone  just  above  the 
pubic  arch,  and  with  the  tube  tilted 
towards  the  feet  (reversed  bladder  posi- 
tion), I  have  been  able  to  show  the  body 
of  the  fifth  lumbar  more  plainly.  Yet  I 
have  to  confess  that  this  maneuver  has  the 
disadvantage  of  throwing  the  shadow  of 
the  fifth  somewhat  on  that  of  the  fourth. 

Alany  times  on  plates  taken  of  the  lum- 
bar spine  there  appear  to  be  depicted  ap- 
parent curvatures.  If  any  curvature  is 
seen,  it  is  well  to  note  the  shapes  of  the 
involved  bodies  and  the  intervertebral 
discs.  In  temporary  curves  the  discs  pre- 
sent definite  wedge  shapes;  the  bodies  are 
unaltered.  Aloreover  the  spinous  processes 
retain  in  temporary  curvature  their  medial 
positions  relative  to  the  bodies.  In  general 
a  localized  deviation  is  pathological,  where- 
as a  generalized  deviation  of  the  spinous 
processes  to  one  side  is  usually  due  to  the 


position  of  the  tube  which  was  not  centered 
vertically  in  the  median  line. 

Sacro-iliac  strain  and  sacro-iliac  disloca- 
tion are  perhaps  the  commonest  injuries 
diagnosed  in  the  class  of  cases  where  lia- 
bihty  is  concerned.  In  fact,  such  injuries 
now  constitute  the  favorite  claim  of  the 
plaintiff.  Unfortunately  for  him,  my  ex- 
perience is  that  roentgenograms  of  these 
alleged  injuries  make  better  evidence  for 
the  defendant.  I  say  this  because  after 
examining  a  great  many  plates  showing 
the  sacro-iliac  joints  I  have  only  once  seen 
what  I  could  honestly  say  was  a  change  in 
the  normal  relations  of  the  bones.  I  exclude, 
of  course,  cases  showing  obvious  disease  of 
the  bone.  Either  the  roentgen  ray  does  not 
demonstrate  sacro-iliac  dislocation,  or  it 
is  a  very  rare  injury.  Sacro-iliac  dislocation, 
even  to  a  degree  that  allows  the  irregulari- 
ties which  form  the  surface  of  the  articula- 
tion to  catch  on  opposing  irregularities, 
is  rarely  shown  on  roentgenograms.  And 
3''et  it  is  heard  not  infrequently  that  a 
roentgen  ray  plate  shows  even  a  relaxed 
sacro-iliac  joint.  Unless  accustomed  to 
read  plates  of  this  region,  it  is  easy  to  go 
astray.  Careful  study  of  the  roentgenogram 
generally  brings  out  the  disquieting  fact 
that  the  tube  was  not  centered  over  the 
sacrum,  which  accounts  for  the  apparent 
difference  in  the  joints  of  the  two  sides. 

Alany  times  in  making  plates  of  injured 
backs  evidence  is  obtained  of  hypertrophic 
bone  conditions  which  undoubted^  ex- 
isted long  before  the  present  injury  is 
claimed.  Likewise  there  are  occasionally 
found  developmental  malformations,  some 
of  which  simulate  fracture  of  the  lamina; 
sometimes  a  spinous  process  or  adjacent 
portion  of  the  neural  arch  is  foiuid  absent. 
In  all  malformations,  however,  the  free 
ends  of  bone  are  not  irregular,  but  rounded 
off.  Occasionally,  however,  there  is  an  ap- 
parent overlapping  of  the  free  ends,  which 
cannot  always,  therefore,  be  clearly  outlined. 
As  for  dislocations,  I  would  say  that  I  have 
never  seen  a  roentgenogram  of  a  dislocation 
of  a  lumbar  vertebra  without  fracture. 

It  is  obvious,   therefore,   that  all  back 
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injuries  should  be  roentgen  rayed.  While     and  patient  alike  to  be  assured  that  no 


it  is  true  that  with  present  knowledge  and 
technic  the  roentgen  ray  does  not  show 
bony  lesions  in  a  large  number  of  cases 
claiming  disability  in  the  sacro-iliac  region, 
it  is  certainly  most  satisfying  to  physician 


fracture  nor  dislocation  is  present.  With 
further  advances  it  may  well  be  shown  that 
sacro-iliac  strain  is  really  a  forward  dislo- 
cation of  the  fifth  lumbar  vertebra  on  the 


sacrum. 


SOME  ROENTGENOLOGICAL  OBSERVATIONS  ON  THE 
DIAGNOSIS  OF  TUMORS  OF  THE  JAW 


BY   J.    W.    PIERSON,    M.D. 

BALTIMORE,    MD. 


IT  is  not  the  purpose  of  the  writer  to  pre- 
sent anything  new  on  this  subject;  but 
his  object  is  to  correlate  the  few  salient 
points  which  he  has  been  able  to  gather, 
in  this  difficult  but  interesting  subject. 
The  diagnosis  of  tumor  of  the  jaw  is  fraught 
with  many  difficulties  for  the  surgeon,  and 
the  course  of  treatment  is  so  radically  dif- 
ferent in  the  different  varieties  of  growths, 
that  any  light  which  may  be  shed  upon  the 
subject  from  a  roentgenological  standpoint 
should  be  extremely  beneficial  for  all  con- 
cerned. We  shall  consider  the  benign  tu- 
mors first. 

Epulis 

This  is  by  far  the  most  common  tumor  of 
the  jaw.  It  is  a  topographical  term  applied 
to  a  new  growth,  seated  at  the  edge  of  the 
alveolar  border.  Histologically  considered 
it  arises  from  the  periosteum  or  connective 
tissue  beneath  the  mucous  membrane,  and 
is  a  border-line  growth  between  an  inflam- 
mation and  a  neoplasm.  While  it  is  essen- 
tially a  fibroma,  it  sometimes  undergoes  a 
giant  cell  formation.  There  occasionally 
occurs  a  variety  which  contain  small  spic- 
ules of  bones  which  are  thrown  off  from  the 
growth  from  time  to  time,  and  which  can 
be  demonstrated  roentgenologically. 

Being  essentially  a  growth  of  the  young 
it  occurs  most  frequently  between  the  ages 
of  twenty  and  forty,  and  is  more  frequently 


seen  in  women  than  men.  Its  favorite  loca- 
tion is  in  the  upper  jaw  in  the  region  of  the 
canine,  bicuspids,  or  first  molars,  almost 
never  occurring  back  of  the  first  molar. 

These  various  pathological  and  clinical 
points  are  mentioned  because  they  have  a 
direct  bearing  on  the  roentgenological  ap- 
pearance of  the  growth,  and  should  be 
borne  in  mind  when  attempting  a  diagnosis. 

Roentgenologically  an  epulis  appears  as 
a  small  cystic  formation,  which  is  confined 
to  the  alveolar  border  of  the  jaw  and  does 


Fig.  I.  Polyp  in  Right  Antrum. 
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Fig.  2.  Dentigerous  Cyst  of  Right  Antrum. 

The  tooth  has  been  carried  up  into  the  antrum  by  the 
growth. 


not  iiivade  the  body.  The  walls  of  the 
growth  are  clear  cut,  and  there  is  no  evi- 
dence of  any  inflammatory"  reaction,  char- 
acterized by  new  bone  formation  surround- 
ing the  growth.  Occasionally  it  takes  on  a 
giant  cell  formation  when  it  is  ver>^  dififlcult 
to  differentiate  from  the  giant  cell  sar- 
coma; and  occasionally,  as  above  men- 
tioned, small  spicules  of  bone  may  be  seen 
in  the  growth  projecting  out  beyond  the 
alveolar  border. 

Odontoma 

The  next  most  frequently  occurring 
tumor  of  the  jaw  is  the  odontoma.  This  is 
a  term  applied  to  a  tumor  of  the  jaw  aris- 
ing from  a  portion  of  a  root  follicle.  Under 
it  are  grouped  the  Adamantine  Epithelio- 
mata,  Dentigerous  cysts,  Dental  Root 
cysts,  and  the  Hard  Odontoma.  There 
have  been  many  more  elaborate  classifica- 
tions, but  for  our  purposes  the  one  which 
we  have  adopted  will  suffice. 

Adamantine  epitheliomata  arise  from 
epithelial  rest  or  paradental  epithelial  de- 
bris, which  start  an  adventitious  develop- 
ment during  the  formation  of  the  tooth. 
It  is  the  least  malignant  form  of  epithelial 


tumor  found  in  the  lower  jaw.  We  usually 
find  this  tumor  in  the  lower  jaw  at  the 
angle  in  the  region  of  the  last  molar,  al- 
though we  occasionally  find  it  in  the  upper 
jaw.  It  is  twice  as  common  in  the  female 
as  in  the  male,  and  occurs  more  frequently 
between  the  ages  of  twenty  and  forty.  Its 
roentgenological  appearance  does  not  differ 
materially  from  dentigerous  cyst  with 
which  it  is  frequently  confused. 

Dentigerous  cyst  is  the  most  common 
form  of  odontoma,  always  occurring  in 
3"oung  people.  It  never  starts  after  the 
permanent  set  of  teeth  are  erupted.  It  may 
be  found  in  the  body  of  the  jaw  at  the 
angle,  and  may  be  found  also  in  the  ramus 
of  the  jaw  and  in  the  antrum. 

Its  roentgenological  appearance  is  that 
of  a  cyst  occurring  in  the  regions  described, 
having  a  dense,  bony  capsule,  so  that  there 
is  a  marked  swelling  of  the  jaw  before  the 
capsule  ruptiu"es.  The  cyst  may  contain 
either  a  w^hole  tooth  or  a  portion  of  one, 
and  it  is  quite  common  to  see  one  or  more 
teeth  absent  from  the  jaw.  It  is  character- 
ized by  bone  absorption,  there  being  no 
new  bone  formation. 

The  dental  root  cysts  are  much  smaller 
than  the  dentigerous  cysts.  They  are  found 
at  the  root  of  a  tooth  and  are  quite  diffi- 
cult to  differentiate  from  large  alveolar 
abscesses. 

The  hard  odontomata  present  the  ap- 
pearance of  a  cyst  filled  with  solid  bone. 
They  are  relatively  infrequent. 

Giant  Cell  Sarcoma 

We  have  classed  the  giant  cell  sarcomata 
as  benign,  because,  like  the  tumors  already 
described,  they  will  not  recur  nor  cause 
metastases  if  properly  removed.  This  is 
the  most  common  variety  of  sarcomata 
found  in  the  jaw.  In  fact,  of  the  whole 
anatom^^  the  jaw  is  its  favorite  location. 
It  rarely  appears  after  the  thirty-fifth 
year,  and  is  found  much  more  frequently 
in  the  lower  jaw  than  the  upper.  It  is  the 
only  variety  of  sarcoma  of  the  jaw  that 
we  find  in  very  3'oung  children. 
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^Roentgenologically  we  see  a  growth 
hich  involves  the  body  of  the  jaw  in  the 
region  of  the  angle.  Sometimes  we  may 
find  it  at  the  symphysis.  It  has  a  perfectly 
jcharacteristic  appearance,  there  being  ab- 
sorption of  bone  and  a  very  extensive  net- 
iwork  of  trabeculce  running  through  the 
Iwhole  of  the  growth.  It  is  in  no  wise  in- 
[vasive  in  character,  although  it  may  occa- 
Isionally  rupture  through  the  cortex  of  the 
I  bone.  While  its  general  characteristics  are 
i  benign  it  may,  if  allowed  to  grow  a  sufficient 
i  length  of  time,  involve  a  very  large  portion 
I  of  the  jaw,  so  that  its  local  efifects  are  really 
as  bad  as  a  malignant  growth.  Occasion- 
ally we  see  a  giant  cell  sarcoma  undergo  a 
malignant  change. 

Osteomata  occasionally',  though  rarely, 
occur  in  the  jaw.  When  they  do  appear 
they  present  the  usual  appearance  of  a 
hard,  dense,  bony  growth,  such  as  are 
seen  elsewhere  in  the  body. 

Fibromata  are  more  common  than  os- 
teomata, though  they  are  relatively  infre- 
quent.   The    bone    changes    produced    by 


Fig.  3.  Giant  Cell  Sarcoma. 

Outline  of  jaw  remains  intact  with  the  characteristic 
trabeculated  appearance  of  growth. 


Fig.  4.  Osteomyelitis  of  Jaw. 

Although  there  has  been  great  destruction  of  the 
mandible,  the  teeth  occup}^  their  normal  position. 


fibromata  are  due  principally  to  pressure, 
causing  absorption  of  the  bone.  The  writer 
has  seen  one  case  which  occurred  in  the 
lower  jaw,  and  which  had  the  roentgen- 
ological appearance  of  a  huge  cyst,  involv- 
ing the  whole  of  the  body  of  one  side  of 
the  jaw\  This  appearance  was  brought 
about  entirely  by  pressure  of  the  growth 
on  the  bone. 

If  one  will  keep  in  mind  the  character- 
istic appearance  of  each  of  the  benign 
growths  of  the  jaw,  as  well  as  their  histolog- 
ical structure  and  usual  location  in  the 
jaw,  the  differential  diagnosis  should  be 
fairly  easy.  There  is  one  condition,  however, 
that  should  always  be  borne  in  mind,  that 
is  osteomyelitis.  At  times  this  condition 
may  very  closely  simulate  the  appearance 
of  a  growth ;  but  it  is  usually  accompanied 
by  the  ordinary  symptoms  of  bone  infec- 
tion, viz.:  thickening  of  the  bone  around 
affected  area,  occurrence  of  periostitis, 
formation  of  sequestra,  etc. 

Malignant  Growths 

Our  principal  concern  in  considering 
tumors  of  the  jaw  is  to  determine  whether 
the  growth  is  benign  or  malignant.  This  is 
not  always  an  easy  matter,  and  when  one 
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notes  that  the  surgeon  will  frequently  wait 
until  he  cuts  down  on  the  growth  before 
he  will  give  his  diagnosis,  one  will  appre- 
ciate the  difficulties  of  the  situation. 

We  have  the  usual  types  of  sarcomata 
occurring  in  the  jaw,  just  as  they  do  else- 
where in  the  body.  They  may  originate  in 
the  medulla  or  from  the  periosteum.  The 
periosteal  type  usually  occurs  at  the  angle 
and  may  completely  encase  the  body  and 
ramus  in  a  new  growth.  Sarcomata  occur 
more  frequently  in  the  lower  than  the 
upper  jaw,  and,  of  course,  are  more  fre- 
quently seen  in  young  people  than  in  old, 
except  in  sarcomata  of  the  antrum,  which 
are  not  uncommon  in  old  people. 

Carcinomata  are  more  frequent  than 
sarcomata  both  in  the  upper  and  lower  jaw. 
They  begin  at  the  alveolar  border  in  the 
lower  jaw  or  in  the  antrum  in  the  upper, 
and  usually  occur  in  old  people.  They 
naturally  do  not  begin  primarily  in  the 
bone  itself,  but  are  secondary  to  some 
growth  nearby.  Very  rarely  one  may  see 
carcinoma  in  the  jaw  when  there  is  a 
general  carcinomatosis  of  the  whole  body. 

Once  in  a  great  while  we  find  metastatic 
hypemephromata  in  the  jaw. 


Fig.  5.  Sarcoma  of  Left  Antrum. 

Outlines  of  the  antrum  are  irregular,  and  it  is  com- 
pletely clouded.  The  growth  has  not  broken  through 
the  wall  of  the  antrum. 


Fig.  6.  Carcinoma  of  Lower  Jaw. 

Note   almost   complete   destruction   of   mandible. 

The  roentgenological  appearance  of  ma- 
lignant growth  is  quite  characteristic.  If  it 
occurs  in  the  lower  jaw  the  bone  appears 
to  be  definitely  eroded  and  destroyed;  the 
edges  of  the  growth  are  irregular  and  it 
presents  an  invasive  appearance.  There  is 
usually  very  little  bone  reaction  surround- 
ing the  tumor,  for  the  growth  is  too  rapid 
to  allow  of  any.  The  earliest  appearance  of 
malignant  growth  in  the  lower  jaw  is  a 
slight  break  in  the  continuity  of  the  alve- 
olar border.  In  the  upper  jaw  the  growth 
starting  in  the  antrum  soon  breaks  down 
the  walls,  and,  depending  on  the  direction 
which  it  takes,  it  may  invade  the  orbit, 
nasal  passages  or  mouth,  causing  a  destruc- 
tion of  the  bony  walls  of  these  cavities. 
The  earliest  signs  of  malignant  growth  of 
the  antrum  that  we  can  detect,  are  a  cloud- 
ing of  the  antrum  and  a  slight  break  in  the 
outline  of  the  w^alls  of  the  antrum. 

Malignant  growths  of  the  antrum  are  to 
be  differentiated  from  empyema  of  antrum, 
polyp,  odontoma,  giant  cell  sarcoma,  os- 
teoma. 

Empyema  presents  a  homogeneous  shad- 
ow, the  w^alls  remain  intact. 

Polypi  appear  as  clear  cut  rounded 
masses  wholly  within  the  antrum. 

Osteoma  presents  the  characteristic  ap- 
pearance of  a  solid  growth  composed  en- 
tirely of  bone. 
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Odontoma  shows  well  defined  walls  which 
may  enclose  one  or  more  teeth. 

Giant  Cell  Sarcoma  presents  its  usual 
trabeculated  appearance. 

In  considering  the  diagnosis  of  malignant 
tumors  of  the  jaw,  the  writer  wishes  to  lay 
particular  emphasis  on  two  points  which 
have  been  mentioned,  namely,  the  slight 


breaks  in  the  continuity  of  the  wall  of  the 
antrum  and  the  slight  irregularities  along 
the  alveolar  border  of  the  lower  jaw,  occur- 
ring earl}^  in  these  cases. 

These  points  are  not  presented  as  repre- 
senting any  new  diagnostic  feature;  but 
because  they  are  easily  overlooked  unless 
the  case  is  carefully  studied. 


REPORT  OF  A  CASE  OF  MYXOMA  OF  FEMUR 


BY    ALBERTUS    COTTON,    M.D. 

and 
STANDISH    MCCLEARY,    M.D. 

BALTIMORE,    MD. 


THIS  case  is  considered  worthy  of  re- 
port on  account  of  infrequent  occur- 
rence, difficulties  of  diagnosis,  and  the 
damage  done  by  a  non-maHgnant  tumor. 

M.C.D. — female,  aged  35  years,  married, 
was  referred  to  me  for  diagnosis  and  treat- 
ment by  Dr.  J.  C.  Madara.  The  following 
histoty  was  obtained: 

Family  History. — Brother  died  of  pul- 
monary tuberculosis.  Othen^'ise  histor}'  was 
negative. 

Previous  History. — Negative. 

Active  trouble  in  right  thigh  began  a 
little  more  than  one  year  before  (spring, 
191 5),  but  patient  had  experienced  pain  in 
right  limb,  especially  the  knee,  for  four  or 
five  years,  and  had  been  treated  for  rheu- 
matism. At  this  time  (spring,  1915),  patient 
had  severe  pain  in  thigh  with  lameness  and 
well-marked  swelling  about  the  middle  one- 
third.  She  does  not  think  that  she  had  fever 
at  this  time. 

At  that  time  she  was  taken  to  the  County 
Hospital,  where  a  diagnosis  of  tuberculosis 
of  bone  was  made.  Tonic  and  hygiene  treat- 
ment with  rest  of  hmb  was  advised  by  at- 
tending surgeon,  and  patient  retiimed 
home. 

Pain,  lameness,  and  swelling  gradually 
became  worse  and  she  returned  to  the 
County   Hospital  in   November,  191 5.   At 


this  time  an  operation  was  performed.  The 
patient's  report  was  that  no  pus  was  found 
and  that  examination  of  specimen  of  bone 
removed  showed  tuberculosis;  she  re- 
mained at  the  hospital  four  weeks  and  re- 
turned home. 

During  the  winter  of  1915  and  1916 
patient  walked  with  crutches  and  attended 
to  her  household  duties,  although  suffering 
constant  pain.  The  operative  wound  healed 
in  about  four  months. 

In  spite  of  the  fact  that  the  wound 
healed,  the  patient  experienced  no  relief 
from  pain  or  lameness,  and  swelling  of 
thigh  increased  in  size.  In  Jime,  191 6,  she 
consulted  me. 

PHYSICAL   EXAMINATION 

Patient  was  about  five  feet  sLx  inches 
tall;  of  sHght  build  and  thin.  Face  had  a 
white  and  pinched  appearance,  but  mucous 
membranes  were  of  good  color.  She  had  been 
taking  opiates  in  moderate  quantity  for 
several  months.  Examination  of  chest 
showed  heart  and  lungs  normal.  Stereoscope 
roentgen  ray  examination  of  chest  con- 
firmed findings  of  physical  examination, 
showing  no  evidence  of  tuberculosis  or 
malignanc\^  in  limgs.  Examinations  of  ab- 
domen,   urine,    and   blood   were  negative. 
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Wassermann  was  negative.  In  about  the 
middle  third  of  right  thigh  there  was  a 
large  swelling,  irregularly^  fusiform,  involv- 
ing the  whole  circumference  but  more 
prominent  anteriorly  and  externally.  On 
palpation,  swelling  was  hard  and  firm 
except  at  site  of  scar  of  previous  operation 
on  the  anterolateral  surface,  where  there 
was  an  area  the  size  of  an  egg  that  was  soft 
and  fluctuating.  Circumference  of  right 
thigh  at  site  of  tumor  was  three  and  one- 
half  inches  greater  than  that  of  left  in 
same  location. 

ROENTGENOLOGICAL   EXAMINATION 

Plates  were  taken  to  show  the  antero- 
posterior view  of  the  whole  femur  including 
the  hip-joint  and  lateral  view  of  lower  two- 
thirds  of  the  bone.  These  plates,  lantern 
slides  of  which  will  be  shown,  presented  the 
following  characteristics,  viz. : 

(a)  The  whole  shaft  of  femur  from  neck 
to  condyles  was  involved  in  the  pathologi- 
cal process. 

(b)  There  was  enlargement  of  the  bone 
with  rarefaction  and  thinning  of  outer 
compact  bone. 

(c)  The  rarefaction  was  not  uniform, 
some  areas  more  marked  than  others. 

(d)  Contour  of  bone  was  irregular  on  all 
siu-faces. 

(e)  At  the  middle  of  bone  an  area  about 
three  inches  long  and  involving  one-third 
circumference  was  shown  where  bone  had 
been  removed  by  operation. 

(/)  Along  the  shaft  of  bone,  especially 
at  site  of  previous  operation,  were  numer- 
ous small  projections  of  new  bone  extending 
outward  from  periosteum  in  different  direc- 
tions. 

(g)  The  shadow  of  the  tumor  could  be 
seen  extending  in  the  soft  tissues  on  all 
sides  of  femur. 

While  the  clinical  and  roentgen  ray 
evidence  seemed  to  point  to  diffuse  osteo- 
sarcoma, a  diagnosis  was  reserved  until 
an  exploratory  operation  could  be  done. 

On  June  20th,  1916,  an  incision  was 
made  over  the  soft  part  of  the  tumor  in  the 


old  scar.  A  cystic  area  was  found  contain- 
ing a  serosanguinolent  fluid  with  wall  of 
soft  friable  material  like  granulation  tissue. 
The  cyst  extended  into  the  bone  at  site  of 
previous  operation.  The  bone  itself  was 
rough  and  irregular  under  the  periosteum 
with  small  processes  of  new  bone  extending 
in  different  directions  into  surrounding 
muscles  which  were  firm  and  hard.  No 
tumor  tissue  other  than  the  soft  friable 
tissue  and  spicule  of  new  bone  was  noted 
in  the  exploration.  Grossly,  the  condition 
did  not  look  like  sarcoma.  Portions  of  the 
bone,  cyst  wall  and  muscles  were  removed 
for  microscopical  examination.  The  wound 
was  partially  closed  and  drainage  pro- 
vided. 

The  report  of  the  pathologist.  Dr. 
Standish  McCleary,  at  this  time  was  as 
follows:  Tissue  removed  showed  process 
of  repair,  granulation  and  fibrous  tissue 
with  new  bone  formation.  There  is  no 
evidence  of  malignancy. 

This  report  would  seem  to  indicate  an 
inflammatory  lesion.  Diseases  considered 
as  possible  cause  of  condition,  were: 

(a)  Myositis  ossificans. 

(b)  Osteom^^elitis,  pyogenic,  tubercular 
or  luetic. 

(c)  Osteitis  fibrosa  or  bone  cyst. 
Myositis    ossificans    was    dismissed    at 

once  from  roentgen  ray  examination.  Py- 
ogenic osteomyelitis  was  excluded  because 
there  was  no  pus  (pyogenic)  and  tubercular 
osteomyelitis  because  of  its  very  great 
infrequency  in  adults.  Lues  was  excluded 
by  negative  Wassermann,  history,  clinical 
and  roentgen  ray  examination.  Neither  the 
clinical  signs  nor  roentgen  ray  plates  were 
typical  of  osteitis  fibrosa  or  bone  cyst, 
unless  the  character  of  pathological  process 
had  been  changed  by  the  exploratory 
operation. 

The  patient  experienced  some  temporary 
relief  from  pain  and  was  allowed  to  go 
home  in  about  three  weeks  to  be  looked 
after  by  her  family  physician. 

Five  months  later,  November  20th, 
1916,  patient  returned  to  Mercy  Hospital. 
Physical  examination  at  this  time  showed 
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general  condition  not  so  good;  patient 
thinner,  anemic  and  weak.  She  had  suf- 
fered increasing  pain  and  had  been  taking 
morphia  in  moderate  dose  daily  for  past 
three  to  four  months.  Examination  of  right 
thigh  showed  enormous  enlargement,  more 
than  twice  the  size  of  left  limb;  numerous 
large  surface  veins;  greater  portion  of 
tumor  firm,  but  two  or  three  areas  of  soften- 
ing; small  sinus  from  previous  operation. 

ROENTGEN    RAY   EXAMINATION 

The  plates  showed  same  appearances  as 
my  previous  examination  with  the  follow- 
ing exceptions:  the  bone  was  larger  and 
showed  more  general  rarefaction;  there 
was  a  pathological  fracture  at  site  of  pre- 
vious operations;  there  was  no  increase  in 
periosteal  new  bone  formation.  In  spite 
of  the  long  diu-ation  of  the  disease,  over 
one  and  one-half  years,  a  diagnosis  of 
osteosarcoma  was  made  and  amputation 
at  hip- joint  advised. 

On  November  28th,  1916,  disarticulation 
of  the  hip-joint  was  done.  Patient  suf- 
fered very  little  shock  from  the  operation, 
had  a  satisfactory  convalescence  and  after 
several  weeks  completely  recovered.  It  is 
now  nearly  one  year  since  the  operation 
and  patient's  general  and  local  condition 
is  good  with  no  indication  of  recurrence  of 
tumor. 

Examination  of  amputated  hmb  was 
made  at  the  time  of  operation  and  was  as 
follows :  The  femur  was  spht  longitudinally 
from  top  of  greater  trochanter  to  knee 
joint.  The  medullar}^  cavity  was  enlarged 
and  compact  bone  thin.  At  the  site  of  ex- 
ploratory operations  there  were  areas  of 
softening  of  bone  which  connected  with 
cystic  areas  in  the  muscles  similar  to  the 
one  foimd  at  exploratory  operation.  There 
was  new  bone  formation,  especially  about 
the  old  operative  wound  and  fracture  show- 
ing a  feeble  attempt  at  repair.  Extending 
from  the  operative  opening  all  along  the 


shaft  of  bone  from  the  trochanter  to 
condyles  between  bone  and  periosteum, 
was  the  tiunor.  In  some  places  the  perios- 
teimi  was  broken  through  and  the  tumor 
extended  into  the  muscles.  The  tiimor  was 
soft  (not  jelly-like,  but  firm  enough  to  be 
handled  without  crushing),  and  grayish 
white  in  color.  No  hemorrhagic  areas  were 
found  in  the  tumor.  Neither  hip  nor  knee 
joint  was  involved. 

Report  of  the  microscopical  examination 
of  tumor  removed  by  Dr.  Standish  Mc- 
Cleary  is  as  foUows:  Sections  were  made 
of  the  gelatinous  material  contained  in  the 
loculi  foimd  in  the  bone.  This  material  is 
composed  of  pure  myxomatous  tissue, 
showing  the  characteristic  stellate  cells, 
slight  fibrillar  framework,  and  the  gelat- 
inous ground  substance.  At  places  in  the 
section,  rather  robust  bands  of  fibrous 
tissue  are  seen  traversing  the  ground 
substance. 

Sections  from  the  osseous  tissue  show 
two  distinct  processes  taking  place.  Areas 
showing  distinct  resorption  of  bone  are  met 
with,  and  with  these  are  areas  in  which 
new  bone  formation  is  actively  progressing. 
There  are  present  osteoblastic  cells  forming 
cartilage  and  the  beginning  of  new  lamel- 
la. 

The  pathologist's  diagnosis  of  this  case 
is  not  osteosarcoma  but  m^Tcoma,  a  non- 
malignant  timior.  Had  it  been  possible 
to  obtain  the  pathological  report  before 
operation,  the  treatment  would  have  been 
the  same.  The  limb  was  so  badly  damaged 
that  it  could  not  subserve  its  function  and 
the  pain  and  dragging  weight  of  the  en- 
larged limb  were  weakening  the  patient  and 
making  her  so  miserable  that  Hfe  was  not 
Vv'orth  Hving. 

In  myxoma  of  bone  we  have  a  tumor 
which  is  capable  of  producing  so  great 
damage  that  amputation  may  be  neces- 
sary, yet  it  is  non-malignant,  which  means 
that  it  does  not  recur  after  removal. 
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Death  of  Capt.  W.  E.  Harwood 

The  first  American  roentgenologist  to 
lose  his  life  since  America's  declaration  of 
war  in  Apxil,  191 7,  was  Dr.  William  Elvis 
Harwood,  Captain,  Medical  Reserve  Corps, 
U.  S.  Army.  Captain  Harwood,  whose 
home  was  Joliet,  111.,  died  from  pneumonia 
on  January  7,  19 18,  while  on  duty  with 
Base  Hospital  No.  12,  serving  in  France. 

The  deceased  was  born  in  Joliet,  Novem- 
ber 16,  1858.  He  graduated  from  Rush 
Medical  College  in  1880  and  for  several 
years  practiced  in  Eveleth,  Minn.,  where 
he  was  surgeon  in  charge  of  the  Fabiola 


Hospital  and  attending  surgeon  of  several 
mining  companies.  He  later  returned  to 
practice  in  Joliet,  the  city  of  his  birth. 
When  Base  Hospital  Number  12  was 
organized,  he  volunteered  for  service  as 
roentgenologist,  but  was  rejected  on  ac- 
count of  his  age.  He  was  later  accepted  for 
the  roentgen  ray  work,  because  of  his  in- 
sistence that  he  was  entitled  to  a  chance 
to  serve.  Shortly  after  his  arrival  in  France, 
in  recognition  of  meritorious  service,  he 
was  promoted  to  be  captain. 

The  writer  has  known  Dr.  Harwood  for 
several  years,  and  can  testify  to  his  unfail- 
ing devotion  to  high  ideals  of  practice.  He 
has  also  had  the  opportunity  of  visiting 
Base  Hospital  No.  12  in  France  and  of 
personally  inspecting  the  work  of  Captain 
Harwood.  Only  one  who  has  seen  and  ex- 
perienced the  peculiar  difficulties  which 
had  to  be  met  in  the  accomplishment  of 
satisfactory  roentgenologic  work  where 
Captain  Harwood  was  stationed,  can  ap- 
preciate the  credit  due  our  friend  for  his 
work.  His  example  in  making  the  best  of  a 
difficult  situation,  and  of  succeeding  in 
spite  of  mechanical  difficulties,  may  well  be 
held  up  for  the  consideration  of  those  who 
feel  that,  in  France,  in  war  time,  under 
conditions  of  extreme  necessity  of  restrict- 
ing one's  demands  to  absolute  needs,  they 
should  be  furnished  with  the  same  luxuri- 
ous conveniences  they  have  enjoyed  in 
civil  practice  at  home.  J.  T.  C. 

War  Roentgenology 

With  the  beginning  of  hostilities,  in  ac- 
cordance with  the  French  system  of  mo- 
bilization, most  of  the  roentgen  ray  men 
found  themselves  thrown  at  once  into 
military  service,  many  of  them  in  other 
lines  of  medical  work,  and  some  of  them 
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n  the  fighting  branches  of  the  service ;  but 
IS  soon  as  the  authorities  found  themselves 
md  got  the  management  of  the  war  sys- 
;ematized,  the  roentgen  ray  men  were 
gradually  called  into  the  service  for  which 
[hey  were  peculiarly  fitted.  In  some  in- 
stances, the  transfers  were  made  gradually. 
For  instance,  Haret,  who  to-day  with 
Hirtz  has  charge  of  the  roentgen  ray  work 
jof  the  French  armies,  served  a  year  in  the 
'field  with  a  roentgen  ray  automobile  unit. 
Other  similar  instances  might  be  cited. 

Later  a  school  was  established  at  the 
Val-du-Grace  Hospital,  Paris,  where  our 
honored  friend.  Prof.  A.  Beclere  has  charge 
of  the  didactic  work.  With  his  corps  of 
assistants  he  puts  the  men  who  are  assigned 
to  this  school  through  a  course  of  theoreti- 
cal and  experimental  instruction- and  they 
are  later  assigned  to  some  of  the  fixed  hos- 
pitals for  practical  instruction  before  being 
sent  out  into  the  field. 

A  school  for  technicians  has  also  been 
maintained,  the  French  authorities  having 
long  ago  recognized  the  necessity  for  sup- 
plying roentgen  ray  medical  workers  with 
technicians  so  that  the  medically  trained 
men  would  have  more  time  for  purely  pro- 
fessional work.  These  technicians  are  for 
the  most  part  men  although  there  are  a 
few  women  technicians.  The  men  are 
trained  at  the  general  shops  (ateliers)  of 
the  Service  du  Sante  of  the  Franch  jMinis- 
try  of  War.  The  term  ''manipulateurs"  is 
applied  to  these  male  technicians.  The 
women,  "manipidatrices,"  are  trained  in 
a  school  established  by  Madame  Curie. 

The  manipulators  are  trained  in  the  care 
of  roentgen  ray  apparatus,  and  in  the  art 
of  plate  making  and  developing.  No  atten- 
tion is  paid  to  diagnostic  work  in  the  course 
for  these  workers.  In  fact,  the  course  for 
the  women  does  not  include  the  care  of 
apparatus,  and  for  this  reason,  the  women 
are  not  popular  as  roentgen  ray  assistants. 

The  apparatus  employed  in  the  French 
army  is  generally  recognized  as  being  more 
or  less  below  the  desired  standard  owing  to 
the  necessities  of  the  situation.  Due  to  a 
peculiar  difficulty  in  the  manufacture  of 


interrupter  less  transformers,  there  have 
been  practically  none  of  this  type  of  instru- 
ment in  the  French  mobile  hospital.  The 
writer  has  been  told  that  the  Italian  roent- 
gen ray  automobiles  are  equipped  with 
interrupterless  transformers.  Not  long  ago. 
Colonel  Hirtz  told  me  that  he  wished  it 
were  possible  to  replace  the  present  type 
of  old  apparatus  with  interrupterless  trans- 
formers. Owing,  however,  to  the  difficulties 
above  referred  to,  interrupterless  machines 
will  not  be  furnished  to  any  except  the 
most  important  general  hospitals.  The  men 
are  obliged  to  content  themselves  with 
coils  and  merctuy  interrupters,  instru- 
ments of  the  type  which  most  of  us  dis- 
carded a  decade  ago. 

The  tables,  tube  stands,  and  other  ac- 
cessories have  reached  a  high  degree  of 
development  for  the  peculiar  needs  of 
military  roentgenology-,  although  the  ap- 
paratus as  a  whole,  both  from  the  stand- 
point of  workmanship  and  material,  is  not 
what  we,  in  this  country,  have  been  ac- 
customed to.  Every  move  in  France  seems 
to  be  actuated  by  the  overwhelming  neces- 
sity of  making  all  efforts  productive  of  the 
greatest  possible  results  with  the  least 
possible  expenditure  of  material.  The 
French  have  very  frankly  told  us  that  they 
expect  us  to  begin  where  they  have  left 
off,  and  it  will  be  a  great  disappointment 
if  we  have  to  go  through  a  period  of  devel- 
opment either  in  the  production  of  roent- 
gen ray  apparatus  or  in  the  recognition  of 
the  important  position  which  the  roentgen 
ray  must  play  in  the  war  siu-gery  of  to-day. 
We  earnestly  hope  that  all  of  this  experi- 
ence will  not  have  been  lost  and  that  the 
outcome  of  our  present  campaign  of  prep- 
aration for  the  herculean  task  before  us 
will  show  that  we  have  lived  up  to  the 
expectations  of  our  heroic  French  confreres. 

The  sense  of  all  the  above  remarks  applies 
also  to  our  British  brethren  who  have 
favored  us  with  every  possible  opportunity 
for  observation  of  methods.  We  are  in- 
debted to  both  French  and  British  radiol- 
ogists for  manv  valuable  suggestions. 

J.  T.  C. 
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Hess,  J.  H,     Osteogenesis  Imperfecta.    (Arch. 
Int.  Med.,  Feb.  15,  191 7,  Vol.  XIX,  p.  163.) 

The  roentgen  literature  has  from  time  to 
time  contained  very  valuable  contributions  to 
this  subject,  but  this  paper  undertakes  to  give 
a  summary  of  the  roentgen  ray  findings  in  this 
disease  and  the  author  is  surely  to  be  congratu- 
lated upon  the  degree  of  success  attained.  The 
following  are  summarized  as  the  roentgen  ray 
findings  which  are  characteristic  and  diagnostic 
for  the  disease: 

1.  Multiple,  mostly  intraperiosteal  fracttires, 
often  showing  areas  of  bone  resorption  at  the 
seat  of  fractiu-e. 

2.  Excessive  callus  formation. 

3.  Deficient  shadow  formation  seen  in  all 
bones  of  the  body,  due  to  increased  permeabil- 
ity to  roentgen  ra^^s.  Often  the  bone  shadows 
show  but  little  more  density  than  the  surround- 
ing soft  parts. 

4.  The  diaphyses  of  long  bones  may  be 
slender,  and  only  verj^  rarely  show  any  curva- 
ture or  bending. 

5.  The  cortex  is  of  irregular  thickness,  on 
the  whole  ver}-  thin  and  parchment -like  in  ap- 
pearance and  may  even  appear  to  be  absent  in 
some  places.  There  is  little  or  no  tendenc}' 
toward  thickening  on  the  concave  side  of  the 
shaft. 

6.  The  spongiosa  contains  wide  meshes  and 
an  absence  of  structural  markings.  These 
changes  are  not  limited  to  the  diaphyses.  AH 
bones  show  this  change,  but  not  to  the  same 
degree,  the  most  marked  changes  being  found 
in  the  bones  of  the  hands. 

7.  The  medullary  cavity  is  increased  in  size 
and  shows  irregularly  mottled  shadow. 

8.  The  epiphyseal  cartilages  and  their  cen- 
ters of  ossification  are  larger  than  normal  and 
the  epiphyseal  lines  are  straight. 

The  following  is  quoted  at  length  because 
of  its  value  in  roentgenologic  diagnosis. 

"The  roentgen  ray  is  invaluable  in  the  differ- 
ential diagnosis  of  osteogenesis  imperfecta,  and 
also  chondrodystrophia  f  oetalis,  cretinism,  mon- 
golism, rachitis,  infantile  scurvy,  syphilis  (early 
congenital  and  later  manifestations)  and  tuber- 
culosis of  bones. 

"In  chondrodystrophia  f  oetalis  the  trunk  is 
normal,  while  the  extremities  are  shortened  and 


deformed.  In  the  skull  the  cli\ais  is  often  seen 
in  the  lateral  position  and  there  is  usually  mal- 
position of  the  nasal  bones.  If  the  root  of  the 
nose  is  retracted,  they  are  almost  horizontal, 
while  if  flattened,  they  are  more  vertical.  The 
flattening  of  the  bridge  of  the  nose  is  due  either 
to  a  primary  tribasilar  synostosis  or  a  failure 
of  development,  which  causes  the  base  of  the 
skull  to  be  shorter.  The  ribs  are  thickened  at 
the  epiph^'seal  lines.  The  extremities  are  short 
and  thick  and  the  epiphyseal  regions  prominent. 
The  center  of  the  body  is  displaced  upward. 
The  shafts  of  the  bones  often  show  great  thick- 
enings and  shortening  of  the  cortical  substance, 
and  overgrowth  of  the  bony  epiphysis  is  so 
marked  that  it  often  appears  to  overlap  that 
of  the  epiphyseal  line.  The  periosteum  shows 
great  thickening,  the  cortical  substance  is 
broader  and  thickened  and  the  medullary  canal 
is  narrow,  and  sometimes  the  latter  is  replaced 
by  hard  cortical  tissue.  Thus  it  will  be  seen 
that  the  bone  changes  are  marked  in  both  the 
length  and  breadth.  The  shortening  of  the 
long  bones  is  due  to  the  cartilaginous  ossifica- 
tion of  the  epiphyses,  and  it  is  very  evident 
that  these  abnormalities  are  brought  about 
by  the  disturbance  in  the  normal  process  of 
ossification  in  the  primarx'  cartilage"  (Rotch). 

"In  cretinism  the  body  length  is  normal  at 
birth,  but  shows  later  a  greatly  retarded  de- 
velopment. The  degree  of  retardation  varies 
with  the  degree  of  th^^oid  atrophy  (directly), 
and  the  amount  and  length  of  time  of  treat- 
ment. There  is  a  universalh^  retarded  develop- 
ment of  the  bony  skeleton  due  to  delayed 
endochondral  and  periosteal  groxx^h,  which  is 
especiall}^  marked  in  the  carpal  and  tarsal  bones 
and  in  the  phalanges.  There  is  delayed  devel- 
opment of  the  bony  nuclei  in  the  epiphyses 
and  dela^-ed  union  between  the  epiphyses  and 
diaphyses.  The  delays  in  bone  deposits  are 
usually  ver}^  marked.  A  2-year-old  child  may 
show  the  bone  development  of  a  6-  or  12 -month 
infant. 

"In  mongolism  roentgen  ray  examination  has 
no  great  practical  value,  as  in  marked  cases 
clinical  diagnosis  is  eas}-  and  the  bone  changes 
have  no  definite  pathognomonic  characteristics. 
The  general  skeletal  development  shows  no 
pathognomonic  changes,  the  degree  of  retarda- 
tion varying  in  different  cases  and  different 
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regions  in  the  same  case,  while  others  may  show 
no  retardation.  On  the  whole,  the  bones  are 
well  developed  for  their  age,  in  fact  occasion- 
ally the  short  bones  are  developed  too  early. 
The  skull  is  usually  microbrachycephalic,  the 
orbits  low  and  converge  inward,  the  sella  tiircica 
small,  with  overlapping  clinoid  processes,  which 
often  appear  to  involve  the  hypoph^'sis.  The 
hands  are  short  and  broad,  due  to  Small  meta- 
carpal and  phalangeal  bones.  The  thtmib  and 
little  finger  show  the  shortening  to  the  greatest 
degree.  The  little  fingers  often  show  concavity 
on  the  side  approximating  the  ring  finger. 
This  is  chiefly  due  to  shortening  and  curving 
of  the  middle  phalanx.  The  thumb  often  shows 
a  button-like  appearance  with  circular-like 
contraction  at  the  proximal  end  of  the  meta- 
carpal and  distal  end  of  the  basal  phalanx. 
There  is  a  tendency  to  congenital  anomalies, 
among  which  bone  deformities  are  common; 
clubbed  feet,  syndactylism,  superfluous  toes, 
spina  bifida,  and  micromeha  of  the  upper  ex- 
tremities are  often  associated  with  other  con- 
genital deformities,  as  of  the  heart,  genito- 
urinary tract  and  ears. 

"In  rickets  partial  or  complete  fractures  are 
usual,  but  they  are  not  intraperiosteal  and 
there  seems  to  be  very  little  tendency  toward 
callus  formation,  although  apparently  enough 
to  make  the  bone  more  or  less  soHd.  The  cal- 
cium content  of  the  callus  is  so  very  low  that  it 
is  almost  invisible  in  a  roentgenogram.  De- 
formities in  rickets  are  much  more  marked  in 
the  lower  than  in  the  upper  extremities.  Bow- 
ing and  bending  is  characteristic.  In  the  femur 
the  greatest  change  may  be  in  the  neck,  causing 
coxa  vara.  The  pelvis  may  become  flattened 
and  the  body  shortened  as  a  whole.  Not  in- 
frequently palpable  nodular  thickenings  in- 
volving part  of  the  cortex  are  seen  on  the  con- 
vex surface  of  the  long  bones.  Increased  radi- 
ability  of  bones  is  a  property  w^hich  rickets  in 
its  active  stage  shares  uith  osteogenesis  im- 
perfecta. After  the  process  m  rickets  subsides, 
the  bones,  while  still  showing  deformities,  and 
curvatures,  appear  broader  than  normal  and 
show  even  increased  density  of  bone,  which  is 
especially  marked  at  the  ends  of  the  diaphyses. 
The  periosteum  in  rickets  is  definitely  thick- 
ened, but  the  periosteal  bone  shadow  is  often 
pale,  due  to  the  low  calcium  content.  The  cor- 
tex has  about  the  same  appearance  as  in  os- 
teogenesis imperfecta.  On  the  concave  sides 
of  long  bones  the  cortex  is  thickened,  which  is 


almost  pathognomonic  of  rickets;  it  may  be 
thinned  on  the  convex  side.  The  medullary 
ca\dty  is  often  increased  in  size  in  rickets  and 
constantly  so  in  osteogenesis  imperfecta.  The 
epiphyses,  which  in  osteogenesis  imperfecta  are 
normal,  show  most  marked  changes  in  rickets. 
The  zone  of  proliferation  is  widened,  with  an 
irregular,  toothed  appearance  on  the  epiphyseal 
side  of  the  diaphysis,  and  there  is  also  a  broad- 
ening and  flaring  out  of  the  epiphyseal  end  of 
the  diaphysis,  which  is  very  characteristic  for 
rickets.  The  epiphyses  tend  to  be  larger  than 
normal,  irregular  in  outline  and  may  be  of  de- 
creased density.  The  end  of  the  shaft  is 
streaked  and  presents  an  irregular  line  at  the 
joint  end  and  above  it  a  curious  transverse 
zone  of  different  structure  from  the  rest  of  the 
bone. 

"Lovett  divides  bone  lesions  of  rickets  into 
three  stages.     As  only  the  severe  types  of 
rickets  call  for  differentiation  from  osteogenesis 
imperfecta  and  only  from  the  late  type  of  the 
latter,  the  author  describes  only  the  severe 
lesions,  as  noted  by  Lovett.    In  the  first  stage 
the  epiphyses  cast  little  or  no  shadow,  while  the 
center  of  ossification  is  small  or  absent  and  at 
times  appears  multiple.     The  diaphysis  be- 
comes frayed  out,  instead  of  clear  cut,  the  peri- 
osteum thickened,  and  the  whole  joint  appears 
hazy.     Multiple  fractures  are  common.    This 
is  the  stage  which  is  frequently  classed  as 
osteogenesis  imperfecta.    In  the  second  stage 
the  shadow  of  the  epiphysis  becomes  more 
marked,  the  area  is  ragged  and  irregular,  the 
ends  of  the  diaph^'sis  begin  to  broaden,  es- 
pecially on  the  side  on  which  the  strain  is 
greater  and  here  produces  a  ledge  or  Hp  next 
to  the  epiphyseal  line.    There  is  a  thickening 
on  the  concave  side  of  the  shaft,  which  is  a 
compensatory  change.     The  diaphysis  begins 
to  give  a  more  definite  shadow.    The  ends  next 
to  the  diaphysis  are  streaked  longitudinally 
and  are  the  area  of  maximiim  disturbance. 
At  the  epiphyseal  end  of  the  shaft  there  is  gen- 
erally a  transverse  area  of  increased  density, 
reaching  about  a  quarter  or  half  an  inch  from 
the  epiphyseal  line.    This  continues  into  the 
third  stage.     Further  changes  in  the  second 
stage  consist  in  the  chambering  of  the  interior 
of  the  bone,  where  light  areas  in  the  shaft  indi- 
cate the  absence  of  marked  bone  deposit,  and 
heavier  lines  of  ossification  show  the  irregular 
development  of  trabeculae.     The  second  stage 
is  generally  a  period  of  systemic  reaction  to  the 
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disease,  in  which  signs  of  retiiming  ossification 
occur  when  deformity  begins.  In  the  third 
stage,  the  epiphysis  begins  to  resume  its  normal 
contour  and  homogeneous  shadow  density. 
Irregularities  persist  in  the  marginal  outline, 
and  there  is  still  a  little  mottling  in  the  ossifica- 
tion. The  lipping  of  the  diaphyses  has  enlarged 
the  bone  ends,  and  there  is  in  consequence  a 
discrepancy  in  breadth  between  the  diameters 
of  the  diaphysis  near  the  epiphyseal  line  and 
the  epiphysis. 

"In  infantile  scur\y  the  most  constant  finding 
is  an  irregularly  circumscribed  shadow  of  vary- 
ing diameter  and  intensity  at  the  end  of  the 
diaphysis  at  the  seat  of  new  bone  formation. 
This  shadow,  according  to  Rehn,  enables  one 
to  make  an  early  diagnosis  of  scurv'A'  when  all 
other  classical  clinical  signs  of  scimw  are  ab- 
sent, pro\'ided  it  is  possible  to  exclude  congen- 
ital syphilis.  Less  constant  than  this  shadow 
are  the  subperiosteal  shadows  at  the  seat  of 
hemorrhages.  These  shadows  may  be  invisible 
even  at  the  height  of  hemorrhage,  becoming 
more  and  more  distinct  with  age,  probably  due 
to  the  deposit  of  osteoph^-tes.  Fractures  and 
infractions  are  demonstrable  in  scurvy^  Other 
findings  in  scurv}-,  which,  however,  are  not 
always  demonstrable  by  roentgen  rays,  are 
epiphyseal  separation  and  displacements,  hem- 
orrhages within  the  joint  capsule  (considered 
to  be  ver\^  rare  by  Re^'her)  and  occasionally, 
but  rarely,  intramuscular  hemorrhages  may  be 
demonstrated.  The  clinical  s^-mptoms  often 
enable  one  to  make  a  diagnosis  of  scurvy  and, 
according  to  Frangenheim,  especially  in  older 
children  a  diagnostic  triad  makes  diagnosis 
comparatively  easy;  (i)  hemon-hagic  diathesis, 
which  is  manifested  by  tendency  to  hemor- 
rhages and  multiple  hemorrhages  anywhere  in 
the  body,  with  its  sequelae,  marked  anemia; 
(2)  severe  pain  in  extremities  accompanying 
ever}'  movement;  (3)  swelling  of  the  joints. 
From  these  signs  multiple  subperiosteal  hemor- 
rhages are  pathognomonic. 

"In  syphilis  we  must  distinguish  between  the 
earty  congenital  and  the  later  bone  changes. 
As  to  the  diagnosis  of  syphilitic  lesions  of  the 
bones,  Fraenkel  says:  'If  in  an  infant  in  its 
first  weeks  of  life  we  find  roentgenologicalh'  at 
the  epiphyseal  line  either  homogeneous  trans- 
verse shadow  or  a  streak  interrupted  by  lighter 
transverse  streaks,  the  epiphyseal  line  being 
well  outlined  toward  the  diaph}'sis,  and  toward 
epiphysis  a  serrated  ribbon-like  shadow,  we 


have  a  positive  proof  of  existence  of  osteochon- 
dritis syphilitica. '  In  early  congenital  syphilis 
the  entire  skeletal  system  is  affected,  the  long 
bones  suffeiTiig  chiefly.  In  later  manifesta- 
tions, in  which  periostitis  ossificans  is  a  very 
important  finding,  we  see  newl}'-  formed  sub- 
periosteal bony  masses  with  bony  structure. 
They  are  most  marked  in  the  middle  of  the 
diaphysis  of  the  femur  and  less  marked  in 
other  long  bones.  Old  cortex  may  often  be 
differentiated  from  the  newly  formed  subperios- 
teal bony  masses.  Cortical  thickening  is  there- 
fore an  important  point  in  differential  diagnosis 
from  osteogenesis  imperfecta,  in  which  disease 
the  cortex  is  alwaj's  very  thin.  In  the  phalanges 
the  epiphyseal  line  is  somewhat  lighter,  the 
diaphj'sis  is  stronger  and  more  compact  and 
forms  a  dark,  sharply  circumscribed  shadow. 
The  phalanges  are  longer  and  thickened. 
There  are  definite  changes  in  the  exterior  of 
the  bone  without  any  change  in  the  interior, 
unless  suppuration  has  taken  place  and  other 
long  bones  of  the  body  are  similarly  affected, 
which  differentiates  syphilitic  dactylitis  from 
tuberculous  dactylitis.  Fractures  are  com- 
paratively rare  in  syphilitic  infants. 

"A  characteristic  of  tuberculous  lesions  is 
primarily  and  definitely  a  destructive  local 
process,  without  evidence  of  a  tendency  to  bone 
stimulation.  Osteogenesis,  on  the  other  hand, 
appears  to  be  a  general  atrophy  of  all  the  bones 
of  the  body.  In  tuberculosis  light  shadows, 
due  to  bone  destruction  and  calcium  absorp- 
tion, are  seen  surrounded  by  otherwise  normal 
dark  bone  shadows,  while  in  osteogenesis  all 
the  bones  of  the  body  show  more  imiformly 
increased  permeability  to  roentgen  rays.  The 
neighboring  bone  areas  show  atrophy,  the 
cortical  substance  is  thinned  and  the  spongy 
portion  appears  less  dense,  often  giving  a  shad- 
ow of  a  density  but  little  greater  than  the 
soft  tissues.  CaUus  formation  in  tuberculosis 
is  very  deficient.  When  tuberculosis  affects 
joints,  there  is  a  high-grade  atrophy  and  de- 
struction of  the  bone.  The  bone  ends  show 
marked  transparenc}'.  This  increases  the 
nearer  it  approaches  the  joint,  thereby  de- 
creasing and  often  impairing  the  visibility  of 
the  joint  contour.  The  entire  region  of  the 
joint  may  become  less  visible.  Comparison 
should  be  made  with  the  well  side,  especially 
early  in  the  disease,  when  diagnosis  may  be 
difficult.  The  tuberculous  joint  lesions  and 
fractures  are  ver>^  painful,  thus  differing  from 
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fractures  of  osteogenesis  imperfecta,  which 
seem  to  be  attended  with  but  Httle  pain. 

"Osteomyelitis  presents  an  outHne  showing 
periosteal  reaction  in  the  form  of  proliferation 
of  new  bone  about  the  necrosed  area,  or  again 
the  sequestra  may  be  plainly  visible.  It  is 
difficult  to  make  a  positive  diagnosis  before  the 
second  week.  By  the  second  week  we  have 
evidence  of  d.  more  or  less  marked  periosteal 
proliferation  and  new  periosteal  bone  formation 
about  the  necrosed  area.  Light  and  irregtdar 
shadows  at  the  seat  of  the  bone  involvement 
are  also  now  visible,  due  to  bone  destruction. 
Later  in  the  disease  distinct  bone  sequestra 
surroimded  by  a  definitely  lighter  shadow  are 
characteristic." 

In  concluding  the  author  points  out  the 
tendency  of  two  of  the  cases  under  observ^ation 
to  develop  secondary  rachitic  bone  lesions. 
These  rachitic  changes  led  to  a  questionable 
diagnosis  in  these  particular  cases.  However, 
a  brief  review  of  the  changes  characteristic 
of  the  two  conditions  tends  to  clear  up  the 
situation.  The  combination  of  the  two  con- 
ditions in  the  late  form  of  the  disease  is  the 
rule  rather  than  the  exception,  while  the  early 
congenital  type  has  not  infrequently  been  de- 
scribed as  fetal  rickets. 

"Most  of  the  cases  are  sent  into  the  wards  as 
scorbutus,  because  of  the  pain  at  the  seat  of 
the  fractures  following  motion  of  the  extremi- 
ties; the  roentgenograms,  however,  readily 
show  the  cause  of  the  pain. 

"Segawa  describes  for  the  first  time  the  com- 
bination of  osteogenesis  imperfecta  as  a  con- 
genital affection  with  Barlow's  disease  and  rick- 
ets as  acquired  affections  in  an  infant.  The 
former  was  diagnosed  clinically,  the  latter  two 
only  anatomically." 

LowMAN,  C.  L.  Delayed  Development  in 
the  Tarsus.  (Am.  J.  Orthop.  Surg.,  Vol. 
XV,  No.  6,  Jime,  1917,  p.  479.) 

This  article  embodies  the  report  of  a  case  of 
a  baby,  aged  1 5  months,  whose  feet  had  always 
turned  in  and  were  getting  worse.  A  diagnosis 
of  absence  of  the  tarsal  bones  was  made  and 
roentgenologically  confirmed.  As  the  child 
seemed  to  be  backward  in  mental  development, 
the  author  administered  |  grain  of  thyroid 
twice  daily,  in  addition  to  orthopedic  treatment. 
A  remarkable  improvement  followed  both  in 
the  mental  condition  and  the  growth  of  bone. 


so  that  six  months  later  the  cuboid  cou'd  be 
seen  in  the  roentgenogram  and  a  faint  beginning 
of  what  seemed  to  be  the  scaphoid  on  the  right 
foor.  The  patient  has  since  continued  to  im- 
prove in  both  directions. 

The  author,  therefore,  advises  in  cases  where 
the  feet  have  turned  in  since  birth,  not  to  be 
content  with  the  assumption  of  simply  "an- 
other case  of  congenital  clubfoot, "  as  it  might 
be  a  case  of  delayed  development. 

In  order  to  determine  the  relation  of  abnor- 
mal, delayed,  or  asymmetrical  development  of 
tarsal  elements  to  subsequent  deformity,  he 
suggests  more  careful  roentgen  study  of  con- 
genital clubfoot  cases.  He  will,  hereafter,  at- 
tempt to  have  roentgenograms  of  all  cases 
taken  at  uniform  times:  On  first  presentation 
of  the  case,  at  six  months,  one,  two  and  three 
years.  In  this  way  it  may  be  possible  to  dis- 
cover some  of  the  reasons  for  relapses,  for  per- 
sistency of  deforming  factors  in  the  presence  of 
good  treatment  and  for  continued  overgrowth 
of  one  side  of  the  foot  at  the  expense  of  the 
other. 

Ehrenfried,  Albert.  Hereditary  Deforming 
Chondrodysplasia.  (Am.  J.  Orthop.  Surg., 
Vol.  XV,  No.  6,  June,  191 7,  p.  464.) 

The  author  attempts  to  lift  this  disease  out 
of  the  class  of  uninteresting  rarities  by  demon- 
strating that  it  is  fairly  common,  by  establish- 
ing it  as  a  clinical  entity,  defining  its  manifesta- 
tions, and  by  giving  it  a  name  which  adequately 
describes  its  chief  characteristics.  He  adds  two 
more  cases  to  his  previous  collection  of  twelve 
and  illustrates  one  of  them  by  six  excellent 
roentgenograms. 

Roentgenographic  examination  is  absolutely 
necessary  to  make  a  diagnosis  and  especially 
to  differentiate  the  condition  from  develop- 
mental or  epiphyseal  exostoses  which  are  fairly 
common  but  little  recognized.  The  latter  group 
themselves  particularly  about  the  knee,  but 
they  may  appear  singly  at  other  points  such  as 
the  scapula  and  upper  end  of  the  shaft  of  the 
humerus.  They  are  sometimes  associated  with 
a  moderate  deformation  ■  of  the  adjacent 
epiphyseal  region,  but  they  are  never  accom- 
panied by  the  bony  alterations  and  deformities 
characteristic  of  hereditary  deforming  chon- 
drodysplasia. Whether  heredity  plays  a  part 
in  their  occurrence  is  not  known.  They  develop 
during  the  period  of  skeletal  growth  and  be- 
come stationary  at  skeletal  maturity. 
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On  the  other  hand,  the  roentgenograms  of 
Ehrenfried's  recent  case  of  the  hereditary  form 
in  a  boy,  13  years  of  age,  are  described  as  fol- 
lows: 

Right  arm. — Plateau-like  hyperostosis  on 
shaft  of  humerus;  short  iilna  with  irregular 
bulbous  tip;  bowed  radius  with  an  irregular 
and  tilted  epiphysis;  potential  manus  vara. 

Left  arm. — Upper  end  of  the  humerus  squared 
off;  slight  relative  shortening  of  the  ulna. 

Wrists  and  hands. — Irregularities  in  bony 
structure  of  some  of  the  phalanges;  relative 
shortening  of  the  right  middle  metacarpal; 
ulnar  deviation  of  the  last  phalanx  of  the  corre- 
sponding finger. 

Peh4s. — The  upper  ends  of  the  femora  are 
broadened  and  irregular,  and  the  necks  are 
thick. 

Left  knee. — This  shows  the  fractured  exos- 
tosis due  to  accident,  which  brought  the  pa- 
tient imder  the  author's  treatment. 

After  removal  of  fragment. — Both  knees  are 
showTi  illustrating  the  relative  shortness  of 
right  fibula  and  apparent  beginning  fusion  with 
tibia. 

Lateral  views  of  knee. — These  show  irregular 
contoiir  of  all  the  bones  and  fine  stalactite 
exostoses  on  the  femur,  and  vacuolated  enlarge- 
ment of  upper  end  of  right  fibtda. 

From  this  description  it  is  evident  that  roent- 
genograms of  the  entire  skeleton  should  be 
made,  in  order  to  arrive  at  a  correct  differential 
diagnosis. 

Case,  James  T.  Comparison  of  the  Operative 
and  Radiotherapeutic  Treatment  of  Uter- 
ine Myomas.  (Surg.  Clin.,  Chicago,  1917, 
p.  579.  J.  Surg.  Gynec.  b"  Obst.,  Vol.  XXV, 
No.  6,  December,  191 7.) 

The  writer  refers  to  previous  papers  in  which 
he  has  presented  evidence  tending  to  show  that 
the  roentgen  rays  and  the  gamma  rays  of  ra- 
ditim  are  practically  identical,  the  choice  being 
largely  a  matter  of  convenience  in  application. 
The  article  constitutes  a  contrast  between 
radiation  and  operative  treatment  of  uterine 
myomas,  the  contrast  ha\'ing  been  represented 
by  one  reviewer  as  follows : 

1.  Radiation,  no  mortality;  operation  2  or  3 
per  cent. 

2.  Radiation,  a  certain  remote  danger  of 
necrosis  or  malignant  degeneration,  which  is 
absent  after  operation. 


3.  The  discomfort  of  the  patient  from  roent- 
genkater  and  the  repeated  treatments  Case  be- 
lieves to  be  at  least  equal  to,  if  not  greater 
than,  operative  shock  and  recovery. 

4.  The  possible  mal-effect  on  the  skin  and 
the  probable  narrowing  of  the  vagina  (after 
radium)  are  placed  against  the  operative  scar, 
and  possible  hernia. 

5.  Ovaries  completely  destroyed  by  radia- 
tion and  often  completely,  or  at  least  partly, 
saved  by  operation. 

6.  Radiation  must  be  rather  general  while, 
by  operation,  myomectomy  is  often  possible. 

7.  And,  as  of  rather  more  importance.  Case 
considers  the  added  probability^  of  accurate 
diagnosis  by  open  operation. 

8.  In  conclusion,  "only  cases  of  uncompli- 
cated intramural  fibroids,  or  cases  in  which 
operation  is  declined  or  contraindicated  by 
serious  organic  disease,  should  be  subjected  to 
ray  treatment.  Possibly  there  are  some  ex- 
tremely neurotic  individuals  for  whom  the  rays 
would  also  be  preferable.  The  ray  treatment 
should  not  be  used  when  time  is  a  factor,  and 
it  cannot  be  used  \\ath  safety  in  rapidly  grow- 
ing tumors,  in  fibroids,  complicating  pregnane^'', 
or  where  serious  disease  exists  in  the  tubes  or 
ovaries.  The  rays  should  never  be  used  in  any 
case  where  complete  preliminary  curettage 
with  microscopic  examination  of  the  curettings 
is  not  feasible." 

Medicolegal.  Pri\41eged  Knowledge  and 
Roentgenograms — Right  to  Se'ect  Physi- 
cians. (Stapleton  vs.  Chicago  B.  &  Q.  R. 
Co.  Neb.  162,  N.W.R.  644.  /.  Am.  M.  Ass., 
Vol.  LXIX,  No.  24,  Dec.  15,  191 7,  p. 
2065.) 

The  Supreme  Coiirt  of  Nebraska  holds,  in 
this  personal  injiiry  case  that  when  a  party 
submits  to  an  examination,  or  inspection,  by  a 
physician,  for  the  purpose  of  learning  the  state 
of  his  health  or  the  physical  condition  of  any 
part  of  his  anatomy,  the  knowledge  thus  ac- 
quired by  the  physician  is  privileged,  and  imder 
Section  7898  of  the  Revised  Statutes  of  Nebras- 
ka of  1 9 13,  the  physician  is  not  permitted  to 
testify  to  the  condition  he  foiind,  over  objection 
based  on  the  statute.  And  when  a  plaintiff  has 
permitted  a  physician  to  make  a  roentgenogram 
of  his  injured  foot  for  the  ptupose  of  ascertain- 
ing the  extent  and  character  of  his  injuries,  the 
roentgenogram  so  made  is  not  admissible  in 
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evidence  over  objection  of  the  plaintiff  based 
on  the  statute. 

The  coiirt  says  that  the  statute  cannot  be 
given  a  strained  construction,  but  must  be 
taken  in  its  plain  and  ordinary  sense.  When  it 
says  that  a  physician  shall  not  be  allowed  to 
give  testimony  or  to  disclose  confidential  com- 
munications properly  intrusted  to  him  in  his 
professional  capacity,  and  necessary  and  proper 
to  enable  him  to  discharge  the  functions  of  his 
ojHice,  it  means  to  exclude  the  disclosiu"e  of  any 
information  that  comes  to  such  physician  by 
reason  of  the  professional  capacity  in  which  he 
acts.  It  does  not  matter  whether  the  patient 
seeks  a  prescription  for  a  disordered  stomach 
or  a  roentgenogram  of  an  injured  foot.  Nor 
does  the  statute  make  any  distinction  between  a 
regularly  retained  physician  of  a  railroad  com- 
pany, and  a  physician  paid  by  the  patient.  And 
the  same  rule  which  would  exclude  the  oral 
testimony  of  the  physician  would  exclude  the 
roentgenogram  of  the  plaintiff's  foot.  Its  in- 
troduction in  evidence  would  be  a  disclosiire  of 
a  confidential  communication. 

The  defendant  complained  because  on  cross- 
examination  it  was  not  permitted  to  inquire 
whether  the  plaintiff  had  submitted  himself  for 
examination  to  specialists  for  the  purpose  of 
qualifying  them  as  witnesses,  and  whether  he 
did  not  intend  to  produce  these  witnesses  on  the 
trial.  This  Hne  of  examination  was  not  perti- 
nent to  anything  developed  in  the  examination 
in  chief  of  the  witness.  He  had  the  right  to 
select  his  own  physicians  and  his  own  witnesses. 
If  counsel  for  the  defendant  disbelieved  the 
testimony  of  the  physician  who  testified  as  to 
the  character  and  extent  of  the  plaintiff's  in- 
juries, he  might  have  procured  the  testimony 
of  men  eminent  as  physicians  and  surgeons  by 
application  to  the  court  for  the  appointment 
of  a  commission  to  make  an  examination  of 
the  person  of  the  plaintiff. 


Bergee,  a.  Root  Amputation,  Its  Principles 
and  Indications.  (Dental  Items  of  Interest, 
March,  1917,  p.  161.) 

This  article,  while  more  or  less  technical  and 
dealing  with  the  side  of  the  work  of  most  in- 
terest to  the  operating  dentist,  nevertheless  is 
important  because  it  emphasizes  the  fact  not 
sufficiently  appreciated  by  many  roentgenolo- 
gists that  apical  abscess  may  often  be  success- 


fully treated  by  root  amputation  without  sac- 
rificing the  entire  tooth. 


BoGGS,  Russell  H.  Differential  Roentgen  Di- 
agnosis in  Bone  Diseases.  (N.  Y.  Med. 
Jour.,  Vol.  CV,  No.  3,  Jan.  20,  1917,  p. 
112.) 

The  object  in  presenting  an  abstract  of  this 
article  is  more  to  call  special  attention  to  it 
rather  than  to  review  the  wealth  of  details  it 
contains.  It  is  one  of  those  rare  articles  in 
which  every  word  teUs,  the  information  given 
bearing  the  stamp  of  study,  observation  and  ex- 
perience not  only  of  the  affections  themselves 
but  also  of  the  variety  of  roentgen  shadows 
they  produce.  Fidl  justice  can  not  be  done  to 
such  a  description  by  a  cursory  siimmary;  it 
ought  to  be  studied  in  the  original  and  in- 
wardly digested  so  as  to  form  the  mental  prop- 
erty of  the  reader. 

Aside  from  giving  due  consideration  to  the 
precautions  necessary  to  avoid  misinterpreta- 
tions in  the  shadows  observed  in  bone  affec- 
tions, Boggs  goes  into  particulars  of  the  more 
common  pathological  conditions  of  the  osseous 
system.  He  omits  the  rarer  affections,  such  as 
osteomalacia,  osteitis  deformans,  etc.,  since 
"the  physician  must  be  familiar  with  the  roent- 
genological aspects  of  the  common  diseases  be- 
fore he  is  competent  to  differentiate  between 
the  rarer  lesions,"  and  it  is  on  the  latter,  there- 
fore, that  he  concentrates  the  reader's  atten- 
tion. 

The  affections  thus  discussed  are  dealt  with 
in  the  following  order: 

(i)  Tuberculosis  of  the  Bones  and  Joints.  — 
Attention  is  called  to  the  importance  of  the 
clinical  history,  physical  examination  and  other 
tests.  The  variations  of  the  picture  according 
to  extent  and  age  of  the  condition  are  duly 
considered. 

(2)  Tuberculous  Osteitis.  —  The  typical  roent- 
genogram is  described,  with  emphasis  on  the 
fact  that  this  does  not  appear  until  the  nutri- 
tion of  the  trabecule  is  interfered  with.  The 
differentiation  from  injury,  typhoid  spine,  sar- 
coma and  metastases  secondary  to  carcinoma 
is  dwelt  upon. 

(3)  Tuberculosis  of  the  Hip-Joint.  —  In  this 
affection  the  youthful  age  of  the  patient  fur- 
nishes different  pictures  from  those  in  later 
life,  where  atrophy  of  the  epiphyseal  line  of 
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the  femur  and  acetabulum,  and  other  skeletal 
changes,  make  their  appearance. 

(4)  Tuberculosis  of  the  Knee  in  Children.  — 
As  the  starting  point  in  this  condition  is  of 
prime  importance,  the  details  for  differentiat- 
ing between  them  are  explained. 

(5)  Shoulder-Joint.  —  Diagnostic  points  be- 
tween tuberculosis,  syphilis,  rickets  and  scurvy 
are  enumerated. 

(6)  Osteomyelitis.  —  In  spite  of  the  difficiilty 
of  roentgenologically  detecting  this  affection  in 
the  early  stage,  a  concise  summar}-  of  the 
points  to  be  considered  in  the  various  stages 
has  been  worked  out  by  the  author. 

(7)  Sarcoma,  the  most  common  form  of  bone 
tiimors,  can  not  be  roentgenologically  distin- 
guished in  the  early  stage  from  a  simple  in- 
flammatory process.  The  changes  occurring  as 
the  disease  progresses  and  which  can  be  roent- 
genologically visualized,  are  clearly  described. 

(8)  Periosteal  Sarcoma.  —  The  gmding  points 
are  elucidated,  although  the  author  admits  this 
to  be  the  most  difficult  type  to  diagnose  b}'  the 
roentgen  rays. 

(9)  The  roentgenograms  of  syphilis  of  the 
hone  are  truly  characteristic.  Boggs  describes 
these  as  well  as  the  pictures  of  other  bone  af- 
fections, for  which  they  shoiild  not  be  mis- 
taken. 

(10)  Myeloid  sarcoma  must  be  differentiated 
from  bone  cyst,  and  the  details  are  given  how 
to  succeed. 

(11)  Carcinoma  of  the  hone  is  accorded  a  simi- 
larly careful  analysis. 

(12)  Carcinomatosis  of  the  bone,  secondary  to 
a  growth  in  some  epitheHal  organ,  concludes 
this  compact  and  highly  instructive  contribu- 
tion. 

SoMMER,  E.  Roentgenological  Studies  of  Cal- 
lus. Suggestion  of  a  Rational  Treatment  of 
Secondary-  Sequelae  after  Fractures,  etc. 
(Roentgen  Taschenbuch,  191 5,  p.  7.  Ref. 
Zentralbl.  f.  Roentgenstr.,  1916,  Nos.  5  and 
6,  p.  158.) 

Having  examined  a  considerable  nimiber  of 
roentgen  plates,  Sommer  found  that  the  ossi- 
fication of  the  callus  sets  in  two  weeks  after  the 
injur3\ 

In  order  to  prevent  muscular  atrophy  in  the 
plaster  jacket,  Sommer  proposes  faradization 
by  means  of  electrodes  built  in  with  the  plaster 
jacket.     It  would  then  make  little  difference 


how  long  the  jacket  is  allowed  to  remain  in 
place. 

Lord,  Frederick  L.  The  Newer  Methods  of 
Diagnostic  Technic.  {Boston  Med.  and 
Surg.  Jour.,  Sep.  6,  1917,  p.  310.) 

While  admitting  that  to  a  certain  degree  di- 
agnostic errors  are  unavoidable.  Lord  holds 
that  they  can  be  largely  prevented  by  making 
more  systematic  use  of  the  newer  methods  of 
diagnostic  technic,  among  which  he  assigns  a 
prominent  place  to  roentgenological  examina- 
tion. He  does  not  pretend  to  exhaust  the  sub- 
ject but  gives  a  very  creditable  survey  over 
the  possibilities  within  our  reach. 

Involvement  of  the  paranasal  sinuses  and 
concealed  pockets  of  pus  about  the  teeth  m.ay 
be  detected.  The  nature  of  lesions  of  mediasti- 
num and  lungs  can  be  interpreted  with  much 
greater  accuracy  by  adding  a  roentgenological 
examination  to  the  clinical  findings.  It  should 
be  made  an  invariable  rule  to  incorporate  in 
the  record  all  physical  pulmonary  findings  be- 
fore the  plates  are  inspected,  and  then  note 
any  discrepancies  between  the  two  methods. 
It  not  infrequently  happens  that  more  is  dis- 
closed by  the  roentgen  rays  than  by  the  phys- 
ical method. 

In  abdominal  cases  roentgenology'  is  of  great 
assistance,  but  its  findings  should  be  judged  in 
combination  with  the  clinical  features,  if  their 
utmost  value  is  to  be  realized.  Gastric  abnor- 
malities can  by  this  means  be  demonstrated  in 
practically  all  cases  of  carcinoma  in  its  more 
advanced  stages,  while  negative  roentgen  find- 
ings are  of  great  value  in  excluding  such  le- 
sions. The  roentgenological  differentiation  be- 
tween carcinoma  and  ulcer  is  often  impossible. 
Carcinoma  is  not  yet  detected  early  enough  to 
make  the  outlook  for  surgical  interference  hope- 
ful except  in  rare  instances.  Peptic  ulcer  pre- 
sents a  high  proportion  of  successful  interpre- 
tations, but  negative  roentgen  findings  do  not 
exclude  ulcer.  In  the  matter  of  gallstones  the 
author  holds  no  optimistic  \4ews,  as  in  a  large 
proportion  of  cases  the  diagnosis  of  cholelithia- 
sis must  still  be  made  on  the  clinical  features. 
But  he  admits  that  indirectly  a  roentgen  exam- 
ination is  of  value  in  helping  to  exclude  peptic 
ulcer  in  a  differential  diagnosis  with  gallstones. 
Stone  in  the  urinary  tract,  on  the  other  hand, 
is  shown  in  almost  all  cases,  especially  when  an 
examination  of  the  pelvic  portions  is  included. 
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Friedlander,  Alfred.  Enlargement  of  the 
Thymus  Treated  by  the  Roentgen  Ray. 
{Am.  Jour.  Dis.  of  Children.  July  17,  191 7, 
p.  40.) 

In  this  paper  the  facts  are  emphasized  that 
the  diagnosis  of  enlarged  thN^mus  can  be  defi- 
nitely made  by  a  simple  physical  examination, 
aided  by  the  roentgen  ray,  and  that  in  the  lat- 
ter we  possess  a  therapeutic  agent  which  will 
effect  a  cure  in  the  vast  majority  of  cases.  Af- 
ter detailing  the  physical  signs  and  symptoms, 
the  author  states  that  definite  information  as 
to  the  existence  of  the  enlargement  is  afforded 
by  the  roentgen  ray,  provided  that  certain 
technical  requirements  are  fiilfilled.  These,  with 
special  consideration  of  the  examination  of 
yoimg  children,  have  been  laid  down  by  Sid- 
ney Lange  as  follows : 

"The  child  is  placed  flat  on  the  back.  The 
slightest  lateral  tilting  produces  on  the  roent- 
gen plate  an  asymmetry  of  the  two  halves  of 
the  chest  and  a  'flopping'  or  displacement  of 
the  mediastinal  and  heart  shadows  to  one  or 
the  other  side.  Repeated  trials  must  be  made 
until  a  plate  is  produced  which  shows  the  chest 
areas,  i.e.,  the  distances  from  the  midline  of  the 
spine  to  axillary  borders  of  the  ribs,  to  be  equal 
on  right  and  left  sides.  Under  these  conditions, 
enlargements  of  the  upper  mediastinal  shadow, 
whether  to  the  right  or  to  the  left  of  the  mid- 
line, can  be  readil}^  recognized.  It  is  essential 
in  very  young  children  that  the  exposure  be  al- 
most instantaneous.  If  the  time  exceeds  one- 
thirtieth  of  a  second,  blurring  will  resiilt.  A 
very  soft  tube  should  be  used,  as  the  delicate 
thymus  tissue  will  fail  to  cast  a  shadow  if  the 
quality  of  the  ray  be  too  hard  or  penetrating." 

The  normal  roentgen  shadow  is  a  median 
one,  resting  on  and  continuous  with  the  heart 
shadow.  Marked  enlargement  of  this  shadow, 
especially  lateral  enlargement,  is  characteristic 
of  hypertrophied  thymus.  There  is  no  difficulty, 
as  a  rule,  in  differentiating  the  shadow  pro- 
duced by  enlarged  thymus  from  that  produced 
by  congenital  heart  lesions  or  caseous  lymph 
nodes.  A  broadening  of  the  shadow  to  the  right 
may  at  times  be  due  to  large  vessels,  especially 
the  vena  cava  superior.  But  this  can  not  hold 
good  when  the  larger  part  of  the  shadow  falls 
to  the  left  of  the  vertebral  column. 

Enlarged  bronchial  glands  give  an  extra  me- 
dian shadow  separate  from  the  heart  shadow 
and  not  connected  with  it. 


In  doubtful  cases,  where  symptoms  of  thy- 
mic asthma  appear  without  clearly  demon- 
strable physical  signs,  roentgen  treatment  giv- 
en as  a  therapeutic  test  will  often  clear  the  di- 
agnosis. 

The  technic  of  the  treatment,  as  worked  out 
by  Lange,  is  as  follows : 

A  Coolidge  tube,  backing  up  a  93^-inch  spark 
gap  and  a  filter  consisting  of  4  mm  aliiminum 
and  a  piece  of  thick  leather  were  employed. 
The  target-skin  distance  was  9  inches ;  the  rou- 
tine exposure  25  miUiampereminutes.  In  mild 
cases  a  single  dose  given  over  the  anterior  sur- 
face of  the  chest  proved  sufficient.  In  more 
urgent  cases  50  miUiampereminutes  were  ad- 
ministered at  the  first  treatment,  25  anteriorly 
and  25  posteriorly.  Sandbags  were  placed  across 
the  arms  and  legs.  The  treatments  proved  en- 
tirely harmless  to  young  children,  but  shotild 
be  comparatively  heavy  and  repeated  at  suffi- 
ciently short  intervals.  Failure  to  administer 
full  doses  and  to  repeat  them  promptly  has  in 
ver\^  irrgent  cases  led  to  fatalities  under  roent- 
gen treatment.  To  guard  against  such  disasters, 
all  patients  with  urgent  symptoms  should  be 
kept  under  close  observation  and  the  roentgen 
treatments  should  be  pushed  boldly. 

In  the  average  case  improvement  of  symp- 
toms has  been  noted  within  twenty-foiir  to 
forty-eight  hours. 


FooTE,  Edward  M.  The  Place  of  Radiimi  in 
Surgery.  {Annals  of  Surgery,  Vol.  LXV, 
No.  3,  March,  1917,  p.  273.) 

The  value  of  radium  in  replacing  the  knife 
in  cancer  operations  has,  according  to  Dr. 
Foote,  not  yet  been  fixed  with  any  degree  of 
definiteness.  There  are  extremists  in  both  di- 
rections, and  the  author  has  set  himself  the 
task  of  ciu-bing  vaulting  ambition  on  the  one 
hand  and  counteracting  undue  pessimism  on 
the  other.  He  does  not  go  into  the  details  of 
technic  and  holds  that  even  the  dosage  must 
rest  with  those  who  use  it  according  to  the  in- 
dividual case,  but  he  enjoys  "the  himior  of  the 
situation  when  the  possessors  of  a  hundred 
milligrams  or  more  of  the  element  object  to 
treatment  being  made  by  the  men  who  have 
onh^  ten  or  twenty  milligrams,  on  the  ground 
that  small  quantities  do  more  harm  than  good 
on  account  of  their  stimulating  effect;  and 
when  the  owners  of  the  small  amounts  publish 
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striking  successes."  In  a  happy  strain,  Foote 
suggests  if  for  no  other  reasons  than  the  inter- 
ests of  veracity,  that  the  owners  of  radium 
should  be  officially  registered  together  with  the 
quantity  of  radium  they  possess. 

Dealing  with  the  vexed  question  of  deciding 
when  radium  has  effected  a  aire,  the  author 
demands  further  experience  to  definitely  de- 
termine to  what  depth  tumor  cells  have  been 
influenced  beyond  the  possibility  of  regro\\^h. 
The  microscope  ma}^  still  reveal  islands  of  can- 
cer cells  in  apparently  cured  cases,  but  their 
mere  presence  is  no  proof  of  whether  they  are 
dead  or  only  dormant. 

The  question  as  to  what  kinds  of  tumors  are 
susceptible  to  the  influence  of  radium,  elicits 
different  answers  b}^  nearly  ever\^  writer,  but 
it  is  generall}^  admitted  that  surface  or  near- 
surface  growths,  such  as  keloids,  lymphangio- 
mata  and  basal-celled  epithehomata  in  very 
early  stages  will  disappear  xmder  radium  treat- 
ment. Isolated  instances  of  almost  every  kind 
of  tumor  have  been  pubHshed  with  claims  of 
cure,  but  "thus  far  no  rule  has  been  discov- 
ered by  which  the  effect  of  radium  in  any  par- 
ticular case  can  be  predicted  -^^^th  certainty." 
The  effect  on  sarcoma,  though  more  favorable 
than  on  any  other  kind  of  ttimor,  is  very  vari- 
able— probably  from  the  same  unexplainable 
reason  that,  while  one  sarcoma  will  destroy  the 
human  body  another  is  driven  out  by  some  ap- 
parently inadequate  cause,  Coley's  fluid,  for 
instance. 

Prickle-ceUed  epithelioma,  which  the  author 
places  next  in  the  favorable  Hst,  offers  more  re- 
sistance probably  due  to  its  vitality  or  ten- 
dency to  rapid  growi:h  away  from  the  surface. 
A  favorable  effect  of  radium  on  other  tumors  is 
claimed  by  some,  and  denied  by  others.  With- 
out committing  himself  over  these  disputes, 
Foote  thinks  it  a  Httle  far-fetched  to  explain 
the  disappearance  of  cancer  of  the  cervix  and 
much  more  so  of  the  body  of  the  uterus  as  due 
to  artificial  sterility  produced  by  radium  treat- 
ment of  fibroids,  for  the  reason  that  no  such 
phenomenon  takes  place  in  the  normal  meno- 
pause. He  rather  endorses  the  conservative 
view  of  Ransohoff  who  advises  operation  in 
uterine  cases  but  uses  radiiim  to  stop  the  dis- 
charge and  hemorrhage,  incidentally  destro}^- 
ing  any  caiiliflower  masses  that  may  develop. 
At  the  same  time  he  has  foimd  that  any  re- 
sulting improvement  of  symptoms  is  in  most 
cases  only  temporary. 


The  author  also  considers  it  unlikely  that 
secondary  cancer  nodules  anywhere  can  be 
cured  by  radiimi,  as  its  influence  lower  than 
one  inch  from  the  surface  is  said  to  be  practi- 
cally nil.  He  offers  three  possible  explanations 
for  the  reported  disappearance  of  cancer  when 
IjTnphatic  glands  were  involved.  His  flrst 
point  is  that  lymph  glands  are  often  enlarged 
from  other  causes;  the  second  point  is  that  ul- 
cerative cancers  often  produce  enlargement  of 
the  regional  glands  without  infecting  them; 
and  the  third  possibility  is  that  even  non-ul- 
cerating cancers  may  produce  glandular  en- 
largement by  irritation.  It  is  therefore  not 
safe  to  assume  that  radium  has  cured  metas- 
tases, unless  at  least  one  gland  was  previously 
removed  and  found  to  be  cancerous. 

What  Foote  considers  perhaps  the  most  im- 
portant question  is  whether  operable  cancer 
should  be  treated  by  radivim.  Weighing  the 
e\ddence  in  the  light  of  the  pubHshed  Hterature, 
he  concludes  that  a  patient  is  done  a  grave  in- 
justice by  ha\dng  radivim  advised  for  a  primary 
prickle-celled  epithelioma  or  for  any  primary 
cancer  of  considerable  bulk,  if  the  conditions 
are  favorable  for  sm-gical  removal.  In  rapidly 
growing  tumors  so  situated  that  operation  is 
likely  to  prove  luisuccessful,  radium  may  be 
tried,  but  the  proper  place  to  test  it  is  in  the 
recurrences.  Primary  basal-celled  epithelioma 
of  the  face,  lymphangiomata,  uterine  fibroids, 
angiomata  and  keloids  may  be  safely  treated 
with  radium. 

Summing  up  his  experience,  the  author  con- 
cludes : 

"When  the  investigator  in  radiimi  becomes 
so  expert  that  he  can  say  with  definiteness, 
'  Here  is  such  and  such  a  type  of  tumor  and  its 
bulk  is  approximately  so  and  so;  I  know  from 
experience  that  I  can  cause  its  entire  disap- 
pearance with  so  much  radium  appHed  for  so 
many  hours,'  it  will  be  time  enough  to  advise 
raditim  in  primary  operable  cases." 

Rechou:  Roentgenotherapy  of  War  Wounds. 
{Jour.  Radiol,  et  Electrol.,  Paris,  May- 
June,  1917.  Ref.  Jour.  Am.  Med.  Assoc, 
Sep.  25,  1917,  p.  1035.) 

Rechou  describes  the  efficacy  of  roentgen 
rays  in  modifying  the  fibrous  connective  tissue 
which  forms  around  nerves  after  a  war  wound, 
facilitating  the  absorption  of  the  newly  formed 
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exogenous  sclerosis,  as  Hesnard  calls  it.  This 
connective  tissue  proliferating  around  the 
nerves  binds  it  to  adjacent  organs,  and  mis- 
chief follows.  The  rays  seem  to  disintegrate 
this  newly  formed  tissue,  while  the  nerve  tissue 
does  not  seem  to  be  influenced  by  the  rays  in 
doses  just  sufficient  to  accomplish  this.  He  has 
found  most  effectual  a  monthly  large  dose,  10 
or  12  H  imits,  iinder  an  aluminum  filter  with 
cross-fire  application,  if  possible.  He  reports 
the  details  of  seven  cases,  in  which  the  neuro- 
ma, contracture  of  the  biceps  and  of  the  fin- 
gers, and  the  reaction  of  degeneration  and 
atrophy  of  the  muscles  subsided  in  two  or  three 
months,  or  were  materially  improved.  In  a 
group  of  five  other  cases  the  cicatrix  after  a 
war  wound  was  adherent  and  interfered  with 
functioning.  The  use  of  the  limb  was  regained 
more  or  less  completely  after  a  few  exposures. 
Keloid  and  painful  cicatrices  were  also  favor- 
ably modified.  Neuritis  and  even  ankylosis  may 
show  marked  improvement.  In  the  discussion 
that  followed,  Beaujard  reported  over  66  per 
cent,  cured  and  over  twenty-three  improved 
in  ninety-three  cases  of  crippling  or  painful 
wounds  and  all  but  20  per  cent,  cured  or  im- 
proved in  fifteen  cases  of  troublesome  neiu-o- 
mas,  while  all  were  cured  of  the  ten  patients 
with  typical  causalgia.  All  but  21.5  per  cent, 
were  cured  or  improved  in  fourteen  cases  of 
cicatricial  compression  of  a  nerve  and  in  both 
of  two  cases  in  which  the  spinal  cord  was  thus 
compressed.  Laquerriere  described  the  fine  re- 
sults obtained  in  a  number  of  cases  of  infiltra- 
tion and  inflammation  of  tendon  sheaths,  also 
as  an  adjuvant  in  old  hydrarthosis.  The  speak- 
ers emphasized  that  their  remarks  applied  ex- 
clusively to  war  conditions,  and  that  the  rays 
were  most  effectual  with  young  cicatricial  tis- 
sue. 


RocH,  C.  Mechanical  Switching  Device  for 
Roentgen  Tubes.  {Paris  Medical,  Vol.  7, 
No.  4,  Jan.  27,  1917.) 

The  inconvenience  and  loss  of  time  expe- 
rienced over  carrying  out  the  roentgenologist's 
orders  to  an  assistant  for  handling  the  switches 
has  been  apparently  overcome  to  some  extent 
by  Roch.  He  has  devised  a  small  apparatus 
consisting  of  a  lever  and  a  pear-shaped  rubber 
bulb  which  is  so  arranged  that  two  currents 
can  be  alternately  c'osed  or  opened.    When  at 


rest,  the  lever  closes  the  lighting  circuit  and 
opens  the  primary  circuit  of  the  high  tension 
transformer.  A  qmck,  short  squeeze  of  the 
bulb  changes  the  position  of  the  lever,  so  that 
the  current  is  conducted  into  the  roentgen 
tube,  cutting  off  the  lighting  circuit.  When 
the  roentgenoscopic  examination  is  over,  an- 
other pressure  on  the  bulb  interrupts  the  com- 
munication with  the  tube  and  re-estabHshes 
the  lighting  connection.  The  apparatus  is  al- 
ways ready  for  use  and  may  be  either  hung  up 
with  the  regular  equipment  or  fixed  at  the 
operator's  gown;  it  may  be  carried  in  the  hand 
or  placed  on  the  floor  to  be  operated  with  the 
foot.  It  is  manufactured  by  Croullebas  & 
Mottier,  8  rue  de  Maistre,  Paris,  France. 


Young,  Hugh  H.  The  Use  of  Radium  in 
Cancer  of  the  Prostate  and  Bladder. 
(Journal  of  the  A.  M.  A.,  Vol.  LXVIII, 
No.  16,  April  21,  1917,  p.  1174.) 

The  author  presents  a  number  of  new  in- 
struments and  new  methods  of  application  of 
radiimi  in  cancer  of  the  bladder  and  prostate. 
The  instruments  are  masterpieces  of  ingenuity. 
The  article  is  replete  with  technical  details 
which  it  is  hardly  possible  to  abstract.  Dr. 
Young  began  his  work  timidly  and  cautiously, 
being  fearful  of  bums  from  short  ureteral  or 
rectal  treatments.  The  methods  described  in 
the  article  were  evolved  slowly,  step  by  step, 
after  he  had  demonstrated  that  by  exact  meth- 
ods it  was  possible  to  place  radium  where  he 
willed  and  to  change  its  location  sufficiently 
often  to  avoid  injury  to  normal  adjacent,  in- 
tervening or  remote  structures.  Astonishing 
resvdts  have  been  obtained  in  some  cases:  dis- 
appearance of  obstruction,  shrinkage  and  great 
softening  of  certain  cancers  of  the  prostate, 
and  extensive  retrogressive  changes  in  inoper- 
able cancers  of  the  bladder.  Fairly  large 
amounts  of  radium,  in  high  concentration,  are 
desirable  in  order  to  make  the  treatments, 
amounting  to  2  or  more  miUigram-hovirs  of 
as  short  diuration  as  possible.  This  is  particu- 
larly true  of  cancers  of  the  bladder,  in  which 
the  patient  is  often  intolerant  of  long  treat- 
ments. 

While  the  author  does  not  venture  any  state- 
ments as  to  the  possibility  of  cure,  he  is  sure 
that  large  relief  can  be  afforded. 
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Bailey,  Harold.  The  Use  of  Radiimi  in 
Gynecological  Diseases,  (The  American 
Journal  of  Obstetrics,  Vol.  LXXV,  Whole 
No.  472,  p.  556.) 

The  author  is  convinced  that  radium  has  a 
place  in  g^mecological  treatment  and  that  it 
wiU  no  doubt  fill  a  much  larger  field  when  the 
technic  has  become  standardized.  If  scientific 
advancement  is  to  be  expected,  enthusiastic  re- 
ports must  hereafter  be  accompanied  by  a  com- 
plete history  of  the  physical  findings  together 
with  the  histopathological  report  and  all  the 
details  of  the  technic.  Prophecies  are  out  of 
place. 

Histological  proof  is  at  hand  that  carcinoma 
ceUs  may  be  destroyed  by  radium;  also  that 
this  action  even  after  tremendous  doses  of  ra- 
dioactive substance  does  not  extend  much  if 
any  more  than  3  cm  into  the  tissue.  If  this 
were  the  whole  stor}^  no  one  could  doubt  that 
the  proper  treatment  of  the  beginning  cancers 
of  the  cervical  lip  would  be  radiation,  but  in 
order  to  apply  an  amotmt  of  radium  sufficient 
to  insure  the  destruction  of  the  cells  in  such  a 
case,  severe  radiation  of  normal  parts  must 
occur  and  the  resultant  damage  cannot  be 
looked  upon  lightly.  Strictiu"e  of  the  rectum 
and  rectovaginal  and  vesicovaginal  fistulae  have 
been  reported  too  many  times  (and  there  are 
probably  many  cases  that  have  not  been  re- 
ported) from  our  leading  clinics  for  us  to  ac- 
cept offhand  the  statement  that  radium  can 
be  used  without  local  or  general  injury  to  the 
patient. 

The  question  arises:  Coiild  not  a  moderate 
dose  of  the  radium  be  used  as  a  preoperative 
treatment  to  destroy  or  prevent  the  reproduc- 
tion of  the  cancer  cells?  Bumm,  Wertheim, 
Kelly  and  a  niimber  of  others  state  that  the 
radical  operation  is  made  more  difficult  by  the 
infiltration,  hyperemia  and  sclerosis  of  the  pel- 
vic connective  tissue.  Whether  this  indiu-a- 
tion  in  the  pelvis  will  prohibit  the  attempt  at 
removal,  time  only  will  decide;  so  far  it  has 
not.  It  would  seem  that  in  this  field  lies  the 
great  future  of  radiiim — preoperative  treat- 
ment. 

The  knowledge  of  the  patholog\'  and  the  dis- 
semination through  the  lymph  channels  of  the 
cancer  cells  and  the  uncertain  action  vnth  the 


entire  lack  of  standardization  of  the  radium 
treatment,  of  necessity,  causes  us  to  uphold : 
the  dictum  that  radical  excision  must  be  the ! 
treatment  for  every  operable  cancer  of  the 
cervix. 

Cancer  of  the  Fundus. — Statistics  show  a  70 
per  cent,  cure  of  this  disease  by  operation.  Ra- 
dium could  be  used  as  a  preoperative  measure, 
for  the  uterine  muscle  acts  as  a  filter  for  the 
damaging  hard  beta  and  secondary  beta  rays. 
The  condition  within  the  uterus  and  in  the 
broad  ligaments  must  be  unknown  and  the 
cessation  of  hemorrhage  and  discharge  is  no 
indication  that  the  patient  is  cured.  Here  as 
in  the  former  type  of  the  disease  operation 
must  be  performed. 

Inoperable  Cancer  of  the  Cervix  and  Borderline 
Cases. — Radiation,  radium  and  x-tslj  have  a 
valuable  field.  Palliation  will  occur  in  many 
cases  and  in  a  few  temporary  cure.  The  out- 
look is  good  for  a  number  of  permanent  etudes 
in  this  group.  In  recurrent  cancer  the  results 
have  not  been  encoiuraging.  We  must  always 
have  before  us  Kelly  and  Bimiham's  28  per 
cent.,  and  Schmitz's  35  per  cent,  of  clinical 
cures  in  this  class  and  live  in  the  hope  that 
these  results  may  be  duplicated.  The  opinion 
of  Clark  that  in  those  cases  in  the  inoperable 
class  which  respond  to  the  treatment  it  is  bet- 
ter to  leave  weU  enough  alone  and  not  attempt 
to  operate  later,  seems  well  founded. 

Treatment  of  Fibroids. — In  a  paper  on  the 
operative  treatment  of  fibromyomatous  uterine 
tumors,  John  B.  Deaver  says:  "A  patient 
treated  by  radiiun  even  though  symptomatic- 
ally  improved,  still  has  her  fibroid,  for  I  do  not 
take  seriously  the  claim  that  such  timiors  dis- 
appear imder  the  influence  of  radiations.  Also 
is  it  not  time  for  the  profession  to  take  a  stand 
and  condemn  the  excessive  zeal  of  those  who 
would  displace  operation  or  relegate  it  to  a  last 
resort,  and  instead  put  radium  in  its  proper  place 
as  a  s>Tnptomatic  treatment  to  be  employed 
only  when  operation  is  contraindicated." 

Most  operators  wiU  find  that  the  indications 
outlined  by  Frank  for  the  x-ray  treatment  of 
fibroids  ^vill  also  apply  to  the  use  of  radium. 
Cases  "with,  serious  heart,  lung  or  renal  disease 
or  those  who  refuse  operation  providing  the 
ttimor  is  uncomplicated  and  not  too  great  a 
size,  might  be  selected  for  the  ray  treatment. 
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Notes  on  Military  Orthopaedics.  By  Colo- 
nel Sir  Robert  Jones,  C.B.,  Inspector  of 
Military  Orthopaedics,  Army  Medical  Ser- 
\-ice;  v^nth  an  introductory'  note  by  Sur- 
geon-General Sir  Alfred  Keogh,  G.C.B., 
Director-General,  Army  Medical  Ser\nce, 
128  illustrations.  Paul  B.  Hoeber,  67  East 
59th  Street,  New  York.  Si. 50. 

This  little  book  is  of  genuine  value  because 
it  is  the  outcome  of  an  immense  experience  in 
dealing  with  the  increasing  problems  of  the 
disabled  soldier.  The  style  is  one  of  marked 
simplicity,  brevity  and  militarv^  directness. 

For  instance,  in  discussing  fractures  about 
the  elbow  joint,  Colonel  Jones  says,  "The  limb 
should  therefore  be  extended  to  push  away  any 
fragments  likely  to  obstruct  extension  after- 
ward. The  forearm  should  be  supinated  to 
make  sure  of  clearing  a  right  of  way  in  that 
direction,  and  then  the  elbow  should  be  full}- 
fiexed  and  bandaged."  This  laconic  disposition 
of  a  surgical  problem  is  characteristic  of  this 
wonderful  primer. 

The  title,  Military  Orthopaedics,  acquires 
meaning  when  you  become  familiar  with  the 
burden  of  derelict  human  bodies  which  have 
been  invalided  home  from  the  front  and  placed 
in  orthopedic  centers  in  England,  with  Robert 
Jones  at  the  head  of  the  work.  Curative  work- 
shops, they  should  be  called. 

Instead  of  the  monotonous  movement  with 
mechanical  apparatus  of  the  "boche"  Zander 
type,  a  man  with  stiff  ankles  is  set  to  drive 
treadle,  lathe  or  foot  saw.  Men  with  stiff  hands 
and  fingers  are  given  big  swabs  to  clean  win- 
dows or  a  paint  brush  to  handle. 

This  book,  though  small,  covers  a  wide 
range  of  new  orthopedic  thought,  made  neces- 
sary by  new  mihtary  conditions.  There  is  a 
fine  chapter  upon  "The  soldier's  foot;  fiat  foot, 
claw  foot,  hallux  rigidus,  valgus,  hammer-toe, 
metatarsalgia,  painful  heel,  spurs,  etc."  When 
you  see  that  34  pages  out  of  130  are  taken  up 
with  the  discussion  of  the  soldier's  foot,  you 
realize  how  important  the  subject  is. 

We  do  not  consider  that  the  militar}^  sur- 
geon alone  will  be  interested  in  this  book.  It  is 
of  equal  value  to  the  civiHan  practitioner. 
There  are  chapters  as  follows: 

I.  Positions  of  Election  for  Ankylosis  follow- 
ing Gun-shot  Injuries  of  Joints. 


2.  Suture  of  Nerv-es  and  Alternative  Meth- 
ods of  treatment  by  Transplanting  of  Tendon. 

3.  The  Soldier's  Foot  and  the  Treatment  of 
Common  Deformities  of  the  Foot. 

4.  Malunited  and  Ununited  Fractures. 

5.  Transplantion  of  Bone,  and  some  uses  of 
the  Bone  Graft. 

6.  Disabilities  of  the  Knee  Joint. 

7.  The  Alechanical  Treatment  of  Fractures 
under  War  Conditions. 

The  book  reflects  the  judgment  of  the  most 
thoroughly  experienced  orthopedist  in  the 
English-speaking  world.  Thousands  have  been 
sent  home  to  be  made  over  into  earning  ci^^l- 
ian  units  who  will  be  able  to  help  themselves 
instead  of  being  pension  barnacles  upon  so- 
ciety, because  of  this  man's  work  and  this  ex- 
traordinarv  book. 

E.  H.  S. 

Radium  Therapy  in  Cancer.  At  The  Memo- 
rial Hospital,  New  York.  (First  Report, 
1915-1916)  by  Henn*'  H.  Janeway,  M.D., 
with  a  discussion  of  Treatment  of  Cancer 
of  the  Bladder  and  Prostate  by  Benjamin 
S.  Barringer,  M.D.,  and  an  introduction 
upon  the  Ph^'sics  of  Raditmi  by  Gioacchino 
Failla,  E.E.^  A.M.  Paul  B.  Hoeber,  New 
York,  Publisher.  1917.  Price  $2.25  net. 

This  is  a  very  satisf\'ing  book,  especially  to 
one  working  with  radiimi.  Of  course,  the 
pages  contain  reports  of  many  remarkable 
results,  which  mil  interest  many  surgeons,  not- 
withstanding the  difficulty  of  comincing  them 
that  other  agents  besides  the  knife  may  pos- 
sibly be  helpful  in  the  fight  upon  malignancy. 
But  we  may  be  stue  that  this  report  upon 
Radiimi  Therapy  at  the  Memorial  Hospital 
diuing  19x5-16  will  be  eagerly  read  by  the 
many  purchasers  of  small  amounts  of  raditim — 
25  to  50  milligrams. 

Not  that  there  has  not  been  sufficient  radiimi 
literature  but  it  has  been  inefficient.  The 
raditrai  articles  in  the  current  medical  press 
have  been  upon  the  order  of  pot-boilers,  which 
this  book  decidedly  is  not. 

This  report  covers  237  pages  and  is  divided 
into  three  parts.  The  first  by  Gioacchino 
Failla,  a  physicist,  undertakes  to  describe 
"Phvsical  Considerations  Relative  to  the  Ap- 
plication of  Radium."  All  of  which  appears 
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quite  formidable.  But  it  is  all  necessary  to  the 
radium  therapist.  Just  as  necessan*  as  a  knowl- 
edge of  gastric  physiolog}-  is  to  the  thinking 
successful  abdominal  siirgeon. 

Dr.  Henr}^  H.  Janeway  contributes  the  sec- 
ond part  upon  "Radium  Therapy  in  Cancer." 
He  relates  principles  and  methods  of  apph'ing 
radiimi  at  the  Memorial  Hospital,  showing 
numerous  new  and  ingenious  applicators  and 
then  proceeds  to  the  report  of  the  restdts  at 
the  Memorial  Hospital  in  carcinoma  in  the 
various  and  usual  sites.  Nat-urally,  this  makes 
up  the  bulk  of  the  report,  but  it  is  not  tire- 
some as  frank  comment  is  woven  into  and  be- 
tween the  case  histories. 

The  third  part  is  upon  "Raditmi  Treatment 
of  Bladder  and  Prostatic  Carcinoma"  by  Dr. 
B.  S.  Barringer.  There  are  only  ten  pages  but 
they  are  wonderfully  illuminating. 

Ever}^  raditmi  therapist  will  welcome  this 
book  and  the  publisher  is  to  be  congratulated 
upon  his  temerity  in  undertaking  to  give  it 
wider  circtdation  with  little  hope  of  financial 
reward.  This  report  is  so  different  from  cer- 
tain ambiguous  super-heated  reports  from 
other  renowned  and  orthodox  sources,  that  it 
will  probably  pass  with  Httle  attention,  be- 
cause it  is  too  modest.  Diogenes!  Awake 
Ye  need  not  travel  further!  Here  are  three 
honest  authors!  E.  H.  S. 

International  Clinics.  Vol.  II,  27th  Series, 
19 1 7.  J.  B.  Lippincott  Company,  Publish- 
ers, Philadelphia. 

This  nimiber  of  the  Clinics  contains  a  valu- 
able article  by  Henry  A.  Christian  on  "Gout 
and  Infectious  Arthritis."  Nimierous  illustra- 
tions are  appended,  chosen  from  the  collection 
in  the  Roentgen  Department  of  the  Peter  Bent 
Brigham  Hospital,  and  although  no  new  roent- 
genological points  are  brought  out,  it  will  pay 
every  roentgenologist  to  study  the  article  in 
its  details. 


The  article  by  James  J.  Walsh  on  "  Consti- 
pation and  Natural  Food"  makes  very  inter- 
esting reading. 

Another  article  of  interest  to  roentgenolo- 
gists is  by  Arthur  F.  Hurst  (well  and  better 
known  to  readers  of  this  journal  as  Arthur  F. 
Hertz  of  London,  ante  helium)  on  "Mucomem- 
branous  Colitis."  The  cHnical  aspects  of  the 
subject  are  well  treated,  but  the  reviewer  re- 
grets that  no  reference  has  been  made  to  roent- 
genological examination,  as  he  has  found  the 
latter  a  valuable  adjunct  in  the  differential 
diagnosis. 

The  Surgical  Clinic  of  the  Presbyterian  Hos- 
pital by  John  Speese  and  P.  G.  SkiUem,  Jr., 
contains,  among  other  interesting  case  reports, 
one  case  of  unusual  interest,  in  which  a  diver- 
ticulum of  the  stomach  was  diagnosed  upon 
roentgenological  findings.  Unfortunately,  the 
patient  decHned  surgical  help,  so  that  the  diag-. 
nosis  could  not  be  operatively  confirmed.  Anti- 
syphiHtic  treatment  reUeved  the  pain  and  dis- 
tress, greatly  improving  the  patient's  condi- 
tion. It  would  have  been  a  matter  of  the  high- 
est interest  to  have  had  an  operative  check 
upon  this  case. 

It  is  a  commendable  fact  that  medical  jour- 
nals of  a  general  trend  feel  increasingly  in- 
cHned  to  acquaint  their  readers  with  the  prog- 
ress of  roentgen  rays  and  radium.  Thus,  the 
May  number  of  Southwestern  Medicine  has  no 
less  than  three  articles  deaUng  with  that  sub- 
ject: the  first,  by  W.  W.  Wilkinson,  on  "Roent- 
gen Therapy";  the  second,  b}^  George  E.  Bush- 
nell,  entitled  "Extension  of  Tuberculosis  of 
the  Lungs  as  Shown  by  the  X-Ray";  and  the 
third,  by  Rex  Duncan,  which  is  devoted  to 
"Radium:  Its  Properties,  Action  and  Local 
Application  as  a  Therapeutic  Agent."  The  ar- 
ticles do  not  contain  any  new  research  work  or 
discovery,  but  serve  to  familiarize  the  general 
practitioner  with  the  achievements  of  radium 
and  the  roentgen  rays  and  as  such  are  a  wel- 
come addition  to  the  literature. 
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A  BRIEF  HISTORY  OF  THE  DEVELOPMENT  OF  FOREIGN 
BODY  LOCALIZATION  BY  MEANS  OF  THE  2 -RAYS 

WITH  BIBLIOGRAPHY 

BY    JAMES    T.    CASE,    M.D.,    F.A.C.S. 

]Major,  Medical  Reserve  Corps,  U.  S.  A.;   Director  of  Roentgenology 
for  the  American  Forces,  France 


IN  reviewing  the  methods  of  localizing 
foreign  bodies,  one  is  immediately  im- 
pressed with  the  fact  that  the  publications 
of  the  year  i8q6  set  forth  the  principles  at 
the  foundation  of  most  of  the  localizing 
methods  of  to-day.  This  year  saw  the 
publication  of  Buguet  and  Gascar,  setting 
forth  the  classical  formula 


Depth  equals 


bXh 

a+b 


when  a  represents  the  distance  the  tube  is 
shifted;  b  the  distance  of  shift  of  the 
shadow  of  the  projectile ;  and  h  the  height  of 
the  screen  or  plate  from  the  focus  of  the 
tube.  Early  in  this  same  year  Elihu  Thomp- 
son in  America,  and  Imbert  and  Bertin  in 
France,  proposed  stereoscopy  in  connection 
with  x-ray  localization.  The  method  of 
making  two  exposures  at  right  angles,  the 
so-called  method  of  right  angled  planes,  was 
proposed  by  White,  Goodspeed  and  Lester 
Leonard. 

i8q/. — This  year  marked  the  publica- 
tions of  Mackenzie  Davidson  and  Hedley 
on  the  triangulation  method,  visualizing  in 
space  the  position  of  the  foreign  body  by 
means  of  crossed  threads,  and  the  method 
of  Gerard  and  of  Lev^^-Dorn  which  utilized 


the  same  principle  of  triangulation,  but 
without  the  cross-thread  visualization. 
Stechow  wrote  further  on  the  method  of 
making  two  exposures  at  right  angles. 
Exner  described  a  method  combining  a 
ring  localizer  with  the  triangulation  prin- 
ciple, and  later  used  the  parallax  principle. 
The  parallax  principle  was  also  used  by 
Levy-Dom.  Payne  described  a  method 
similar  to  that  of  Mackenzie  Davidson,  and 
added  a  consideration  of  its  application  to 
mensuration  of  the  pelvis.  Wentzlik  laid  a 
small  chain  on  the  skin  between  two  points 
marked  with  silver  nitrate,  and  located  a 
foreign  body  in  relation  to  the  links  of  the 
chain.  Remy  and  Contremoulins  described 
an  elaborate  apparatus  which  was  appar- 
ently the  forerunner  of  the  Hirtz  compass 
as  used  to-day.  Marie  and  Ribaut  pub- 
lished their  paper  on  precise  stereoscopy, 
and  Mackenzie  Davidson  successfully  pro- 
duced stereofluoroscopy  for  the  first  time, 
Mackenzie  Davidson's  achievement  laid 
the  foundation  for  a  train  of  experimental 
work  closely  followed  up  by  Caldwell  of 
New  York,  which  is  now  culminating  in  the 
production  by  Caldwell  of  a  practical 
stereofiuoroscope.  Walsh  published  his 
method  of  visualizing  the  skin  of  the  part 


113 


114 


History  of  Foreign  Body  Localization 


containing  the  foreign  body  by  the  appHca- 
tion  of  a  bismuth  paste.  He  employed  this 
method  in  a  case  of  needle  in  the  hand. 

i8g8. — Caldwell  brought  out  an  appara- 
tus consisting  of  two  or  more  metal  rods 
which  were  pointed  at  the  ends,  and  held  in 
a  framework  of  wood  or  of  aluminium  in 
such  a  way  that  they  could  be  placed  on  a 
photographic  plate,  resting  exactly  per- 
pendicular to  it.  During  the  exposure  of  the 
plate  these  rods  cast  pointed  shadows  on 
the  plate  which  made  an  angle  with  each 
other.  By  means  of  lines  drawn  through 
these  shadows  and  certain  calculations  and 
measurements,  the  position  of  the  foreign 
body  could  be  accurately  indicated. 

The  Dennis  fiuorometer,  consisting  of  an 
upright  grid  or  ladder  attached  to  the 
table,  was  used  frequently  in  the  Spanish 
American  War,  where  it  was  found  to  work 
rapidly  and  well,  especially  in  screen  local- 
ization. The  Hall-Edwards  "grid"  was 
described  this  same  year. 

The  parallax  method  was  further  de- 
scribed by  Angerer  and  by  Sehrwald. 

The  single  tube  shift  and  triangulation 
method  first  described  by  Buguet  and  Gas- 
car  was  again  set  forth  in  papers  by  Har- 
rison, Turner,  Wagg,  and  Hedley;  Mergier 
used  the  same  method  and  the  same  for- 
mula, but,  instead  of  shifting  the  one  tube, 
used  two  tubes. 

Morize  used  four  small  adhesive  discs  of 
lead:  one  he  placed  at  the  points  on  the 
skin  where  the  vertical  ray  passing  through 
the  foreign  body  entered  and  left  the  part ; 
the  other  two  were  placed  in  a  similar 
manner  at  right  angles  (or  nearly  so)  to 
the  plane  of  the  first  two.  The  intersection 
of  the  two  diameters  joining  these  four 
points  gives  the  location  of  the  foreign 
body.  The  method  of  Aran  jo  (Lima)  was 
similar,  though  published  a  month  later. 

iSgg. — Galeazzi  was  apparently  the  first 
to  publish  a  description  of  the  "pierced 
screen,"  the  ordinary  fluoroscopic  screen 
with  a  small  hole  drilled  through  it  and  the 
lead  glass  cover,  sufficiently  large  for  the 
insertion  of  a  small  rod  for  estimating  the 
depth  from  the  screen  surface  to  the  skin 


in  those  locations  where  it  was  not  possible  i 
to  bring  the  screen  in  actual  contact  with  I 
the  party  under  study.  He  also  employed  i 
the  triangulation  method  with  single  tube  ' 
shift,  and  added  a  direct-reading  scale,  ■ 
obviating  the  necessity  of  calculations.  ' 
The  method  described  by  Guilloz  was 
similar  to  that  of  Mergier  in  1898. 

Sechehaye,  in  January  of  this  year,  pub- 
lished a  review  of  the  literature  on  the  sub- 
ject and  was  able  to  summarize  thirty-two 
methods  and  authors;  to  which  he  added 
one  new  method,  a  complex  mathematical 
procedure,  employing  a  sort  of  grid,  as  pre- 
viously mentioned  for  Hall-Edwards  and 
Dennis. 

Warluzel  and  Jollant,  before  the  French 
Society  for  the  Advancement  of  Science, 
described  the  use  of  malleable  metal  bands 
applied  over  the  part  as  giving  assistance 
in  the  localization  of  projectiles  and  other 
foreign  bodies,  the  work  of  these  authors 
thus  considerably  antedating  later  publi- 
cations on  this  feature  of  localization 
methods. 

Wildt  called  attention  to  the  fact  that 
foreign  bodies  move  with  passive  motions 
of  the  tendons  in  which  they  may  be  lo- 
cated, and  with  passive  motions  of  the  skin. 
He  thus  was  probably  the  first  to  publish 
the  method  of  locating  a  foreign  body  by 
determining  the  point  in  the  skin  nearest 
to  it,  a  method  described  again  by  Holz- 
knecht  in   19 14,  and  by  several  others  in 

1915- 

igoo. — This  year  marked  the  publica- 
tion of  a  very  extensive  work  on  the  prin- 
ciples and  applications  of  stereoscopic 
roentgenography  by  Lambertz,  and  the 
description  of  Barrell's  metal  cylinder 
method,  very  similar  to  that  described  by 
Caldwell  in  1898  before  the  staff  of  the, 
New  York  Polyclinic. 

I  go  I. — The  ring  localizer  was  again  de- 
scribed, this  time  under  the  name  "preve- 
tograph"  by  Addyman  in  his  book  onj 
"Practical  X-Ray  Work." 

A  caliper  method  was  brought  out  this! 
year  by  both  Caldwell  and  Little.  Cald- 
well's device  was  a  special  caliper,  the  ends 
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)f  the  caliper  arms  being  so  shaped  that 
ivhen  the  shadows  of  the  two  were  super- 
imposed, they  formed  a  cross.  One  arm  of 
the  cahper  was  fiat  so  as  to  fit  more  closely 
against  the  screen.  Little's  caliper  was 
[fitted  with  a  graduated  direct-reading  scale. 

The  malleable  metal  device  susceptible 
of  being  moulded  to  the  part  under  study 
was  further  developed  by  Fox  who  made 
a  comphcated  metal  frame  arrangement  to 
assist  in  locating  a  bullet  in  the  head. 

Caldwell  this  year  described  and  pro- 
duced stereofluoroscopy,  the  principles  of 
the  device  being  in  the  main  similar  to 
those  of  Mackenzie  Davidson.  Several  new 
ideas  were  introduced,  however,  as  follows: 
(i)  The  conception  of  the  double-focus 
tube;  (2)  an  electrically  controlled  shutter: 
(3)  the  shutter  run  by  the  same  current 
which  activated  the  tube,  so  that  the 
shutter  and  tube  action  were  synchronous. 

Another  entireh"  new  localization  prin- 
ciple was  first  pubHshed  this  year,  that  of 
inserting  a  needle  into  the  tissues  to  the 
site  of  the  foreign  body,  and  leaving  the 
needle  in  situ  as  a  guide  to  the  surgeon  in 
removing  the  projectile.  This  method  was 
pubUshed  under  the  term  "  fremdkoerper- 
pimktion"  by  Perthes. 

IQ02. — Van  der  Goot  described  a  method 
similar  to  that  of  Secheha^^e  (^1899). 

iQOj. — Bermbach  pubHshed  a  highly 
complex  calculation  method,  which  he  be- 
lieved was  new.  Apparenth^  no  new  prin- 
ciple was  added  to  that  formula  first  pub- 
Hshed by  Buguet  and  Gascar  in  1896.  Little 
described  a  direct -reading  scale  for  the  ap- 
pHcation  of  the  single  tube  shift  and  tri- 
angulation  method,  apparently  not  differ- 
ent from  several  scales  already  described. 
Griinfeld  and  Perthes  both  pubHshed 
further  studies  on  the  ' '  harpooning ' '  meth- 
od of  locating  foreign  bodies.  Moritz,  whose 
name  has  always  been  prominenth'  asso- 
ciated with  orthodiagraphy,  described  a 
method  of  using  the  orthodiagraph  for 
determining  the  location  of  projectiles. 

1904. — Contremoulins  continued  the  dis- 
cussion and  improvement  of  his  apparatus 
for  localizing,  which,  as  before  mentioned, 


was  probably  the  forerunner  of  the  Hirtz 
compass,  now  so  popular  in  the  French 
nuHtar}-  hospitals.  Grunfeld  and  Holz- 
knecht  continued  their  consideration  of 
the  '"harpooning"  method  of  localization, 
and  Holzknecht  brought  out  a  special 
operating  table  for  the  extraction  of  pro- 
jectiles under  fluoroscopic  screen  guidance 
at  the  moment  of  the  operation. 

iQOj. — Nothing  of  importance  in  rela- 
tion to  foreign  body  localization  or  extrac- 
tion was  pubHshed  this  3'ear.  Notes  relating 
to  the  Russo-Japanese  war  do  not  give 
much  detail  with  reference  to  the  .v-ray 
work  of  either  side.  A  few  of  the  field  hos- 
pitals of  the  Japanese  army  were  equipped 
with  portable  x-Ta.y  equipment,  but  of  a 
rather  imsatisfactor}-  nature,  some  of  it 
run  b}'  hand.  Localization  apparatus  is 
mentioned  occasionaUy.  usuaUy  on  account 
of  its  absence,  but  no  details  of  procedures 
are  given  in  any  of  the  Hterature  available 
to  the  writer.  Some  of  the  hospital  ships 
were  equipped  with  roentgen  apparatus, 
but  the  reports  of  the  ofl&cial  obsers'ers  indi- 
cate that  it  was  Httle  used.  Most  of  the 
base  hospitals,  however,  were  equipped 
with  first-class  .\"-ray  equipment,  and  the 
rays  were  extensively  used,  at  least  in  the 
study  of  fractures.  Perhaps  a  more  thor- 
oughgoing investigation  of  the  literature 
would  uncover  more  information  as  to  the 
localization  methods  employed :  one  British 
obser\'er,  however,  states  that  the  Japanese 
surgeons  felt  that  they  could  get  along  just 
as  weU  without  the  .v-ray  as  with  it. 

igo6. — Shenton  pubHshed  a  description 
of  his  method  of  employing  the  paraUax 
principle  in  localization.  Kocher  described 
a  compass,  which  ser\-ed  especiaUy  as  a 
guide  to  the  operator  during  extractions. 
No  new  principles  were  exhibited  in  the 
device.  HaU-Edwards  gives  a  long  but 
\'eT\'  interesting  and  helpful  account  of  his 
experiences  in  the  locaHzation  of  foreign 
bodies  in  civH  practice. 

IQO/. — Bailey  presented  a  description  of 
his  method  of  using  maUeable  metal  strips 
moulded  to  the  part  imder  investigation. 
Carothers  described  the  ordinar 
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scopic  roentgenographic  method  in  com- 
mon use  among  .v-ray  workers,  and  calls  at- 
tention to  the  value  of  this  method  in  esti- 
mating the  situation  of  foreign  bodies. 

igo8. — Daviot  wrote  at  length  advocat- 
ing the  control  of  extractions  of  foreign 
bodies  by  intermittent  observation  with 
the  fluorescent  screen  during  the  progress 
of  the  operation.  Ironside  Bruce  published 
a  description  of  a  rather  elaborate  but  very 
accurate  device  for  inserting  needles  into 
the  tissues,  thus  indicating  the  site  of  the 
projectile,  a  sort  of  compass  for  indicating 
to  the  surgeon  at  the  time  of  the  operation 
the  exact  position  of  the  foreign  body. 
The  instrument  could  be  removed  to  the 
operating  room,  sterilized,  and  a  needle 
prepared  and  adjusted  in  a  little  holder  of 
its  own,  the  length  which  it  projected  be- 
yond its  own  holder  being  made  equal  to 
the  depth  of  the  foreign  body  from  the  sur- 
face of  the  plate.  The  instrument  having 
been  placed  in  position,  the  needle  was  in- 
serted, released  from  its  holder  and  left  in 
position.  The  surgeon  then  dissected  down 
to  the  point  of  the  needle  which  was  usu- 
ally found  in  contact  with  the  foreign  body. 

igog. — Furstenau  published  his  caliper 
method,  the  instrument  being  graduated  in 
order  to  be  direct-reading.  This  method 
enjoyed  considerable  popularity  as  a  de- 
vice for  private  practice,  but  in  times  of 
war  it  did  not  prove  sufficiently  rapid. 

Bouchacourt  advocated  the  stereoscopic 
method  as  giving  the  most  accurate  data 
upon  which  to  base  anatomical  localiza- 
tions. Gillet  published  a  very  extensive 
treatise  on  stereoscopic  roentgenography. 

The  single  shift  triangulation  method 
was  further  considered  by  Perdu,  by 
Kreuzfuchs  and  by  Miiller. 

igio. — In  America,  Coon  described  a 
practical  device  for  localizing  foreign  bodies 
for  use  in  civil  practice.  Manges  brought  out 
an  elaborate  and  attractive  method  of  esti- 
mating the  measurements  of  the  female 
pelvis  by  means  of  stereoscopic  roentgeno- 
grams, and  called  attention  to  the  value  of 
this  method  in  the  localization  of  foreign 
bodies. 


igii. — The  publications  of  this  year 
were  almost  entirely  devoted  to  the  value 
of  fluoroscopic  screen  control  during  the  ex- 
traction of  foreign  bodies,  and  dealt  par- 
ticularly with  the  technic  of  the  combined  j 
radio-surgical  procedure.  Wullyamoz  de- 
signed forceps  of  special  form  to  facilitate 
extractions  without  endangering  the  fingers 
of  the  operator,  the  forceps  having  blades 
bent  at  right  angles.  Laval,  and  later 
Raoult-Deslongchamps,  wrote  further  on 
the  subject,  the  latter  describing  a  special 
design  of  radio-surgical  table  permitting 
the  operator  to  see  the  fluoroscopic  image 
with  one  eye,  while  the  other  eye  observed 
the  operative  field.  This  method  was  de- 
scribed by  Grashey  this  same  year.  Laval's 
paper  is  a  well-illustrated  elaboration  of 
the  work  of  Wullyamoz  (Lausanne). 

igi2. — In  America,  Blake  published  a 
triangulation  method,  not  new,  which  re- 
quired a  complex  mathematical  calcula- 
tion. The  same  method  had  been  employed 
with  direct -reading  scales  which  were  cer- 
tainly more  convenient.  Coleschi,  in  Italy, 
seemed  to  take  the  lead  in  the  subject  of 
localizations;  summarizing  methods,  but 
not  presenting  any  new  principles.  The 
same  may  be  said  of  the  work  of  d'Halluin. 

igi3. — Sorge  gave  an  excellent  review 
of  the  subject,  and  offered  what  he  thought 
to  be  a  new  method,  though  it  differs  from 
those  previously  reported  only  in  some 
minor  mathematical  details.  LeNestour  re- 
vived the  subject  of  extraction  of  projec- 
tiles under  screen  control  at  the  time  of 
operation,  and  suggested  that  the  difficul- 
ties encountered  by  the  anesthetist  working 
in  the  darkness  could  be  eliminated  by  con- 
structing a  sort  of  tent  to  contain  him  and 
the  patient's  head,  so  that  he  could  have  a 
light  upon  the  patient's  face  at  all  times 
during  the  operation.  Another  compass  for 
the  guidance  of  the  surgeon  during  the  opera- 
tion of  extraction  was  proposed  by  Mira- 
mond  de  Laroquette.  This  was  a  simpler 
form  of  compass  than  that  of  Hirtz,  but 
its  usefulness  is  correspondingly  limited. 

igi4. — The  majority  of  the  papers  of 
this  year  were  published  before  the  begin- 
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ning  of  the  Great  War.  Aubourg  and  Lebon 
in  January  published  an  extensive  review 
of  the  subject  of  localization.  Locke  again 
called  attention  to  the  value  of  .v-ray  aid 
at  the  time  of  the  extraction  operation. 
Henrard  in  March  summarized  the  various 
means  of  localizing,  and  spoke  favorably 
of  the  supplementary  aid  afforded  by  the 
telephone  probe  of  Hedley. 

Hirtz  this  year  first  published  a  descrip- 
tion of  the  compass  which  bears  his  name, 
although  the  wTiter  understood,  while  in 
France,  that  the  compass  was  really  first 
used  in  1907.  It  is  an  instrument  formed  of 
three  horizontal  branches  turning  about  a 
common  center,  bearing  on  each  branch  a 
vertical  rod,  adjustable  in  length  and  in 
position  on  the  branch,  so  that  the  ends  of 
the  vertical  rods  can  be  brought  in  contact 
with  the  skin,  the  horizontal  branches  re- 
maining level.  A  fourth  peripheral  rod 
traverses  a  hole  in  the  very  axis  of  the  com- 
pass, or  it  may  be  attached  to  a  curved 
branch  which  also  revolves  about  the  com- 
mon center,  the  curve  being  such  as  to  form 
the  arc  of  a  circle  with  a  given  radius.  Space 
will  not  be  devoted  here  to  the  description 
of  the  instrument,  the  reader  being  referred 
to  previous  numbers  of  the  Journal.  The 
instrument  has  been  very-  widely  used  dur- 
ing the  present  war  and  is  at  present  the 
standard  method  in  most  of  the  French 
hospitals.  It  is  reserved  for  difficult  cases, 
and  especially  for  late  removals,  as  con- 
trasted with  methods  for  localization  of 
foreign  bodies  to  be  removed  within  a  few 
hours  of  the  injur\''  when  the  surgeon  must 
of  necessity  open  up  the  original  wound  in 
the  course  of  his  necessar}'  work.  This 
method  is  not  primarily  a  localization  pro- 
cedure so  much  as  a  means  of  providing 
the  surgeon  with  a  guide  to  be  used  once 
more  during  the  course  of  his  operation  for 
extraction  of  the  projectile.  The  most 
exact  results  are  obtained  when  the  method 
is  used  roentgenographically,  but  the  in- 
strument also  serves  very  satisfactorily  when 
used  by  means  of  the  fluoroscope,  with  the 
added  advantage  of  reducing  the  time  of 
the  localization  to  four  or  five  minutes. 


After  the  opening  of  hostihties,  papers 
began  to  appear  at  an  increasing  rate 
until  the  curve  of  production  of  articles  on 
the  subject  reached  the  highest  point  dur- 
ing 19 1 5.  The  earhest  papers  on  localization 
based  on  experiences  in  the  present  war 
were  written  by  Wilson,  who  recommended 
the  method  of  right-angled  planes ;  Alanuel 
and  Nogueras  described  the  single  tube 
shift  method,  and  produced  a  graduated 
direct -reading  scale,  the  tube  being  shifted 
20  cm.;  Jaugeas  recommended  the  single 
tube  shift  method,  moving  the  focus  15  cm. 
between  measurements;  while  Haret,  em- 
ploying the  same  method,  shifted  his  tube 
10  cm.  Prof.  Beclere  also  recommended  and 
taught  this  method,  all  the  men  mentioned 
preferring  to  use  it  as  a  screen  procedure. 
Haret  also  devised  a  wall  scale  which  per- 
mitted direct  reading  of  the  depth  of  the 
projectile  by  using  a  thread  to  reconstruct 
the  triangles  formed  during  the  procedure, 
thus  reading  the  distance  from  screen  to 
projectile.  Hemaman- Johnson  recom- 
mended the  ring  localizer,  marking  four 
points  on  the  skin,  and  reconstructing  the 
intersection  of  the  two  diameters  passing 
through  the  projectile. 

IQIS- — Space  is  too  small  for  an  ade- 
quate review  of  the  work  of  this  year.  The 
work  of  Ombredanne  and  Ledoux-Lebard 
should  be  consulted  for  a  complete  exposi- 
tion of  the  more  useful  roentgenologic 
methods  of  localization  and  extraction  of 
projectiles  which  have  grown  out  of  the 
experiences  of  the  present  conflict. 

Blake  revived  the  cylinder  method  of 
Barrell. 

Bramwell  recalled  attention  to  the  tri- 
angulation  method,  using  an  arithmetical 
formula  for  calculating  the  depth  of  pro- 
jectiles. The  triangulation  method,  as 
practiced  and  automatically  measured  by 
the  wall  device  of  Haret,  or  by  a  direct - 
reading  scale  (bareme),  was  further  dis- 
cussed by  Charlier,  Clark,  Colardeau, 
Coleschi.  Cotton,  Davidson,  Duncan.  Hal- 
lam.  Hampson.  Jallot  and  Guerree,  La- 
goutte,  :\Iackenzie,  Menard,  D.  F.  Shearer, 
Stenning,  Viallet  and  DauvilHer,  and  by 
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Thurstan  Holland  who  also  devised  a  wall 
metric  arrangement  similar  to  Haret's  for 
direct  reading  of  the  depth.  Many  of  these 
writers  doubtless  believed  their  pet  meth- 
ods original  with  them  at  the  time  of  their 
publication,  though  a  perusal  of  the  litera- 
ture shows  that  the  method  is  as  old  as 
roentgenology,  having  been  first  described 
by  Buguet  and  Gascar  in  1896. 

The  parallax  method  found  preference 
in  the  writings  of  Jordan,  LeFaguays,  and 
Pirie. 

Debierne  and  Vergely  both  described  the 
multiple  diameters  method,  and  Vergely 
employed  cardboard  cut-outs  conforming 
to  the  outline  of  the  part  studied,  upon 
which  he  reconstructed  the  diameters  and 
located  the  projectile. 

Harris  discussed  the  "nearest  point" 
method,  previously  mentioned  as  first  de- 
scribed by  Wildt  in  1899. 

Hirtz  and  Gallot  brought  out  their 
"pierced  screen"  method,  which  has  found 
considerable  favor  among  French  .v-ray 
workers. 

Baese,  in  Italy,  constructed  a  special 
device  by  which  the  tube  and  screen  always 
moved  together,  the  vertical  rays  from 
the  tube  being  always  perpendicular  to  the 
screen.  This  instrument  is  a  very  ingenious 
device  by  which  the  depth  of  a  foreign 
body  can  be  read  off  almost  instantly  in 
any  diameter.  It  has  not  found  favor  in 
France,  however,  for  some  reason.  It  has 
the  disadvantage  of  being  of  use  only  for 
the  localization  of  foreign  bodies,  although 
it  is  as  elaborate  as  most  combination 
tables  and  tubestands. 

Shaxby  described  his  "ladder,"  a  sort  of 
grid  device  similar  to  the  Dennis  fluorome- 
ter  used  in  1898.  The  method  recommended 
by  Stenning  involved  the  use  of  a  special 
localizing  mat,  consisting  of  a  number  of 
pieces  of  straight  lead  wire  embedded  in  a 
sheet  of  transparent  material,  parallel  and 
equidistant.  By  means  of  a  direct  reading 
scale  the  depth  is  readily  estimated. 

H.  Beclere  and  Mayet  both  spoke  in 
commendation  of  the  stereoroentgeno- 
graphic  method,  calling  special  attention 


to  the  greater  ease  and  accuracy  of  correct 
anatomical  localization  when  the  stereo- 
plates  were  possible. 

As  an  operating  guide,  the  Hirtz  com- 
pass continued  to  find  enthusiastic  support, 
and  several  other  instruments  serving  a 
similar  purpose  were  described:  (i)  The 
apparatus  of  Aubourg;  (2)  an  elaborate  in- 
strument of  Ironside  Bruce,  a  further  de- 
velopment of  the  instrument  previously 
described  by  him  seven  years  before ;  (3)  a 
sort  of  Hirtz  compass  by  Buff  on  and  Ozil; 
(4)  Lebon  used  the  malleable  band  method, 
recommending  the  use  of  block  tin;  (5)  a 
"radiologic  sextant"  by  Loro;  (6)  an  elab- 
oration of  the  Mackenzie  Davidson  ap- 
paratus by  Marion,  the  so-called  Marion- 
Danion  Compass,  which  not  only  permit- 
ted the  visualization  of  the  position  of  the 
foreign  body  in  space,  but  furnished  the 
surgeon  with  an  operating  guide,  simpler 
than  the  Hirtz  compass  but  also  less  gen- 
erally applicable;  (7)  a  special  belt  of  wood 
and  malleable  metal  which  could  be  ad- 
justed to  the  part,  and  in  reference  to 
which  localizations  could  be  made;  (8) 
Menuet  specially  commended  the  Hirtz 
compass. 

Screen  aid  in  the  surgical  extraction  of 
projections  was  discussed  and  recommend- 
ed by  J.  R.  Caldwell,  Gosset,  Rechou,  and 
by  Ledoux-Lebard  and  Dauvillier,  the 
latter  authors  specially  commending  the 
"  bonnet  fiuoroscope  "  which  permits  inter- 
mittent screen  control  of  the  surgical  re- 
moval while  the  operation  is  being  carried 
on  in  the  usual  bright  light  of  the  operating 
room.  Lefort  discussed  the  application  of 
the  electromagnet  under  the  guidance  of 
the  screen  observations. 

IQ16. — The  single  tube  shift  triangula- 
tion  method,  used  with  a  wall  metric  de- 
vice, a  direct  reading  scale  or  a  chart,  was 
further  described  by  Desplats,  Laroquette 
and  Lemaire.  Mahar,  Oram,  Gamlen,  and 
Kirkwood.  Gamlen  employed  small  screens 
so  that  by  pressure  he  could  always  assure 
definite  contact  with  the  skin,  thus  elimi- 
nating the  factor  of  error  due  to  the  distance 
the  screen  may  rest  above  the  skin  of  the 
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part  measiired.  Kirkwood  preferred  to 
mark  the  skin  rather  than  the  screen  to 
make  sure  of  correcting  this  source  of  error. 

The  "nearest  point"  method  was  recom- 
mended by  Bocciardo. 

The  parallax  principle  formed  the  basis 
of  the  method  of  Grandgerard  who  also 
devised  a  rough  compass  to  serve  as  an 
operating  guide. 

A  method  of  two  equal  triangles,  in- 
volving special  apparatus  by  which  the 
screen  could  be  moved  upward  from  the 
patient  without  disturbing  any  of  the  other 
relations,  the  height  to  which  the  screen  is 
elevated  being  equal  to  the  depth  of  the 
projectile,  was  described  by  Carver,  by 
Guyenot,  and  by  Shenton.  Shenton's  date 
of  publication  antedates  both  the  other 
authors. 

The  trocar  and  cannula  method  was  sup- 
ported by  Lyle  who  attributed  the  method 
to  Sutton.  Flint  described  the  profondo- 
meter method  which  combined  the  malle- 
able band  idea,  the  trocar  and  cannula 
method,  and  the  utilization  of  multiple 
diameters  each  passing  through  the  pro- 
jectile. 

Barclay  added  a  new  idea  in  the  bell- 
ringing  forceps,  as  an  aid  to  the  surgical 
extraction  of  projectiles. 

Belot  and  Fraudet  and  Nogier  advocated 
and  discussed  the  "methode  de  la  pince,'' 
a  ring  localizing  method,  for  which  special 
localizing  forceps  were  devised,  somewhat 
similar  to  the  calipers  described  so  many 
years  before  by  E.  W.  Caldwell. 

A  very  simple,  rapid  method,  with 
double  tube  shift  and  double  fixed  wires, 
obviating  the  need  of  knowing  the  focus- 
screen  distance  or  the  distance  of  tube 
shift,  was  devised  by  Strohl.  The  article 
by  de  Moncetz  is  similar,  though  less 
exact, 

A  simple  form  of  compass  for  operating 
guidance  was  devised  by  Marechal,  and 
simplifications  of  the  Hirtz  compass  technic 
were  suggested  by  Chaperon  and  Vander- 
haegher,  by  Charlier,  and  by  Morin  and 
H.  Beclere.  The  latter  authors  especially 
simplified   the   calculations   necessary  for 


the  working  out  of  the  Hirtz  compass 
method. 

The  stereoscopic  method  was  again  ad- 
vocated by  Beck,  by  Colombo,  and  by 
Ribaut  and  Brocq.  Beck  produced  a  two- 
volimie  atlas  illustrating  many  types  of 
foreign  bodies,  few  of  them,  however,  the 
result  of  firearms.  Ribaut  and  Brocq  es- 
pecially dwelt  on  the  necessity  of  using 
stereoscopy  in  order  to  secure  accurate 
anatomical  localization. 

Extraction  methods  were  discussed  by 
Barclay,  whose  bell-ringing  forceps  is  above 
alluded  to ;  by  Lamarche,  who  favored  the 
telephone  probe  and  the  electro-vibreur  at 
times  as  adjtm.cts  to  the  screen  control 
method;  and  by  Monod  who  preferred 
extractions  under  the  screen.  Monod  called 
attention  to  the  fact  that  seventeen  per  cent 
of  foreign  bodies  are  not  magnetizable, 
and  hence  cannot  be  vibrated  with  the 
electro-vibreur. 

Sources  of  error  in  foreign  body  localiza- 
tion were  discussed  by  Eager,  Lehman, 
Ghilarducci  and  Maragliano.  Metcalf  and 
Keys- Wells  published  an  elaborate  and 
very  valuable  table  of  depths  from  various 
points  on  the  skin  to  various  internal 
organs  and  tissues.  This  table  should  be  on 
the  wall  of  every  roentgen  examining  room 
for  frequent  reference. 

igiy. — Last  year  witnessed  a  consider- 
able falling-ofT  in  the  number  of  articles 
relating  to  the  localization  of  projectiles. 
Shaxby  continued  the  consideration  of  his 
"ladder"  method.  Tousey  brought  out 
again  the  "grid"  method,  now  nearly 
twenty  years  old.  Young,  quite  independ- 
ent of  previous  workers,  devised  an  appa- 
ratus almost  a  duplicate  of  that  of  Le 
Faguays  for  the  utilization  of  the  parallax 
method.  Castelvecchio  and  Pittarelli  both 
published  complex  mathematical  methods 
which  do  not  seem  to  present  any  practical 
advantage  over  the  other  methods  already 
in  common  use.  Aime  published  a  method 
of  employing  the  Hirtz  compass  with  the 
screen  in  place  of  the  more  tedious  plate 
method.  Deverre  devised  another  chart  for 
estimation  of  depth  by  the  triangulation 
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method,  single  tube  shift,  using  a  direct- 
reading  scale.  Coppola  discussed  modifica- 
tions of  the  ordinary  x'-ray  operating  table 
for  the  purpose  of  better  suiting  the  needs 
of  radio-siirgical  procedures. 

Eastman  and  Bettman,  in  America,  after 
spending  some  time  in  Austrian  hospitals, 
described  the  localization  methods  in  use 
in  the  Austrian  armies;  and  Bettman  de- 
scribes his  "bonnet  fiuoroscope"  which  is 
identical  with  the  bonnet  already  described 
by  several  French  authors,  notably  Dessane. 

Cole  of  New  York  described  a  localizing 
device  which,  while  very  useftd,  does  not 
embody  any  new  principles.  It  is  best 
adapted  to  a  double  tube  shift,  triangula- 
tion  method.  It  has  attachments  giving 
it  some  of  the  characteristics  of  the  pro- 
fondometer method,  and  a  guide  for  the 
surgeon  during  the  operation  of  extraction. 

A  very  good  summary  of  the  methods 
actually  in  use  in  the  military  hospitals  was 
published  by  Wilkins,  speaking  from  ex- 
perience in  the  British  army,  and  by 
Luisada. 

In  the  foregoing  pages,  the  writer  has 
attempted  to  give  a  concise  summary  of 
the  development  of  the  elaborate  list  of 
localization  methods  in  use  to-day.  In  the 
following  pages  is  given  a  list  of  the 
authors,  titles  and  references,  the  arrange- 
ment being  in  alphabetical  order.  A  great 
deal  more  might  have  been  said,  but  on 
account  of  the  limitations  of  time  and 
space,  it  is  thought  best  to  leave  the  sub- 
ject here,  hoping  that  this  presentation 
will  be  of  great  interest  to  many  and  of 
special  service  to  those  whose  inventive 
minds  may  tempt  them  to  spend  valuable 
time  in  the  development  of  what  will  very 
likely  prove  to  be  a  rediscovery. 

It  is  easily  noted  that  German  references 
are  conspicuous  by  their  absence,  owing 
to  the  fact  that  since  early  in  19 15  the  de- 
livery of  German  and  Austrian  medical 
periodicals  has  been  suspended.  Dutch, 
Scandinavian,  and  Russian  references  have 
also  been  omitted,  in  fact  the  writer  was 
able  to  find  but  very  few  of  them. 
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THE  INVERTED  COMMA  SIGN  IN  PULMONARY 
ROENTGENOLOGY* 


BY    A.    W.    CRANE,    M.D. 

KALAMAZOO,  MICH. 


THE  inverted  comma  is  a  sign  found  in 
roentgenograms  of  the  chest.  It  is 
located  along  the  right  margin  of  the  main 
bronchus  with  the  head  at  about  the  level 
of  the  bronchial  bifurcation  and  the  tail 
tapering  upward  along  the  bronchial  bor- 
der. The  average  size  of  the  head  is  that 
of  a  pea.  The  length  of  the  tail  is  three  or 
four  times  the  diameter  of  the  head  but 
is  indeterminate  because  its  extremity 
fades  into  the  shadow  of  the  margin  of 
the  bronchial  tube. 

It  is  a  definite  body  distinct  from  the 
hilus  glands  and  other  structures.  A  study 
of  stereoscopic  plates  shows  that  it  is  not 
an  appearance  due  to  the  juxtaposition  of 
other  shadows.  It  does  not  consist  of  nor- 
mal structures,  viewed  edgewise  or  other- 
wise, because  it  is  found  in  a  certain  per 
cent  of  cases  only.  It  cannot  be  made  to 
appear  and  disappear  by  placing  the  pa- 
tient in  certain  positions.  It  is  often  suffi- 
ciently dense  to  be  seen  with  any  position 
of  the  patient  and  in  the  more  pronounced 


cases  it  can  be  followed  by  the  eye  as  the 
patient  is  tiu-ned  behind  the  fluorescent 
screen. 

The  comma  is  not,  however,  a  proper 
subject  for  detection  by  the  screen.  It  is  a 
sign  for  plate  study.  It  is  best  observed  in 
stereoroentgenograms  but  is  readily  recog- 
nized on  single  anteroposterior  plates. 
Prints  and  illustrations  in  books  and  peri- 
odicals rarely  show  the  comma,  although 
one  set  of  the  plates  in  the  Dunham's 
"Pulmonary  Stereoroentgenography 
shows  it  with  unquestionable  distinctness. 
No  special  technic  is  required  but  it  is  an 
advantage  to  place  the  patient  prone  upon 
the  plate  with  the  face  turned  to  the  right 
so  that  the  right  side  of  the  bronchus  will 
be  thrown  beyond  the  shadow  of  the  spine. 
Sufficient  penetration  to  reveal  the  ver- 
tebral detail  is  desirable  because  the  comma 
is  frequently  overlapped  by  other  struc- 
tures. 

I   first   drew   attention   to   the   comma 
sign   Oct.    14,    19 14,   before   the   Chicago 


♦Read  before  the  American  Roentgen  Ray  Society  at  the  Eighteenth  Annual  Meeting,  New  York  City,  September,  191 7. 
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Fig.  I.  Showing  Small  Dense  Inverted  Comma. 

Apparently  a  normal  chest.     Calcification  of  hilus 
clusters  absent. 


Medical  Society  and  exhibited  a  number 
of  lantern  slides  illustrating  it.  At  the 
mid-winter  session  of  the  western  section 
of  the  American  Roentgen  Ray  Society  in 
Cincinnati,  1916,  I  again  called  attention 
to  it  and  showed  slides.  I  intended  to  make 
an  exhaustive  study  of  the  comma  at  my 
leisure,  but  never  finding  leisure  I  have 
responded  to  an  invitation  of  our  presi- 
dent b^'  bringing  before  3'ou  at  this  time 
a  presentation  of  the  inverted  comma 
sign,  which  is  still  woefully  incomplete  in 
respect  to  pathologic  and  postmortem 
studies. 

I  have  run  through  three  hundred  recent 
consecutive  cases  of  which  we  had  on 
record  the  case  histories,  the  physical  ex- 
aminations, the  laboratorv'  findings  and 
the  x-ray  studies.  These  cases  were  gastro- 
intestinal, renal,  cardiac,  psychopathic, 
etc.,  as  well  as  pulmonar>\  Chest  plates 
had  been  made  in  all  the  cases  regardless 
of  the  fact  that  pulmonary'  symptoms  were 


or  were  not  present.  Where  the  sign  was 
doubtful  the  plate  was  coimted  as  negative ; 
in  some  cases  I  beheve  that  better  plates 
would  have  shown  an  unquestionable 
comma,  so  that  I  consider  twenty  per  cent 
a  conservative  estimate. 

We  have  made  a  thorough  analysis  of 
sixty  positive  cases.  Of  those  under  obser- 
vation 24  were  women  and  29  men.  Sex  is 
not  a  factor.  Seven  were  under  22  years 
of  age,  27  were  between  21  and  46,  18 
were  over  45  years,  so  that  most  of  the 
cases  were  foiuid  in  middle  life.  It  has  not 
been  found  by  me  in  childhood.  I  can  see 
no  reason  for  this  and  believe  that  a  suffi- 
cient series  of  cases  would  yield  a  positive 
percentage.  Nineteen  out  of  52  were  with- 
out pulmonar}'  signs  or  symptoms  except- 
ing calcified  glands;  64  per  cent  had  pul- 
monary' signs  or  symptoms ;  48  per  cent  had 
an  expectoration;  46  per  cent  had  a  cough; 
1 5  per  cent  had  tubercle  bacilli  in  the  spu- 
tum; 12  per  cent  had  active  tuberculosis. 
It  is  not,  therefore,  a  sign  of  active  tuber- 


FiG.  2.  SHOv\^xG  In\-erted  Comma. 

Asymmetry  of  chest;  calcification  of  hilus  clusters; 
remains  of  left  pleural  effusion. 
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Fig.  3.  Showing  Inverted  Comma. 

Upper  dorsal  scoliosis  to  left  leaving  calcified  comma 
in  bold  relief.  No  other  pulmonary  focus  of  calcifica- 
tion. 


culosis.  Known  syphilis  was  present  in 
but  2  out  of  52  cases  and  a  negative 
Wassermann  was  present  in  8.  It  is  obvi- 
ously not  a  sign  of  pulmonary  lues.  Pre- 
vious pneumonia  was  present  in  19  per 
cent.  Pulmonary  infection  other  than 
tuberculosis  was  present  in  19  per  cent. 
Fever  was  present  in  28  per  cent;  a  leuco- 
cytosis  in  38  per  cent;  marked  oral  sepsis 
in  35  per  cent;  pain  in  the  chest  in  17  per 
cent.  Eighty-eight  per  cent  had  roentgen 
signs  of  pulmonary  tuberculosis  of  some 
grade. 

The  size,  shape  and  density  of  the 
comma  vary  in  these  cases  to  an  extent 
which  may  be  of  clinical  value.  While 
the  average  measurement  of  the  head  on 
the  plate  is  0.7  cm  for  the  short  diameter 
and  1.2  cm  for  the  long  diameter,  these 
dimensions  are  halved  in  some  cases  and 


trebled  in  others.  It  may  be  spherical  or 
the  usual  oval  may  be  greatly  exaggerated. 
Instead  of  rounded  ends,  these  may  be 
pointed.  The  central  portion  of  the  head 
may  show  marked  rarefaction,  a  finding 
which  has  been  observed  only  in  the  larger 
bulbous  types.  Varying  degrees  of  calcifi- 
cation may  be  found,  which  here  as  else- 
where in  pulmonary  structures  may  be 
taken  as  an  index  of  chronicity.  Variations 
in  the  tail  are  less  marked  but  difference 
in  thickness  and  density  are  observable. 

From  this  analysis  we  would  conclude 
that  the  inverted  comma  is  a  sign  of  tuber- 
culosis ;  that  it  is  a  sign  of  a  chronic,  rarely 
an  acute  process;  and  that  it  signifies  a 
past  rather  than  a  present  infection.  In  the 
23  per  cent  which  were  found  in  active 
cases  of  tuberculosis,  the  comma  is  pos- 
sibly evidence  of  a  previous  infection. 

Much  remains  to  be  answered.  Is  the 
comma  evidence  of  a  lymphogenous,  an 
hemic,  or  an  inspiratory  origin  of  tuber- 
culosis? If  the  latter,  then  is  it  evidence  of 
a  bronchial  tuberculosis?  Is  it  the  result 


Fig.  4.  Showing  Inverted  Comma. 
Consolidation  in  left  upper  third  showing  cavity 
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:  infection  by  the  tubercle  bacillus  only 
r  may  it  result  from  other  types  of  in- 
action? ]May  it  result  from  inorganic  de- 
losits  as  in  pneumoconiosis?  Why  is  it 
'ith  rare  exceptions  found  only  on  the  right 
ide?  Is  the  comma  when  once  present 
[ermanent,  or  may  it  be  absorbed  if  not 
alcified?  Why  is  it  not  present  in  all  cases 
|f  pulmonary  tuberculosis?  Is  this  sign 
japable  of  practical  application  in  .v-ra}" 
liagnostics? 

What  is  the  comma,  is  a  question  to  be 
decided  by  postmortem  and  pathological 
;tudy.  While  at  the  Cincinnati  meeting  of 
:he  western  section,  following  my  commu- 
lication  on  the  comma,  Dr.  Kennon  Dun- 
lam  took  several  of  the  members  to  the 
I^ity  Tuberculosis  Hospital  where  he  had 
nany  lungs,  preserved  entire  in  large  jars. 
ie  had  stereoroentgenograms  of  them 
nade  after  their  removal  postmortem.  He 
;elected  one  showing  the  comma  sign  and 
;hen  dissected  the  lung  to  find  the  comma, 
't  was  readilv  found  and  was  the  size  of  a 


Fig.  5.  Showing  Long,  Thick  Inverted  Comma. 

Parenchymatous  involvement  of  lower  two-thirds  of 
)Oth  sides.     Apices  unaffected. 


Fig.  6.  Showing  Inverted  Comma. 

Left  hilus  consolidation;  remains  of  left  pleural  eflfu- 
sion;  parenchj'matous  involvement  of  right  upper  third. 


hazel  nut.  It  appeared  to  be  a  calcified 
lymph  gland.  The  tail  could  not  be  defi- 
nitely separated  but  macroscopically  was 
lymphoid  tissue  along  the  outer  margin 
of  the  bronchus.  Since  then  in  an  adult 
negro,  dying  of  pneumonia,  I  found  in  the 
exact  locality  of  the  comma  a  swollen 
glandular  structure  shaped  like  a  lima 
bean.  It  was  not  calcified.  In  two  other 
cases,  one  without  pulmonary  lesions  and 
one  with  secondary  sarcoma,  I  could  find 
nothing.  But  neither  the  negro  nor  the  two 
other  cases  were  x-rayed.  From  such  scanty 
premises  no  conclusions  can  be  drawn  and 
on  its  pathological  side  the  subject  is  prac- 
ticalty  untouched.  But  the  Hkelihood  re- 
mains that  it  is  one  of  the  bronchial  glands 
which  drains  an  area  of  special  suscepti- 
bilities. It  seems  to  be  a  single  gland  and 
not  a  conglomeration  of  several  glands. 
No  other  bronchial  gland  and  no  bronchial 
adenopathy  ever  give  a  similar  roentgeno- 
logical appearance. 

In  his  discussion  of  my  paper  at  Cin- 
cinnati, Dr.  Henr}^  Hulst  suggested  that 
the  comma  was  a  lymphatic  node  in  the 
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Fig.  7. 


Showing  Inverted  Comma  Along  Both  Right 
AND  Left  Border  of  Bronchus. 


Case  of  long-standing  healed  tuberculosis. 

region  of  Tendeloo.  This  region  extends 
from  the  5th  rib  upward  in  the  lung  along 
the  vertebral  border  as  viewed  on  antero- 
posterior roentgenograms.  This  paraverte- 
bral area,  Tendeloo  describes  as  a  region 
of  biochemic  susceptibility.  The  lymph 
flow  is  here  relatively  slower  and  tuber- 
culosis of  the  lymphogenous  type  is  likely 
to  originate  in  this  region.  According  to 
Tendeloo,  human  tuberculosis,  in  the  over- 
whelming majority  of  cases  is  lymphog- 


enous, and  it  is  here  that  we  should  look  j 
for  the  first  signs  of  incipient  disease.         ' 

It  is  interesting  to  observe  in  this  con- 
nection that  in  a  certain  proportion  of 
early  cases  of  tuberculosis  the  pulmonary 
lesion  surrounds  the  comma  so  as  to  sug- 
gest  it  as  the  focus  of  extension.  It  may 
be  possible  that  the  presence  of  an  en- 
larged gland  at  this  particular  point  in 
the  angle  formed  by  the  branching  of  the 
bronchus  may  exert  sufficient  pressure  to 
impede  the  lymph-flow  still  farther  and 
thus  accentuate  the  natural  susceptibili- 
ties of  the  paravertebral  region. 

At  my  request  Dr.  Hulst  supplied  me 
with  Tendeloo 's  article  in  the  Transactions 
of  the  Sixth  I?iteniational  Congress  oj 
Tuberculosis,  1908.  There  is  not  the  slight- 
est hint  in  this  of  any  structure  resembling 
the  comma. 

The  prominence  and  frequency  of  this 
sign  lead  me  to  wonder  if  it  has  not  already 
been  noted  and  described  under  other 
names.  I  know  that  many  rediscoveries 
have  been  made  in  roentgenology  due  to 
the  extent  and  difficulties  of  foreign  scien- 
tific literature.  For  this  reason  I  do  not 
claim  priority. 

After  twenty  years  of  pulmonary  roent- 
genology we  are  still  beset  with  difficulties 
in  recognizing  specific  signs  of  tuberculosis. 
The  roentgenographic  distinctions  between 
an  active  and  a  quiescent  lesion  in  the 
lung  are  most  often  doubtful  in  those 
cases  where  we  most  need  to  speak  with  de- 
cision, because  of  the  uncertainty  of  the 
physical  signs.  For  these  reasons  the  in- 
verted comma  should  be  fully  investigated 
and  its  diagnostic  possibilities  developed 
and  applied. 
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THE  possible  pathologic  features  and 
the  various  causes  of  increased  thick- 
ness of  the  prominent  linear  shadows,  espe- 
cially those  extending  from  the  hilus  to  the 
base  of  so  many  individuals  examined  for 
tuberculosis  and  other  conditions,  have  been 
questions  about  which  more  or  less  doubt 
has  existed.  Furthermore,  it  is  frequently 
difficult  to  assign  to  their  exact  diagnostic 
value,  in  the  detection  of  early  pulmonary 
tuberculosis,  the  more  isolated  thickened 
trunk  shadows  often  found  in  the  apical 
regions.  In  attempting  to  derive  a  better 
understanding  of  the  causes  of  these 
changes  from  normal  appearances  it  was  de- 
cided to  approach  the  subject  by  a  study 
of  the  chests  of  a  large  number  of  indi- 
viduals engaged  in  various  dusty  occupa- 
tions. This  work  was  instituted  about  a 
year  ago  on  a  small  scale,  but  it  soon 
proved  to  be  of  so  much  clinical  and  roent- 
genologic interest  that  it  has  been  con- 
tinued throughout  the  past  year  as  time 
could  be  spared. 

As  a  rule,  we  have  found  firms  and  cor- 
porations quite  willing  to  have  the  inves- 
tigations carried  out  upon  their  employees, 
and  it  has  frequently  been  to  their  advan- 
tage so  to  do,  either  by  being  assured  that 
the  dust  inhaled  by  their  men  was  not  so 
harmful  as  was  claimed,  or  by  having  ways 
and  means  suggested  whereby  the  dangers 
from  dust  inhalations  could  be  lessened. 
The  Trenton  Potteries  Company  and  the 


Whitehall  Cement  Works  have  been  most 
generous  in  supplying  material  and  other- 
wise aiding  us.  A  number  of  carpet,  plush 
and  silk  workers  were  furnished  through 
the  kindness  of  Dr.  J.  W.  Schereschewsky, 
Surgeon  U.  S.  Public  Health  Service,  and 
the  remainder  has  been  supplied  through 
the  Occupational  Clinic  of  the  University 
Hospital.  Up  to  the  present  time  one 
hundred  and  thirty  seven  individuals  have 
been  examined,  distributed  through  the 
following  occupations: 


Organic  dust 

Carpet  and  plush  workers 
Tobacco  workers  .... 
Silk  workers 


Inorganic  dust 


I8 
I 


39 


Potters 

Metal  grinders 20 

Cement  workers 20 

Asbestos  workers       ....  15 
Coal  miners  and  marine  fire- 
men        10 

Not  classified i 


Total 137 

Each  case  has  had  a  thorough  clinical 
examination,  followed  by  a  roentgeno- 
scopic  study  and  a  roentgenographic  ex- 
amination by  stereoscopic  plates.  The 
clinical    and   roentgenologic    studies   have 


*  Read  at  the  Eighteenth  Annual  Meeting  of  the  American  Roentgen  Ray  Societv,  New  York  City,  September.  1917. 
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been  made  independently,  and  as  this  is  in 
the  nature  of  a  preliminary  report  during 
the  progress  of  our  investigations,  there 
has  as  yet  been  no  comparison  of  the  de- 
tails brought  out  by  the  two  methods  of 
examination,  except  in  a  general  way.  It 
is  obvious,  therefore,  that  all  minor  details 
should  be  omitted  from  this  report,  and 
the  results  of  our  investigations  at  this  time 


kinds  of  dust,  w^hereas  many  occupations 
imply  the  breathing  of  various  forms,  and 
the  effects  are  the  same  in  general  but  may 
vary  in  degree. 

This  report  deals  entirely  with  the  roent- 
genologic aspect  of  the  subject  and  is  made 
at  this  time  in  an  endeavor  to  aid  in  the 
more  accurate  roentgen  diagnosis  of  pul- 
monary disease.   The  clinical  and  patho- 


FiG.  I.  Outline  of  the  Lower  Portion  of  the  Bronxhial  Tree  by  Bismuth. 

Chest  of  a  young  girl  with  supposed  esophageal  stricture,  but  in  whom  the 
supposed  obstruction  was  merely  neurotic  in  origin.  The  bismuth  meal  passed 
directly  into  the  trachea  and  most  of  it  descended  into  the  right  bronchus. 
Note  the  distribution  of  the  lower  branches.  Dust  inhalation  does  not  seem  to 
affect  the  outermost  ones. 


be  limited  to  a  statement  of  certain  well- 
established  general  facts. 

The  entire  subject  is  naturally  to  be  re- 
garded as  a  study  of  pneumoconiosis,  a 
general  term  employed  in  referring  to  the 
effects  induced  in  lung  structure  by  the 
prolonged  inhalation  of  abnormal  quanti- 
ties of  dust.  In  a  general  study  of  the  sub- 
ject we  have  preferred  to  omit  all  reference 
to  such  terms  as  anthracosis,  siderosis  and 
chalicosis  for  the  reason  that  they  are  indic- 
ative of  the  results  of  inhalation  of  certain 


logic  aspects  of  pneumoconiosis  are  by  no 
means  new,  but  thorough  roentgenologic 
studies  have  been  very  few.  Perhaps  the 
most  valuable  contribution  is  to  be  foimd 
in  United  States  Health  Bulletin  No.  85, 
issued  January,  191 7,  comprising  a  clinical 
and  roentgenologic  study  of  433  cases  of 
"miners'  consumption"  among  the  zinc 
miners  in  Missouri,  by  Dr.  A.  J.  Lanza, 
Surgeon  of  the  U.  S.  Public  Health  Service 
and  Dr.  Samuel  B.  Childs  of  Denver. 
Another  important  contribution  was  made 
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Fig.  2.  Pneumoconiosis  in  Metal  Ball  Grinder  (Dry),  Seventeen  Years' 

Occupation. 
The  hilus  shadows  are  greatly  enlarged  and  linear  markings  are  thickened, 
especially  to  the  right  base.    There  is  intense  mottling  with  small  dense  dis- 
crete spots  on  both  sides,  but  more  on  the  right. 


Fig.  3.  Pneumoconiosis  in  Potter,  Forty  Years'  Occupation,  Showing 
Comparatively  Little  Evidence  of  Dust  Effects  for  This  Time. 
The  hilus  shadows  are  slightly  increased,  linear  markings  thickened,  and 
there  is  a  moderate  amount  of  discrete  mottling  most  marked  around  the 
middle  of  each  lung. 
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by  Dr.  W.  W.  Boardman  in  the  June,  191 7, 
issue  of  the  American  Journal  of  Roent- 
genology, deahng  with  cases  of  coal  dust 
inhalation  and  reviewing  the  roentgeno- 
logic literatiire  on  the  subject.  Both  of  these 
were  published  while  we  were  in  the  midst 
of  our  investigations,  and  it  is  interesting 
to  note  that  the  conclusions  drawn  by  all 
of   us,   working   independently,    from   the 


a  careful  roentgenoscopic  study,  is  by  far 
the  most  accurate  means  of  studying  the 
effects  of  dust  upon  the  Itmgs.  The  pa- 
thology of  the  disease  has  been  well  estab- 
lished by  autopsy,  and  roentgen  observa- 
tions serve  to  accurately  portray  the  exact 
conditions  in  vivo. 

Practically  all  roentgenologists  have  had 
more  or  less  opportunity  to  examine  cases 


Fig.  4.  Pneumoconiosis  in  Coal  Miner  Who  Worked  Thirty-Eight  Years 
Outside  the  Mines. 

Roentgenoscopic  examination:  No  interference  with  diaphragm  excursion. 
Stereoroentgenograms :  Increased  hilus  shadows,  linear  markings  obscured, 
diffuse  pneumoconiosis,  with  discrete  spots,  distributed  from  bases  to  apices, 
somewhat  more  marked  on  the  right  side  where  fibrosis  is  beginning.  Note 
also  the  fibrosis  in  the  subapical  region.  There  were  no  unusual  chest  sj^mp- 
toms.     This  is  a  transitional  case  between  the  second  and  third  stages. 


roentgenologic  standpoint,  have  in  the 
main  been  very  much  the  same,  differing 
only  in  minor  details.  Each  of  the  above 
contributions  has  dealt  with  pneumoconio- 
sis of  a  single  origin,  whereas  we  are  en- 
deavoring to  study  the  condition  as  it 
arises  from  as  many  occupations  as  pos- 
sible, and  we  have  not,  therefore,  felt  that 
otir  work  conflicts  with  that  of  the  other 
investigators.  It  has  been  proven  by  all 
that  the  roentgenogram,  supplemented  by 


of  pneumoconiosis,  but  most  of  these  have 
been  isolated  examples  of  an  advanced 
stage  of  the  condition.  In  order  to  com- 
prehend the  various  phases  and  to  suspect 
and  recognize  them  whenever  seen  and, 
most  important,  to  differentiate  the  ap- 
pearances of  pneumoconiosis  from  those  of 
other  conditions,  particularly  tuberculosis, 
one  must  make  a  systematic  study  of  the 
roentgen  pathology  through  all  the  stages 
and  from  the  standpoint  of  every  source  of 
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invasion.  When  one  realizes  the  very 
numerous  occupations  that  provide  suffi- 
cient dust  to  induce  changes  in  the  lungs, 
and  the  fact  that  dwellers  in  some  large 
cities  are  subjected  to  sufficient  dust  to 
produce  perceptible  shadows  in  the  lung 
structure,  it  seems  quite  probable  that 
errors  in  diagnosis  must  be  frequent  unless 
the  possibility  of  pneumoconiosis  be  con- 
stantlv  borne  in  mind. 


also  due  to  a  certain  amount  of  dust  deposi- 
tion in  the  cells  and  neighboring  lymph 
structures.  The  thickened  trunks  and  the 
lymphatic  structiires  with  increased  den- 
sity tend  to  increase  the  size  and  density  of 
the  hilus  shadows.  Added  pigmentation 
of  cells  and  increased  depositions  of  dust 
particles  in  lymphatic  structures  further 
out  along  the  branching  S3-stems  of  the  air 
passages    gradually    produce    small    areas 


Fig.  5.  PxELMOCONiosis  ix  Coal  Mixer  Who  Worked  Thirty  Years  ix- 

siDE  THE  Mixes. 

Roentgenoscopic  examination:  Diaphragm  almost  fixed.  Stereoroentgeno- 
grams:  Extreme  fibrosis  of  the  third  stage,  with  greatest  density  in  subapical 
regions,  where  the  density  simulates  consolidation.  Emphysema  at  bases. 
Bronchiectasis  left  side.  Intense  dyspnoea.  Repeated  sputum  examinations 
negative. 


Three  stages  are  to  be  recognized  in  the 
progress  of  the  condition.  In  order  to  ex- 
plain the  condition  itself  and  the  changes 
which  take  place  brief  reference  must  be 
made  to  the  patholog\^  which  is  very 
simple.  The  first  marked  effect  of  excessive 
dust  inhalation  is  irritation  of  the  air  pas- 
sages which  amounts  to  a  chronic  bron- 
chitis. This  in  itself  is  responsible  for  more 
or  less  fibrous  change  which  becomes 
legible  in  the  roentgenogram  as  a  thicken- 
ing of  the  trunk  shadows.  This  is  no  doubt 


of  such  density  as  to  be  visible  and  give  to 
the  limgs  the  characteristic  mottled  ap- 
pearance so  common  in  advanced  cases  of 
pneumoconiosis.  Our  experience  has  shown 
that  this  density  is  more  or  less  closety  re- 
lated to  that  of  the  dust  inhaled,  being  least 
in  organic  dust  and  greatest  among  metal 
grinders.  Naturally  the  fibrous  change  that 
starts  early  from  irritation  increases,  and 
there  is  later  a  decided  fibrosis  following 
up  the  deposition  of  dust.  This  seems 
finally  to  involve  a  large  part  of  the  lung 
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structure  and  is  no  doubt  responsible  for 
the  dyspnoea  by  rendering  the  lung  inelas- 
tic, which  is  readily  determined  by  the  lack 
of  expansion  noted  by  the  fluoroscope,  and 
particularly  in  the  diaphragm.  Bronchiec- 
tatic  cavities  are  quite  common  in  the  late 
stages,  and  a  similar  process  is  manifest  in 
the  ultimate  divisions  of  the  passages  as 


usually  prominent  trunk  shadows,  and  an 
undue  prominence  of  the  finer  linear  mark- 
ings. This  is  due  to  the  causes  just  men^ 
tioned.  It  is  the  rule  that  the  increase  in 
thickness  of  bronchial  trunk  shadows  is 
fairly  uniform,  which  is  the  main  depen- 
dence in  distinguishing  the  case  from  one  of 
peribronchial   tuberculosis,    but   there   are 


Fig.  6.  Pneumoconiosis  in  Potter,  Forty-Five  Years'  Occupation. 

Roentgenoscopic  examination :  Almost  complete  fixation  of  diaphragm  (in- 
tense dyspnoea).  Stereoroentgenograms:  Hilus  shadows  increased;  linear 
markings  obscured;  emphysema  bases;  dense  mottling  becoming  conglom- 
erate, especially  toward  apices;  extreme  diffuse  fibrosis,  with  bands  to  dia- 
phragm, and  heart  and  vessels  drawn  to  the  left;  bronchiectatic  cavities  both 
subapical  regions.     Repeated  sputum  examinations  negative. 


emphysema.  The  division  of  the  process  in- 
to three  stages  seems  to  be  a  foregone  con- 
clusion among  those  who  have  made  a 
study  of  the  subject.  Before  any  access  to 
literature  could  possibly  modify  our  views, 
we  had  made  practically  the  same  classi- 
fication which  has  been  presented  by  the 
authors  already  referred  to. 

The  first  stage,  roentgenologically  speak- 
ing, is  characterized  by  an  increase  in  the 
hilus   shadows    and   a   thickening   of   the 


exceptions,  and  it  is  these  which  makes  the 
roentgenologic  diagnosis  difficult  or  un- 
certain. Boardman  aptly  calls  attention 
to  the  fact  that  roentgenologists  have  no 
doubt  been  mistaking  early  evidences  of 
pneumoconiosis  for  tuberculosis.  If  the 
distribution  of  the  thickening  is  irregular, 
as  it  frequently  is,  and  the  trunks  to  one 
apical  region  only  are  involved,  the  two 
conditions  are  quite  difficult  to  distinguish 
by  the  inexperienced  observer,  and  often 
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'almost  impossible  to  differentiate  by  even 
the  most  experienced.  A  still  more  difficult 
problem  is  the  detection  of  a  peribronchial 
tuberculosis  in  the  presence  of  evidences 
of  the  first  stage  of  pneumoconiosis.  In 
several  instances  we  have  recorded  our 
plate  readings  as  suspicious  but  we  have 
not  yet  checked  these  up  with  the  clinical 


labouring  class  to  "show  off"  their  dia- 
phragms to  best  advantage.  The  position 
of  the  exciu-sion  during  ordinary  respira- 
tion between  the  limits  of  extreme  inspira- 
tion and  expiration  is  very  variable.  The 
most  common  finding  was  a  restriction  at 
the  inner  portion  of  the  right  diaphragm 
during  full  inspiration  and  either  a  decided 


findings.  Abnormalities  in  the  diaphragm     flattening  or  a  concavity  of  the  outer  as 


Fig.  7.  PxEUMOcoxiosis  ix  Potter,  Forty-Two  Years'  Occupatiox. 

Roentgenoscopic  examination :  Right  diaphragm  fixed  at  mid-point.  Heart 
and  vessels  pulled  to  right.  Emphysema  at  bases.  Stereoroentgenograms : 
Hilus  shadows  and  linear  markings  uncertain;  dense  mottling  still  visible  but 
becoming  conglomerate;  extreme  fibrosis  in  both  apical  and  subapical  regions. 
Repeated  sputum  examinations  negative. 


excursion  are  to  be  included  in  all  the 
stages  of  the  condition.  We  have  certainly 
noted  them  in  many  Instances  in  the  first 
stage,  contrary  to  the  experience  of  Lanza 
and  Childs.  There  is  no  general  rule  about 
them,  however,  in  the  first  or  even  the  sec- 
ond stages.  When  the  excursion  has  been 
equally  shallow  on  both  sides  in  the  first 
stage,  we  have  frequently  been  imable 
to  decide  that  this  was  not  due  to  habit  or 
to  inability   of   many   individuals   of   the 


pect.  It  seemed  as  though  the  inner  portion 
were  halted  in  its  descent  by  the  process 
responsible  for  the  thickened  tnmk  shad- 
ows. It  was  our  impression  that  the  de- 
scending tnmk  shadows  were  usually  more 
thickened  on  the  right  side  than  the  left, 
but  the  interference  offered  by  the  cardiac 
shadow  prevented  a  satisfactory  proof  of 
this  supposition. 

The  second  stage  is  characterized  by  a 
more  or  less  uniformly  arranged  mottling 
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throughout  the  lung  structure  due  to  depo- 
sitions of  dust  in  the  lymph  structures, 
cells,  and  fibrous  tissue  interspaces,  with 
the  addition  of  a  certain  amount  of  local- 
ized fibrosis.  This  stage  comprises  what  has 
usually  been  regarded  as  the  typical  case 
of  pneumoconiosis.  Its  onset  seems  to  de- 
pend largely  upon  the  quality  of  the  dust 
inhaled.  It  occurs  comparatively  earty  in 
coal  miners,   cement  workers  and  certain 


miners.  On  the  whole,  it  has  been  our 
experience  that  certainly  quality  and 
probably  weight  or  density  are  more  im- 
portant factors  in  pneumoconiosis  than 
quantity,  contrary  to  the  statement  of 
Boardman.  The  distribution  of  the  mottling 
is  interesting.  Invariably  we  have  found 
it  first  appearing  in  the  right  lung,  on  a  level 
with  the  hilus  shadow,  which  is  quite  con- 
trary   to    the    statements    of    Lanza    and 


Fig.  8.  Pneumocoxiosis  in  Potter,  Twexty-Xixe  Years'  Occcpatiox. 

Dense  mottling  throughout  both  lungs.    The  appearance  at  the  left  apex 
suggests  an  associated  tuberculous  process. 


metal  grinders,  somewhat  later  in  potters 
and  asbestos  workers,  and  quite  late  in 
those  inhaling  organic  dusts.  The  volume 
of  dust  will,  of  coiu-se,  enter  into  the  statis- 
tics of  this  aspect  of  oiu-  work,  and  while 
this  has  been  measured  by  Dr.  Miller, 
comparisons  have  not  3^et  been  made.  In 
metal  grinders  it  was  quite  noticeable  that 
mottling  was  observed  before  the  usual 
first  stage  appearances  were  well  advanced. 
Cement,  asbestos  and  carpet  nulls  were  the 
dustiest  buildings  examined  by  Dr.  Aliller, 
but  no  computations  were  made  in  coal 


Childs.  It  certainly  becomes  quite  per- 
ceptible on  the  right  side  before  it  appears 
on  the  left,  and  for  some  time  after  it  does 
begin  on  the  left  side,  it  is  noticeabty  more 
marked  on  the  right.  Later  on  it  is  impos- 
sible to  demonstrate  any  difference  on  the 
two  sides.  The  distribution  is  more  or  less 
symmetrical,  but  naturally  not  uniform, 
throughout  the  limg.  From  the  starting 
point  it  graduall}^  spreads  to  the  bases  and 
apices,  but  is  never  so  marked  at  the  ex- 
treme apices  or  bases  as  around  the  mid 
portion  of  the  lung.  The  appearance  of  the 
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Fig.  9.  Chest  of  a  Male  Aged  Twexty-Xixe,  Who,  Whex  a  Child,  Ix- 
HALED  A  Vegetable  Burr:  Resultixg  Fibrosis. 
The  appearance  is  that  of  an  extreme  fibrosis  which  prolonged  clinical  study 
has  proved  not  to  be  tubercular  in  origin.  In  the  right  base  are  numerous 
bronchiectatic  cavities  which,  under  the  fluoroscope,  could  be  seen  opening  on 
inspiration  and  collapsing  on  expiration.  Compare  this  with  fibrosis  due  to 
pneumoconiosis. 


Fig.  id.  Old  He.\led  Pulmoxary  Tuberclxosis  Ix*\-olvixg  Right  Luxg, 
WITH  Resultixg  Fibrosis. 
Large  bronchiectatic  cavities  previously  found  are  now  irregular  in  shape. 
The  left  lung  is  the  seat  of  a  more  recent  process  now  healed  cHnically.    Com- 
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mottling  depends  more  or  less  upon  the 
quality  of  the  dust.  In  certain  metal  grind- 
ers the  spots  are  very  dense  and  sharply 
circumscribed  and  can  be  seen  when  very 
small.  This  is  so  to  perhaps  a  less  extent  in 
coal  miners,  potters,  and  probably  many 
other  occupations.  In  cement  and  asbestos 
workers,  among  the  inorganic  dust  occupa- 
tions, the  spots  are  noticeably  softer  and 
less  sharply  defined  and  the  appearance  is 
more  like  the  early  individual  or  conglom- 
erate tubercle.  In  the  organic  dusts  there  is 
still  further  difference.  Toward  the  end  of 
the  second  stage  the  spots  tend  to  enlarge 
and  become  conglomerate. 
Il9  Errors  in  diagnosis  are  not  so  apt  to 
occur  in  this  stage.  The  appearance  is  so 
typical  that  no  one  is  likely  to  mistake  it 
for  tuberculosis  except  possibly  the  mili- 
ary or  bronchopneumonic  types,  and  the 
history  of  the  case  is  all  that  is  necessary 
to  correct  any  tendency  to  error.  In  a 
case  examined  without  history,  the  dis- 
tribution of  the  spots  in  the  early  stage 
and  the  comparatively  slight  amount  of 
mottling  in  the  apical  regions  later  should 
put  one  on  guard  to  ask  questions.  Here 
again,  however,  it  may  be  exceedingly  dif- 
ficult to  detect  an  early  tuberculosis  en- 
grafted upon  a  well  advanced  case  of 
pneumoconiosis  in  the  second  stage. 

The  t-hird  stage  is  the  most  interesting 
period  in  this  condition  from  the  roent- 
genologic standpoint.  It  is  characterized 
by  the  appearance  of  diffuse  fibrosis  and 
all  that  the  term  implies.  As  an  end  result 
it  does  not  differ  greatly  from  the  fibrosis 
that  represents  the  terminal  stage  of 
chronic  tuberculosis  or  some  other  less  com- 
mon causes.  It  is  sometimes  difficult  to 
draw  the  line  between  the  end  of  the  second 
and  the  beginning  of  the  third  stage,  and 
we  are  as  yet  uncertain  as  to  the  appear- 
ance at  the  period  of  transition.  In  some 
instances  it  would  seem  that  the  mottled 


appearance  becomes  increasingly  conglom- 
erate and  passes  over  into  the  appearance 
of  dense  fibrosis,  sometimes  closely  resem- 
bling consolidation.  In  other  instances  a 
general  haze  seems  to  spread  over  a  cer-  j 
tain  portion  of  lung,  resembling  a  thick- 
ened pleura  in  a  flat  plate  but  resolv- 
ing itself  into  lung  structiure  in  stereo- 
scopic plates.  The  greatest  density  is  in  the 
subapical  regions,  although  this  is  not  the 
region  of  most  intense  mottling  in  the  sec- 
ond stage.  We  have  imagined  that  the 
marked  emphysema  usually  present  at  the 
bases  must  have  some  bearing  upon  this 
distribution.  Dense  fibrous  bands  can  be 
seen  extending  in  various  directions,  and 
frequently  to  the  diaphragms,  causing 
marked  retractions.  The  heart  and  vessels 
are  frequently  dragged  out  of  place. 
Bronchiectatic  cavities  are  quite  common. 
There  is  a  very  noticeable  effect  of  inelastic 
lung  structure  upon  respiration  as  studied 
by  the  fluoroscope.  The  ribs  move  little 
enough,  and  the  diaphragms  sometimes 
not  at  all.  Is  it  in  the  least  surprising  that 
these  unfortunate  individuals  suffer  in- 
tensely from  dyspnoea?  In  this  stage  the 
mottling  has  become  extremely  coarse  and 
sometimes  is  to  be  no  longer  recognized  as 
such. 

The  differential  diagnosis  between  the 
fibrosis  resulting  from  tuberculosis  and 
pneumoconiosis  is  frequently  a  most  diffi- 
cult problem,  and,  we  have  had  to  ac- 
knowledge, sometimes  well-nigh  impossible. 
It  has  been  hard  to  believe  that  some  in- 
dividuals have  not  had  tuberculosis;  but 
repeated  sputum  examinations,  sometimes 
over  a  number  of  years,  have  been  nega- 
tive. Still  more  difficult  frequently  is  the 
detection  of  a  tuberculosis  engrafted  upon 
this  stage  of  pneumoconiosis.  Suffice  it  to 
say  that  our  studies  have  convinced  us 
that  errors  in  diagnosis  have  been  made 
with  considerable  frequency. 
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PULMONARY  tuberculosis  is  a  disease 
.  of  such  varied  manifestations  as  to 
render  classification  of  it  upon  an}^  absolute 
basis  almost  impossible.  ]Many  attempts 
have  been  made  by  many  men  both  inde- 
pendently and  in  collaboration  to  estabUsh 
some  method  of  classification  which  would 
be  generally  useful,  not  too  cumbersome 
and  at  the  same,  time  would  include  most 
of  the  cases  as  usually  seen.  These  attempts 
have  been  based  upon  the  various  aspects 
of  the  disease  or  upon  a  combination  of  the 
aspects.  Thus  we  find  ^  classifications  based 
upon  the  following: 

1.  Origin  of  the  disease  (Hereditary, 
congenital,  acquired). 

2.  Temperament  of  the  patient  (Erethis- 
mic  or  torpid). 

3.  Age  (Infantile,  developmental,  adult, 
senile) . 

4.  D^^scrasias  (Gouty,  scrofulous,  dia- 
betic, alcoholic,  luetic,  hysterical). 

5.  Ease  of  diagnosis  (Latent,  larval, 
manifest) . 

6.  Onset  (Catarrhal,  anaemic,  dyspeptic, 
pleuritic,  hemoptoic,  febrile,  nerv^ous,  dysp- 
neic) . 

7.  Course  (Active,  stationar\%  progres- 
sive; remitting,  intermitting,  retrogressive; 
acute,  subacute,  chronic). 

8.  Extent  of  lesion  (Circumscribed,  dis- 
seminated or  diffuse;  incipient,  limited, 
moderately  extensive,  advanced). 

9.  Pathologic  changes  (Consolidation, 
softening,  cavity  formation;  germination, 
conglomeration,    softening,    cavity   forma- 


tion;  parenchymatous,    interstitial,    bron- 
chitic,  postpleuritic) . 

10.  Degree  of  susceptibility  (Decided, 
^delding,  or  lost  organic  resistance) . 

11.  Secondar>^  infections  (Pure  tubercu- 
losis, stage  of  mixed  infection,  or  phthisis). 

12.  Prognosis — in  pari;  (Phthisis  in- 
cipiens,  coniirmata  et  desperata). 

It  can  readily  be  seen  from  these  that 
no  one  classification  can  be  made  to  em- 
brace all  of  the  factors  mentioned  and  at 
the  same  time  not  be  too  cimibersome  or 
too  compHcated  for  general  use  and  com- 
prehension. 

In  1887  Dr.  E.  L.  Trudeau  formulated  a 
classification  based  upon  pathology  as  de- 
termined by  physical  signs  and  upon  the 
local  and  constitutional  disturbances.  With 
this  as  a  basis  the  National  Association 
for  the  Study  and  Prevention  of  Tubercu- 
losis formulated  its  classification  which  has 
since  been  modified  several  times.  The 
American  Sanatorium  Association  classifi- 
cation has  arisen  from  the  National  Asso- 
ciation classification  and  has  itself  been 
modified.  Both  ph^^sical  signs  and  symp- 
toms are  used  as  a  basis  and  both  the  in- 
tensity and  extent  of  the  physical  signs  are 
taken  in  consideration.  The  classification 
of  Turban  based  purely  upon  physical  signs 
is  generally  employed  in  conjimction  with 
the  Sanatorium  Association.  So  we  speak 
of  Incipient  Turban  I,  Moderately  Ad- 
vanced Turban  I,  II,  and  so  forth.  Re- 
cently, Dr.  Rathbun  of  Otisville  has  sug- 
gested an  additional  notation  in  classifica- 


tion  based   solely  upon  symptomatology. 
JouniMTkTsn^lhLifvp'^^T^^^^  Absence  of  symptoms  or  the  presence  of 

*  Read  at  the  Eighteenth  Annual  Meeting  of  the  American  Roentgen  Ray  Society,  New  York  City,  September,  1917- 
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very  mild  ones  would  be  noted  by  "a," 
moderately  severe  symptoms  by  "b,"  and 
severe  symptoms  by  "c."  Thus  the 
classification  would  be  fully  noted  as 
Moderately  Advanced  II,  R.  L.  b,  etc., 
meaning  that  the  patient's  condition  is 
included  under  the  term  "Moderately 
Advanced"  as  explained  in  the  classifica- 
tion; that  he  had  physical  signs  to  the 
extent  of  "11 "  as  described  by  Turban  and 
that  one  lobe  of  each  the  right  and  left 
limg  showed  evidence  of  the  disease  and 
that  the  patient  furthermore  had  the 
moderately  severe  symptoms  as  mentioned 
imder  "b"  in  Dr.  Rathbun's  subdivision. 
Following  are  the  terms  and  limitations 
of  the  classification  as  usually  employed 
to-day  by  the  sanatoria  for  tuberculosis. 

EXPLANATORY   NOTE 

The  classifications  regarding  the  extent 
of  disease  on  admission  and  condition  on 
discharge  are  those  adopted  by  the  Na- 
tional Association  for  the  Study  and  Pre- 
vention of  Tuberculosis,  in  May,  1913,  and 
govern  all  the  terms  used  in  this  report. 

The  classifications  and  their  definitions 
are  as  follows: 

I.  On  Admission 

These  definitions  indicate  the  furthest  extent 
of  disease  and  the  greatest  severity  of  symp- 
toms that  a  patient  can  present  and  still  belong 
to  the  stage  defined.  All  patients  beyond  the 
incipient  stage  fall  under  the  moderately  ad- 
vanced stage  unless  the  physical  signs  and 
sjntnptoms  exceed  those  of  the  moderately  ad- 
vanced stage,  when  they  should  be  classified 
as  far  advanced. 

Incipient. — Slight  or  no  constitutional  symp- 
toms (including  particularly  gastric  or 
intestinal  disturbance  or  rapid  loss  of 
weight).  Slight  or  no  elevation  of  tem- 
peratiire  or  acceleration  of  piilse  at  any 
time  during  the  twenty-four  hours. 
Expectoration  usually  small  in  amount  or 
absent.  Tubercle  bacilli  may  be  present 
or  absent. 
Slight  infiltration  limited  to  the  apex  of 
one  or  both  lungs  or  a  small  part  of  one 
lobe. 
No  tuberculous  complications. 


Moderately  Advanced. — No  marked  impair- 
ment of  function,  either  local  or  consti- 
tutional. 

Localized  consolidation  moderate  in  extent 
with  little  or  no  evidence  of  cavity  for- 
mation; or  infiltration  more  extensive 
than  under  incipient. 

No  serious  complications. 
Far  Advanced. — Marked  impairment  of  func- 
tion, local  and  constitutional. 

Marked  consolidation  of  an  entire  lobe. 

Or  disseminated  areas  of  beginning  cavity 
formation. 

Or  serious  complications. 
Miliary   Tuberculosis. 

2.  On  Discharge 

Apparently  Arrested. — All  constitutional 
symptoms  and  expectoration  with  badlli 
absent  for  a  period  of  three  months; 
the  physical  signs  to  be  those  of  a  healed 
lesion. 

Quiescent. — ^Absence  of  all  constitutional 
symptoms;  expectoration  and  bacilli 
may  or  may  not  be  present;  physical 
signs  stationary  or  retrogressive;  the 
foregoing  conditions  to  have  existed  for 
at  least  two  months.  The  length  of  time 
mentioned  is  of  course  somewhat  arbi- 
trary, but  is  intended  to  cover  the 
cases  which  frequently  occur,  where  the 
patients  leave  a  sanatoriiun  for  various 
reasons,  contrary  to  advice,  after  a  stay 
of  a  few  weeks,  although  all  active  symp- 
toms may  have  ceased  completely  soon 
after  entrance. 

Improved. — Constitutional  symptoms  les- 
sened or  entirely  absent;  physical  signs 
improved  or  unchanged;  cough  and  ex- 
pectoration with  bacilli  usually  present. 

Unimproved  or  Progressive. — ^AU  essential 
symptoms  and  signs  unabated  or  in- 
creased. 

Died. 

3.  Ultimate  Results 

Apparently  Cured. — All  constitutional  symp- 
toms and  expectoration  with  bacilli  ab- 
sent for  a  period  of  two  years  under  ordi- 
nary conditions  of  life. 

Well. — Patients  who  fulfil  all  the  conditions 
required  under  "cured"  but  about 
whose  sputum  no  definite  information 
can  be  obtained. 
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Arrested. — See    "Quiescent"    above. 
Improved. — See  above. 
Progressive. — See  above. 
Dead. 

DEFINITION    OF    TERJVIS 

ERMS  Used  in  Definition  of  "Incipient" 

1.  Slight    Constitutional    Disturbance. — Slight 

loss  of  appetite,  of  strength,  of  weight; 
lassitude;  possibly  slight  acceleration  of 
pulse  or  possibly  slight  elevation  of  tem- 
peratiire.  The  impairment  of  health  may 
be  so  slight  that  the  patient  does  not 
look  or  feel  sick  in  the  ordinary  sense  of 
the  word. 

2.  Slight    Elevation    of    Temperature. — Maxi- 

mum temperature  after  rest  for  one 
hour,  never  over  99.5°  to  100°  F.  by 
mouth  (or  100.5°  per  recttmi). 

3.  Slight    Acceleration    of    Pulse. — Maximum 

ptdse  rate  not  over  90  after  rest  for  one 
hotir,  sitting  or  lying,  except  when  due 
to  causes  other  than  tuberculosis. 

\.  Absence  of  Tubercle  Bacilli. — Each  monthly 
examination  (if  the  sputum  be  negative) 
to  consist  of  a  careful  microscopic  ex- 
amination, vnth.  a  mechanical  stage,  of 
two  smears,  devoting  at  least  three 
minutes  to  each  smear,  made  from  se- 
lected particles  (at  least  six  from  dif- 
ferent parts)  of  the  sputum  on  each  of 
three  successive  days.  The  morning  spu- 
tum shotdd  always  be  obtained,  or, 
better,  the  minute  bits  that  some  ar- 
rested patients  raise  at  very  infrequent 
intervals.  It  is  not  yet  deemed  wise  to 
insist  on  digestion  and  centrifugaUza- 
tion  or  on  inoculation  of  guinea-pigs. 

).  Infiltration. — Physical  signs  of,  slight 
prominence  of  the  clavicle,  lessened 
movement  of  chest,  narrowing  of  apical 
resonance  with  lessened  movement  of 
base  of  lung,  sHght  or  no  change  in 
resonance,  distant  or  loud  and  harsh 
breathing,  with  or  -uHthout  some  change 
in  the  rhythm  {i.  e.,  prolonged  expira- 
tion), vocal  resonance  possibly  slightly 
increased;  or  fine  or  moderately  coarse 
rdles  present  or  absent.  If  sputiun  con- 
tains tubercle  bacilli,  any  one  of  these. 

).  Apex. — That  portion  of  the  liuig  situated 
above  the  clavicle  and  the  third  verte- 
bral spine. 


7.  A  Small  Part  of  One  Lobe. — ^An  area  of  one 

or  two  intercostal  spaces,  or  an  area  not 
exceeding  60  to  80  sq.  cm.  in  extent,  ac- 
cording to  the  size  of  the  patient. 

Terms  Used  in  Definition  of  "Moderately 
Advanced" 

8.  Marked    Impairment    of   Function,    Either 

Local  or  Constitutional. — Local:  Marked 
dyspnea  on  exertion  limiting  seriously 
the  patient's  activity. 
Constitutional:  Marked  weakness,  anorexia, 
tachycardia. 

9.  Moderate  Extent  of  Localized  Consolidation. 

— ^An  area  of  one-half  lobe  or  less,  but 
may  involve  both  apices;  marked  did- 
ness,  bronchial  or  decidedly  broncho- 
vesiodar  breathing;  markedly  increased 
vocal  resonance;  rales  usually  present. 
These  signs  are  to  be  sharply  limited  as 
to  area  instead  of  gradually  shading  into 
normal  pM^sical  signs. 

10.  Evidence  of  Destruction  of  Tissue. — Presence 

of  tubercle  bacilli  or  elastic  fibers  in  the 
sputum  or  the  presence  of  the  physical 
signs  of  a  cavity.  There  are  no  absolutely 
certain  physical  signs  of  cavity  but  a 
combination  of  any  foiu*  of  the  following 
signs  is  to  be  taken  as  indicative  of  a 
cavity:  (i)  cracked-pot  note;  (2)  am- 
phoric breathing;  (3)  intense  whispering 
pectoriloquy;  (4)  a  veiled  puff  or  post- 
tussive  suction;  (5)  bubbling  or  resonant 
rales.  "Physical  signs  of  softening"  do 
not  admit  of  any  definition  apart  from 
that  of  cavity  formation,  and  the  term 
shotdd  not  be  used. 

11.  Disseminated   Fibroid   Deposits. — More   or 

less  localized  areas  of  fibrous  tissue,  pro- 
ducing on  physical  examination  some 
change  or  dulness  in  the  percussion  note, 
more  or  less  increase  of  vocal  resonance, 
harsh,  suppressed,  or  bronchovesicular 
breathing,  rales  sibilant  or  sonorous  usu- 
ally, but  at  times  fine  and  moderately 
coarse. 

12.  Serious   Complications. — These   should   be 

limited  to  tuberculous  complications, 
such  as  meningitis,  pharyngitis,  laryn- 
gitis (except  sHght  thickening  of  the 
posterior  interarytenoid  space,  and  su- 
perficial ulceration  of  a  vocal  cord),  en- 
teritis,   peritonitis,    nephritis,    cystitis. 


142 


orchitis, 
etc. 
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Terms   Used   in   Definition   of    "Far  Ad- 
vanced" 

Marked  consolidation  indicates  dulness 
merging  into  flatness,  bronchial  or  tubu- 
lar breathing  and  other  signs  of  con- 
solidation as  defined  in  Paragraph  10. 

Terms  Used  in  Definition  of  "Apparently 
Arrested" 
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Constitutional  Symptoms. — These  include 
elevation  of  temperature,  loss  of  weight, 
loss  of  strength,  night  sweats,  chills, 
tachycardia,  cyanosis,  loss  of  appetite, 
amenorrhea,  etc. 

Physical  Signs  of  a  Healed  Lesion. — These 
may  embrace  every  physical  sign  of 
infiltration  or  consolidation  (see  Para- 
graphs 6,  10),  with  the  exception  of 
r^les,  which  must  be  permanently  absent, 
except  possibly  a  few  fine  rales  at  the 
base,  probably  atelectatic  in  origin,  and 
at  one  apex  or  over  a  small  part  of  one 
lobe.  RMes  in  the  latter  two  places  are 
to  be  heard  only  during  the  cough,  at  the 
end  of  a  prolonged  expiration,  or  during 
the  inspiration  which  follows  the  cough. 


Terms  Used  in  Definition  of  "Improved" 

16.  Constitutional  Symptoms  Lessened   or  En- 

tirely Absent. — By  this  is  meant  an  im- 
provement in  the  general  condition  as 
shown  either  by  a  gain  in  both  weight 
and  strength  or  by  reduction  of  previous 
febrile  temperature  to  normal  without 
loss  of  strength. 

Terms  Used  in  Definition  of  "Unimproved 
or  Progressive" 

17.  Essential  Symptoms  and  Signs. — These  in- 

clude, among  others,  weight,  strength, 
appetite,  night  sweats,  hemoptysis, 
pleurisy,  dyspnea,  temperature,  pulse 
rate,  dulness,  changes  in  vocal  resonance 
and  respiratory  movement;,  rales. 

Terms  Used  in  Definition  of  "Apparently 
Cured" 

18.  Ordinary  Condition  of  Life. — This  term  as 

used  implies  that  the  patient  is  able  to 


live  in  an  environment  where  he  is  abU 
to  support  himself  without  the  assistance 
of  others ,  or  to  live  in  his  former  surround- 
ings and  pursue  his  former  occupation, 

Using  the  above  classification  we  have 
recently  compared  the  findings  upon  roent- 
gen ray  examination,  classified  according 
to  type  into  peribronchial  and  parenchyma- 
tous and  according  to  extent  into  i,  2,  3,  4, 
the  unit  being  one  half  of  one  lung  field. 
In  addition,  such  individual  symptoms, 
physical  signs  and  laboratory  findings  as 
would  in  themselves  aid  materially  in 
diagnosis  were  likewise  compared  with  the 
roentgen  ray  findings,  with  the  following 
results,  in  a  series  of  235  cases,  examined 
by  the  same  examiner  and  of  all  of  which 
stereoscopic  plates  were  taken. 


A.    COMPARISON    OF   CLASSIFICATION    BY 

PHYSICAL    SIGNS   WITH    COMPARISON 

BY  ROENTGEN  RAY 

1.  A  positive  history  of  tuberculosis 
was  obtained  in  19  cases  in  which  the  phys- 
ical signs  were  negative  or  doubtful.  Of 
these,  16%  gave  negative  or  doubtful  roent- 
gen ray  findings  and  68%  showed  a  defin- 
ite peribronchial  lesion.  Parenchymatous 
lesions  were  found  in  16%. 

2.  Of  the  incipient  cases  (78),  negative 
roentgen  ray  findings  were  obtained  in  9%, 
peribronchial  evidence  in  42%  and  paren- 
chymatous evidence  in  49%. 

3.  Of  the  moderately  advanced  and  far 
advanced  cases  (120)  2%  showed  negative 
roentgen  ray  evidence,  8%  showed  peri- 
bronchial lesions  and  90%  showed  paren- 
chymatous lesions. 

From  this  it  is  seen  that  in  those  cases 
having  a  history  of  tuberculosis  with  little 
or  no  physical  signs  a  definite  parenchyma- 
tous lesion  can  be  demonstrated  in  over 
10%,  while  the  majority  (50%+)  will  show 
evidence  of  the  peribronchial  type.  The 
absence  of  physical  signs,  therefore,  does 
not  warrant  a  negative  diagnosis  or  classi- 
fication. 
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B.  COMPARISON  OF  EXTENT  AND   LOCATION 
BY   MEANS    OF    PHYSICAL    SIGNS   AND 

ROENTGEN    R.\Y   FINDINGS 

1 .  The  extent  as  determined  by  physical 
signs  was  the  same  as  that  determined  by 
roentgen  ray  in  28%  of  cases. 

2.  The  roentgen  ray  revealed  a  greater 
extent  in  54%. 

3.  The  physical  signs  showed  greater 
extent  in  18%. 

4.  Physical  signs  were  present  on  one 
side  or  the  other  where  the  roentgen  ray 
gave  no  evidence  in  17%.  [The  physical 
signs  in  these  cases  were  mostly  found  at 
the  right  apex  and  at  the  bases.] 

5.  In  6%  the  physical  signs  and  roent- 
gen ray  evidence  were  on  opposite  sides. 
[In  5%  the  physical  signs  were  on  the  right 
and  the  roentgen  ray  evidence  on  the  left ; 
and  in  1%  the  reverse  was  found.] 

From  this  comparison  it  is  seen  that 
the  roentgen  ray  in  the  majority  of  cases 
reveals  a  more  extensive  lesion  than  is 
found  by  physical  signs,  and  that  in  a  fair 
percentage  of  cases  (io%+)  physical  signs 
are  present  over  regions  w^here  the  roent- 
gen ray  show^s  no  definite  lesion.  The  com- 
parison as  to  locality  wotdd  also  show  that 
physical  signs  at  the  right  apex  are  not 
always  indicative  of  an  existing  lesion. 
This  is  particularly  true  in  those  cases  in 
which  the  physical  signs  are  not  marked 
and  in  those  cases  in  which  rales  can  not 
be  detected. 

C.  COMPARISON  OF  ROENTGEN  RAY  EVIDENCE 
AS  REGARDS  TYPE  WITH  THE  OCCURRENCE 

OF  DEFINITE  AND  CORROBORATIVE 

SYMPTOMS  AND  LABORATORY 

FINDINGS 

1.  Fever  occtured  at  some  time  during 
the  present  illness  in  about  the  same  per- 
centage of  cases  of  peribronchial  and 
parenchymatous  types  (659c)- 

2.  Pleurisy  with  effusion  occurred  in 
about  the  same  percentage  of  peribronchial 
and  parenchymatous  types  (8%). 

3.  Pleurisy  without  demonstrated  effu- 
sion occurred  in  48%  of  the  peribronchial 


and   67%   of  the    parenchymatous  types 
[50%  increase  in  the  parenchymatous]. 

4.  Streaked  sputum  [not  accompanied 
b}^  expectoration  of  5i  or  more  of  piu-e 
blood]  occiured  in  20%  of  the  peribron- 
chial and  25%  of  the  parenchymatous 
cases  [25%  increase  in  the  parenchyma- 
tous]. 

5.  Hemoptysis  of  a  teaspoonful  or  more 
occurred  in  13%  of  the  peribronchial  and 
42%  of  the  parenchymatous  cases  [225% 
increase  in  the  parenchymatous]. 

6.  Fine  rales  were  present  in  17%-  of 
the  peribronchial  and  20%  of  the  paren- 
chymatous cases  [19%  increase  in  the 
parenchymatous] . 

7.  Medium  coarse  rales  were  present 
in  3%  of  the  peribronchial  and  57%  of  the 
parenchymatous  types  [1800%  increase  in 
the  parenchymatous]. 

8.  In  those  cases  having  a  peribronchial 
lesion  on  one  side  and  a  parenchymatous 
lesion  on  the  other  rales  were  present  on  the 
parenchymatous  side  in  62%  and  on  the 
peribronchial  side  in  4%  of  the  cases, 
while  in  34%  rales  occurred  on  both  sides 
[1450%  increase  on  the  parenchymatous 
side]. 

9.  Tubercle  baciUi  in  the  sputimi,  found 
only  before  entrance  to  the  sanatorium; 
this  condition  occurred  in  8%  of  the  peri- 
bronchial and  13%  of  the  parenchymatous 
types  [63%  increase  in  the  parenchyma- 
tous]. 

10.  Tubercle  bacilH  found  upon  en- 
trance to  or  dining  residence  at  the  sana- 
torium: this  occurred  in  7%  of  the  peri- 
bronchial and  65%  of  the  parenchymatous 
types  [828%  increase  in  the  parenchyma- 
tous]. 

11.  Of  the  peribronchial  cases  included 
under  number  10,  one  half  showed  Gaffky  I 
with  one  or  two  bacilh  found  only  once 
diuing  residence.  The  other  half  showed 
Gaffky  II  or  III  found  only  once  diuing 
residence. 

12.  The  complement  fixation  test  as 
done  by  Mr.  Petroff  showed  a  much  higher 
percentage  of  positives  in  the  parenchyma- 
tous than  in  the  peribronchial  types. 
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13.  The  intradermic  skin  test  with  O.  T. 
gave  a  higher  percentage  of  reactions  to 
the  weaker  dilutions  [0.00001 0.T.  and  under] 
in  the  parenchymatous  types  and  a  higher 
percentage  of  reactions  to  the  stronger 
dilutions  [o.ooi  O.T.  and  over]  in  the  peri- 
bronchial types. 

From  this  comparison  it  is  seen  that 
elevation  of  temperature  without  reference 
to  character  or  degree  gives  no  evidence  as 
to  the  type  of  lesion  to  be  found  upon 
roentgen  ray  examination.  This  is  also  the 
case  when  pleurisy  with  effusion  occiirs. 

However,  when  streaked  sputum  or 
hemoptysis  occur,  or  when  rales  or  tuber- 
cle bacilli  are  demonstrated,  the  type 
of  lesion  is  more  apt  to  be  parenchymatous. 
This  holds  true  to  such  degree  as  to  warrant 
the  classification  into  peribronchial  and 
parenchymatous, 

SUMMARY 

The  roentgen  ray  picture,  properly  taken, 
is  of  great  value  in  the  more  exact  classifi- 
cation of  piilmonary  tuberculosis.  It  will 
locate  more  definitely  the  seat  of  the  lesion, 
often  revealing  one  not  detectable  by 
physical  signs,  and  failing  to  reveal  one 
suspected  by  physical  signs.  The  extent 
of  the  lesion  is  more  accurately  obtained 
by  the  roentgen  ray  than  by  any  other 
available  means  and  the  character  or  type 
of  lesion  or  pathology  is  much  more  cor- 
rectly determined.  Using  the  types  peri- 
bronchial and  parenchymatous  as  a  basis 
for  classification,  it  is  seen  that  not  all  nega- 
tive lung  examinations  made  by  physical 
signs  denote  an  absent  pathology,  for  in 
over  10%  a  definite  parenchymatous  lesion 
can  be  foimd  whereas  in  over  two-thirds  of 
the  above  mentioned  cases  a  peribronchial 
lesion  can  be  detected. 

The  roentgen  ray  pictures  would  also 
show  that  not  all  incipient  cases  nor  all 
moderately  advanced  cases  have  the  same 
type  of  pathology,  and  what  is  more  im- 


portant in  classification  and  prognosis  than 
the  type  of  patholog}^  present? 

The  two  types  peribronchial  and  paren- 
chymatous hold  quite  true  to  the  clinical 
and  laboratory  findings,  but  the  terms  are 
not  definite  enough  to  signify  extent  and 
location;  and  in  the  case  of  parenchyma- 
tous the  term  does  not  signify  sufficiently 
the  characteristics  of  the  lesion  seen.  It 
is  very  desirable  that  a  more  detailed  classi- 
fication should  come  into  general  use;  one 
which  would  be  practicable  and  not  cum- 
bersome and  easy  of  interpretation.  Your 
own  president  has  been  much  interested  in 
this  subject  and  has  offered  a  very  good 
scheme  for  its  accomplishment.  To  date 
no  scheme  has  been  adopted  by  the  Sana- 
toria, and  we  would  like  to  take  the  oppor- 
tunity of  presenting  for  your  consideration 
a  very  incomplete  but  practical  suggestion 
for  classification  by  means  of  the  roentgen 
ray.  We  would  make  use  of  the  two  terms 
peribronchial  and  parenchymatous  and 
would  denote  extent  and  location  in  the 
following  way.  Any  lesion  not  more  ex- 
tensive than  the  area  of  one  interspace 
[15  to  20  sq.  cm.]  would  be  termed  I,  and 
any  lesion  greater  than  I  but  no  greater 
than  the  upper  32  [root  upward  or  3d  rib 
upward]  of  one  lung  field  would  be  termed 
II.  All  lesions  more  extensive  than  II 
would  be  classified  as  III.  The  sides  right 
and  left  to  be  indicated  by  the  letters  R  and 
L.  Thus  upon  complete  classification  we 
would  have  something  like  the  following: 

Incipient  I  R;  Pb  I  R;  a,  or 

Moderately  Advanced  II  RL;  Pc  I  R,  Pb 
II  RL ;  b,  and  so  forth. 

Of  cotirse  this  idea  is  offered  merely  as  a 
suggestion  in  the  hope  that  at  some  future 
date  discussion  may  bring  forth  a  workable 
and  acceptable  method  of  classification. 
This  is  sorely  needed  by  all  who  practice 
in  tuberculosis  and  especially  needed  to 
further  the  study  of  pulmonary  tuberculo- 
sis about  which  we  really  know  so  little. 


DISCUSSION  ON  PAPERS  OF  DRS.  PANCOAST,  HEISE 

AND  CRANE. 


I  Dr.  Henry  Hulst,  Grand  Rapids, 
Michigan. — While  I  do  not  care  to  say 
anything  now  about  the  subjects  treated 
by  Drs.  Pancoast  and  Heise  because  I 
did  so  a  3'ear  ago  in  Chicago,  I  do  wish  to 
dwell  for  a  moment  upon  the  occurrence 
and  the  meaning  of  Dr.  Crane's  inverted 
comma. 

I  had  almost  forgotten  about  this  sign, 
at  least  it  had  not  entered  my  field  of 
consciousness  for  a  long  time  until  Dr. 
Crane  again  called  my  attention  to  it  a 
week  ago  when  he  came  to  Grand  Rapids 
and  asked  me  to  get  out  my  lung  plates 
and  look  for  the  comma.  We  had  not 
the  time  to  look  into  this  during  his  visit, 
but  after  he  had  gone  I  went  over  some 
one  hundred  and  forty  plates.  I  also 
looked  over  Dunham's  Atlas.  I  found 
none  in  Dunham,  though  I  am  told  there 
are  several  there,  a  fact  of  considerable 
psychological  interest.  In  the  one  hun- 
dred and  forty  plates  from  my  own  collec- 
tion I  came  across  but  one  comma  that 
was  fairly  prominent  and  not  an  illusion. 
Strange  to  say  this  occurred  in  an  incipient 
case  of  tuberculosis  in  a  young  child, 
though  Crane  states  that  he  has  never 
found  it  in  children. 

Now  I  have  no  doubt  that  Crane's 
inverted  comma  is  not  an  illusion.  It 
must  have  an  anatomical  basis.  The 
question  remains,  however,  what  can  it 
mean?  Accordingly,  I  consulted  the  third 
volume  of  Spalteholz's  Hand  Atlas  of 
Human  Anatomy.  In  Figs.  630  and  631 
are  illustrated  the  relations  between  sep- 
tiuii  mediastinale  and  pleuromediastinalis, 
the  formation  of  the  pleura  pericardiaca 
and"  lamina  mediastinalis.  These  viewed 
edgewise,  when  thickened  and  hardened 
from  any  cause,  accoiuit,  I  think,  for  the 
inverted  comma,  especially  if  there  happens 
to  be  involved  a  gland  in  the  hilus.  The 
left  not  being  viewed  edgewise  but  some- 
what more  laterally  naturally  does  not 
show  up  so  well  or  not  at  all.     The  pres- 


ence of  this  sign,  though  not  pathognomonic 
of  tuberculosis,  is  evidence  of  disease  and 
is  well  worth  looking  for. 

Dr.  Frederick  H.  Heise,  Trudeau, 
N.  Y. — After  hearing  Dr.  Diuiham's  re- 
mark, I  would  like  to  say  that,  fimdamen- 
tally,  as  Dr.  Dunham  knows,  there  is 
really  no  "disagreement  in  the  family." 

Dr.  Frederick  H.  Heise,  Trudeau, 
N.  Y. — -Dr.  Dunham  gave  you,  in  a  very 
lucid  and  detailed  manner,  the  method 
of  production  of  what  we  term  the  peri- 
bronchial form  of  tuberculosis.  There  is 
one  thing,  one  fact,  which  is  very  evident 
to  those  who  specialize  in  tuberculosis, 
and  that  is,  that  nodular  shadows  which 
are  peribronchial  in  distribution  are  not 
all  proven  to  be  tuber ciilous. 

Dr.  Frederick  H.  Heise,  Trudeau, 
N.  Y. — In  approximately  30  per  cent  of 
all  cases  sent  to  us  we  find  peribronchial 
lesions,  and  we  send  back  quite  a  fe\\^  of 
those  as  not  having  clinical  tuberculosis — 
that  is,  we  cannot  prove  the}^  have  it. 
And  we  use  the  most  up-to-date  and  com- 
prehensive methods  to  prove  that  they 
have.  In  other  words  we  keep  a  patient 
until,  by  all  the  means  available  to  us,  we 
fail  to  prove  that  he  has  active  tuberculosis, 
before  we  send  him  away.  Nevertheless,  as 
Dr.  Dunham  has  said  he  believes,  there  is 
a  peribronchial  form  of  lesion  occurring  in 
patients  with  symptoms  which  are  almost 
undeniably  s^^mptoms  of  tuberculosis. 

Dr.  Frederick  H.  Heise,  Trudeau, 
N.  Y. — So  there  is  no  difference  or  argu- 
ment, you  might  say,  in  the  family.  That 
brings  out  the  point  which  I  mentioned 
in  my  last  paper  and  which  I  am  so  pleased 
to  hear  has  been  taken  into  consideration 
by  this  mihtary  report:  that  is,  the  fact 
that  there  must  be  coordination  between 
the  symptoms,  the  physical  signs,  and 
what  we  see  on  the  .x-ray  plate.  There 
must  be  coordination,  for  tuberculosis  is  a 
disease;  and  disease  means  something 
which    alters    the   individual    constitution 
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in  an  unfavorable  way.  It  makes  the  pa- 
tient sick.  On  the  other  hand  there  are 
patients  who  have  not  been  ill  but  w^ho 
have,  to  my  belief,  evident  tuberculosis, 
which  cases,  as  Dr.  Dunham  and  Dr.  Cole 
rightly  say,  should  not  go  into  the  Army. 
However,  it  has  been  my  experience 
recently — when  examining  (by  both  the 
stethoscope  and  the  plate  methods)  men 
who  have  been  at  Plattsburg,  and  in  a 
few  instances  men  who  have  gone  through 


I 


seven  months  of  intensive  training  or  have 
seen  service  on  the  border — to  find  that 
they  have  definite  parenchymatous  lesions, 
apparently  recent  infections,  down  fully 
to  the  second  or  third  rib  on  one  or  both 
sides.  If  I  am  correct,  a  certain  proportion 
of  the  men  showing  this  condition  have 
been  sent  to  the  front.  It  would  be  interest- 
ing to  know  whether  these  men  will  even- 
tually relapse  when  they  have  both  the 
physical  and  mental  strain  of  warfare. 


COMPARISON  BETWEEN  CLINICAL  AND  ROENTGENOLOGICAL  FINDINGS 


IN  the  Section  on  Diseases  of  Children  of 
the  68th  Aimual  Meeting  of  the  Ameri- 
can Medical  Association,  Dr.  Henry  Dwight 
Chapin  read  a  very  timely  and  instructive 
paper  on  the  above  subject,  the  importance 
of  which  lay  in"  the  fact  that  the 
interdependence  of  the  clinical  and  roent- 
genological methods  of  diagnosing  patho- 
logical conditions  in  infants  and  young 
children  is  illustrated  with  peculiar  em- 
phasis in  diseases  of  the  chest. 

Aside  from  the  difficulty  of  keeping 
these  little  patients  quiet  during  the  ex- 
posures which  might  easily  result  in  exag- 
gerated heart  shadows  in  any  direction, 
Dwight  Chapin  enumerated  a  number  of 
other  instances  where  differences  have  been 
observed  between  the  results  of  the  two 
methods  of  examination,  and  the  Medical 
Record  for  June  9,  19 17,  contains  a  sum- 
mary of  the  author's  paper  from  which  we 
learn  the  following : 

A  comparison  was  made  in  fifteen  car- 
diac cases  between  the  roentgen  ray  find- 
ings and  the  result  of  physical  examina- 
tions. Seven  of  the  cases  showed  an  agree- 
ment, one  partly  agreed,  and  seven  failed 
to  correspond  in  the  conclusions  reached 
by  those  two  methods  of  examination. 
The  interpreter  of  the  roentgenograms  con- 
sidered that  an  early  mitral  lesion  caused 
accentuation  of  the  normal  left  auricular 
and  piilmonic  curves,  producing  a  spher- 
ical or  rounded  appearance.  It  was  diffi- 
cult to  distinguish  by  heart  shadows  mi- 
tral stenosis  from  insufficiency  when  either 


were  present  in  only  a  moderate  degree. 
In  regard  to  the  lungs  the  combined  study 
of  the  physical  signs  and  roentgen  ray  pic- 
tures was  made  in  ninety-seven  cases, 
with  a  substantial  agreement  in  seventy- 
seven  and  disagreement  in  twenty  of  the 
cases.  As  examples  of  the  latter,  five  gave 
roentgen  ray  evidence  of  lobar  pneumonias 
that  w^ere  not  detected  by  physical  signs; 
two  gave  physical  signs  of  lobar  pneumo- 
nias which  were  not  confirmed  by  the 
roentgen  ray;  three  showed  physical  signs 
of  bronchopneumonia  not  exhibited  by  the 
roentgen  ray.  As  a  general  rule  it  was 
foiuid  that  the  roentgen  ray  would  often 
give  a  showing  in  the  absence  of  physical 
signs  in  congestion,  small  consolidations, 
hiliun  infiltrations,  intralobar  pleurisy,  mil- 
iary tuberculosis,  and  mediastinal  tumors. 
The  difficulty  in  diagnosing  hilum  infiltra- 
tions and  enlarged  nodes  w^as  very  great, 
and  here  the  roentgen  ray  was  very  help- 
ful. A  study  of  the  transmission  of  voice 
sounds  below  the  seventh  cervical  verte- 
bra, known  as  d'Espine's  sign,  in  connec- 
tion with  the  roentgenograms  made  in 
eighteen  cases  of  children  gave  the  d'Es- 
pine  sign  from  the  second  to  the  fourth 
dorsal  vertebra.  The  comparison  here  made 
showed  that  d'Espine's  sign  had  consider- 
able diagnostic  value  in  diseased  condi- 
tions at  the  root  of  the  lung.  Another  point 
emphasized  was  that  in  all  cases  central 
pneumonias  were  peripheral  pneumonias 
and  that  all  so-called  central  pneumonias 
started  at  the  periphery  of  the  lung. 
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EDITORIALS 

The  Principles  of  Localization 

It  is  a  matter  of  medical  history  that 
one  of  the  first  uses  to  which  the  roentgen 
rays  were  put  after  the  announcement  of 
their  discovery  in  December,  1895,  was 
the  locaHzation  of  foreign  bodies.  The 
principles  of  localization  which  are  being 
utilized  today,  in  a  great  multiplicity  of 
procedures  bearing  the  names  of  the  in- 
dividuals who  published  them,  are  the 
same  principles  which  were  evolved  and 
published  within  the  first  few  years  after 


Roentgen's  original  publication.  For  in- 
stance, the  method  of  making  two  plates 
at  right  angles  was  employed  in  1896  by 
Brissaud  and  Londe,  in  a  case  of  a  pro- 
jectile in  the  head.  In  January,  1897,  Mac- 
kenzie Davidson  and  Hedley  began  their 
publications  on  the  "cross-thread"  method 
which  forms  the  basis  for  so  many  of  the 
methods  bearing-  more  modem  names. 
Remy  and  Contremoulins,  in  1897,  recog- 
nizing the  elements  of  error  in  the  methods 
then  employed,  published  a  description  of 
their  com  pas,  an  instrument  of  precision. 
In  the  same  year  Leduc  published  a  de- 
scription of  the  screen  methods  of  localiza- 
tion. Some  one  has  estimated  the  number 
of  localization  methods  which  have  been 
published  up  to  date  as  exceeding  two 
hundred;  yet  it  may  be  said  of  practically 
all  of  them  that  they  fall  into  one  of  the 
classes  of  methods  described  in  the  begin- 
nings of  roentgen  ray  work.  For  these 
reasons  it  will  be  the  policy  of  this  journal 
to  avoid  as  much  as  possible  reference  to 
names  of  individuals  in  describing  methods, 
giving  preference  to  such  terms  as  "the 
cross- thread  method, "  "the  parallax  meth- 
od,"  etc. 

One  should  not  infer  too  quickly  that 
the  author  of  a  so-called  new  method  in- 
tentionally retreads  ground  gone  over  by 
his  predecessors  or  by  his  confreres.  It  is 
not  always  easy  for  the  roentgen  ray  worker 
in  a  military  hospital,  in  his  sometimes 
much  isolated  position,  to  keep  in  touch 
with  the  Hterature;  and  unless  the  editors 
watch  carefully,  slips  will  occtu:,  and  local- 
ization methods  will  be  rediscovered  and 
republished.  There  was  recently  a  refer- 
ence in  these  columns  to  a  device  of  Dr. 
Young,  for  the  utilization  of  the  parallax 
method  of  localization.  The  editor  is  per- 
sonally convinced  from  first-hand  informa- 
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tion  and  personal  observation  that  the 
instrument  described  b}^  Young  entirely 
originated  With  him;  yet  investigation  of 
the  literature  shows  that  the  same  method 
was  previously  described  and  the  same 
instrument  pictured  in  an  article  by  Le 
Faguays  {Journal  de  Radiologie,  191 5,  p. 
711). 

As  a  matter  of  fact,  the  natural  tendency 
of  any  one  with  a  mechanical  turn  of  mind 
placed  in  a  large  hospital,  and  confronted 
with  the  necessity  of  rapid  and  reasonably 
accurate  localization  of  foreign  bodies,  will 
be  to  devise  short-cuts.  Even  the  beginner 
in  military  roentgenology  will  be  tempted 
to  put  his  mind  on  working  out  some,  en- 
tirely new  to  him,  mechanical  device  for 
shortening  the  time  and  labor  incident  to 
localization  operations.  Our  advice  to  all 
is  that  they  shall  famiharize  themselves 
with  as  many  as  possible  of  the  multitude 
of  methods  which  have  been  bom  of  the 
great  war,  which,  although  to  us  only  in 
its  first  months,  is  well  along  in  its  fourth 
year.  Before  putting  any  time  on  a  strange 
or  new  method  suggested,  it  would  be  well 
to  perfect  one's  self  in  the  approved  and 
accepted  means. 

There  will  shortly  be  published  from  the 
Surgeon  General's  Office,  and  w^e  hope  also 
in  these  columns,  a  digest  of  the  localizing 
methods  which  have  been  accepted  and 
approved  as  the  preferred  procedures  for 
use  in  the  United  States  Army  Medical 
Service.  It  is  only  after  a  great  deal  of 
study  and  personal  observation  that  we 
have  been  able  to  decide  on  a  few  methods 
as  being  standard.  As  our  esteemed  French 
confrere  Ledoux-Lebard  says,  "We- do  not 
lack  procedures;  rather  the  opposite.  Such 
a  large  number  of  methods  of  localization 
have  been  described  since  the  war  that  we 
should  be  greatly  embarrassed  to  make  a 
fair  selection  between  them  if  we  had  to 
acquire  the  necessary  practice  with  each, 
because  the  days  of  our  life  would  not  be 
sufficient  for  the  purpose.  .  .  .  Among 
the  recent  publications  there  are  many  old 
and  well-known  procedures  which  have 
been  re-edited  under  a  new  name.  These 


regrettable  errors  are  largely  committed  by 
roentgenologists  who  have  been  improvised 
since  the  beginning  of  the  war  and  who  .  .  . 
honestly  believe  that  they  have  'dis- 
covered '  something  unknown  in  roentgen- 
ology. But  they  are  to  some  extent  excused 
by  the  extreme  difficulties  of  a  scattered 
and  largely  inaccessible  bibliography." 

J.  T.  C. 

The  A^'Ray  Diagnosis  of  Pulmonary 
Tuberculosis 

In  recent  books  and  current  periodicals 
will  be  noticed  a  strong  tendency  to  dis- 
credit the  x-ray  diagnosis  of  pulmonary 
tuberculosis.  This  is  deserving  of  attention 
because  the  authors  in  many  instances  are 
internists  of  unquestionable  standing.  Siir- 
prise  and  resentment  are  the  first  feelings 
of  the  roentgenologists.  But  this  tendency 
is  not  without  foundations. 

Almost  universally  we  find  the  assump- 
tion on  the  part  of  internists:  (i)  That  the 
roentgenologist  claims  to  present  a  com- 
plete expose  of  pulmonar>^  conditions  and 
(2)  that  tuberculosis  shows  on  the  plate 
certain  specific  signs  pathognomonic  of 
the  disease.  They  may  be  pardoned  for  this 
assumption  because  it  is  true  that  the 
roentgenologist  is  very  likely  to  give,  not 
an  interpretation  of  x-ray  findings,  but  a 
diagnosis  of  disease. 

The  same  contest  w^hich  we  see  between 
roentgenographic  and  physical  methods 
was  once  waged  between  laboratory  and 
physical  methods.  Indeed  the  smoke  of 
battle  is  yet  visible  in  the  medical  atmos- 
phere. We  may  recognize  and  even  admire 
the  pride  of  craft  which  leads  the  skillful 
internist  to  guard  with  jealous  care  his 
diagnostic  province,  but  we  believe  that 
this  attitude  is  fundamentally  wrong. 
The  x-ray  is  a  part  of  the  physical  exami- 
nation, not  a  method  to  supplant  it;  it  is 
an  extension  of  our  faculties  of  right,  not 
a  substitute  for  the  auditory  or  the  tactile 
sense;  it  is  an  analysis  of  different  tissue 
densities,  not  a  chemical  reaction;  and  it 
records   certain   gross  pathologic   changes 
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)ut  does  not  seek  to  usurp  the  microscopic 
slide  or  the  cultiire  tube. 
;  While  the  x-ray  diagnosis  of  fractures 
lind  foreign  bodies  is  final,  the  x-ray  diag- 
hosis  of  internal  disease  should  rarely  be 
attempted.  Likewise  a  laboratory,  a  physi- 
cal or  a  symptomatic  diagnosis  is  rarely 
admissible.  Occasionally  brilliant  feats 
lof  interpretation  and  intuition  are  achieved 
jby  the  use  of  a  single  method  just  as  a 
musical  score  has  been  executed  upon  a 
single  string  of  a  violin  or  a  phenomenal 
run  made  by  a  one-armed  billiard  player. 
But  .x*-ray  diagnosis,  even  in  such  appar- 
ently clean-cut  cases  as  renal  stone,  aneur- 
ism or  osteosarcoma,  demands  a  correla- 
tion of  clinical  data  to  avoid  a  repetition  of 
the  humiliating  mistakes  that  are  on  record. 

However,  papers  and  discussions  before 
this  society  have  so  often  emphasized  the 
interdependence  of  different  lines  of  diag- 
nostic data  that  it  seems  a  matter  of  super- 
erogation to  elaborate  upon  this  point. 
We  would  ask  that  writers  recognize  the 
attitude  of  representative  roentgenologists 
towards  the  correlation  of  the  case  history, 
physical  examination  and  laboratory  anal- 
yses, with  the  x-ray  findings. 

With  this  attitude  of  mind  we  come  to 
the  question  of  x-ray  findings  in  pulmonary 
tuberculosis.  The  roentgenologist  and  the 
internist  are  peculiarly  alike.  Neither  is 
able  to  distinguish  pathognomonically  be- 
tween the  tuberculous  and  the  non-tuber- 
culous, to  detect  infallibly  the  first  signs 
of  incipient  disease  or  to  decide  une- 
quivocally between  the  active  and  the 
quiescent  lesions.  But  given  physical  signs 
and  we  can  demonstrate  the  exact  extent 
of  the  piilmonary  involvement;  given  a 
positive  Wassermann  and  we  can  define 
the  location  of  each  luetic  focus  in  the 
lungs;  given  the  history  of  primary  car- 
cinoma and  we  can  show  the  first  signs  of 
thoracic  metastasis; — all  with  a  precision 
unapproachable  by  clinical  methods  alone. 
The  roentgen  analysis  is  quantitative 
rather  than  qualitative  and  the  roentgen 
map  is  acciirate  for  boundaries  but  in- 
definite for  specific  names. 


Are  we  yet  to  learn  new  signs,  can  we 
find  new  meanings  in  old  signs  or  have 
we  reached  the  limitations  of  plate  and 
screen? 

In  the  privacy  of  our  own  minds  we  may 
be  as  theoretical  and  hypothetical  as  we 
please.  If  we  were  to  assume  the  same  priv- 
ilege in  the  editorial  columns  we  might  sug- 
gest a  number  of  lines  of  research  which,  as 
is  often  the  case  with  hypothetical  sugges- 
tions, may  be  barren  of  results. 

In  the  recognition  of  incipient  tubercu- 
losis and  to  distinguish  between  an  active 
and  a  quiescent  case,  why  should  not  the 
serial  plate  method  be  used?  It  obviously 
cannot  be  the  rapid  serial  used  in  gastric 
and  duodenal  roentgenology.  It  must  be 
more  akin  to  the  cinematographic  serials 
of  plants.  If  a  growing  flower  can  be  made 
to  expand  before  our  eyes  why  cannot  a 
progressive  lung  lesion  be  similarly  dem- 
onstrated? The  objections  are  the  number 
of  plates  required  and  the  length  of  time 
during  which  the  patient  is  losing  valuable 
ground.  But  in  the  case  of  pulmonary 
lesions  it  is  solely  the  point  of  progression 
that  is  to  be  demonstrated.  And  a  few 
plates  only,  possibly  of  circumscribed  areas 
would  suffice.  As  for  the  length  of  time  re- 
quired we  must  appreciate  the  fact  that 
the  methods  of  the  internist  in  similar 
cases  are  essentially  serial.  He  takes  serial 
temperatiu-e  and  pulse  records.  He  repeats 
for  days,  weeks  or  months  his  physical  ex- 
aminations. It  is  only  in  the  well-marked 
case  or  in  one  where  tubercle  bacilli  can 
be  found  in  the  sputimi  that  he  can  reach  a 
decision  from  a  single  interview.  And  yet 
the  roentgenologist  is  expected  to  reach 
his  decision  from  a  single  examination. 
As  well  make  an  instantaneous  photograph 
of  an  automobile  to  determine  whether 
or  not  it  is  moving  as  to  make  an  instan- 
taneous plate  of  the  chest  to  show  whether 
or  not  the  lesion  is  progressive.  To  be  sure 
clever  inferences  can  be  made  in  both  cases. 

We  have,  it  is  true,  ignored  the  whole 
subject  of  specific  signs  which  various 
authors  describe  as  distinctive  of  the  pro- 
gressive lesion.  The  peribronchial  infiam- 
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mation,  the  smoke  cloud,  the  fan  and  linear 
markings,  the  pleuritic  effusion,  the  in- 
definite borders  of  a  consolidation  and 
the  absence  of  calcified  foci  are  unques- 
tionably significant.  These  are  all  signs 
which  are  the  exclusive  property  of  the 
x-ray  plate,  excepting  the  pleuritic  effu- 
sion, and  the  certainty  with  which  pleuritic 
fluid,  whether  pocketed  or  free,  can  be 
located  or  excluded  by  the  x-ray  finds  no 
parallel  in  other  clinical  methods.  The 
sole  advantage  of  the  exploring  needle, 
albeit  a  mighty  one,  is  its  portability,  but 
the  frequenc^^  of  the  dry-tap  and  the  atti- 
tude of  the  patient  towards  repeated  in- 
sertions of  the  needle,  are  indices  of  its 
disadvantages. 

The  valuable  work  of  Dunham  in  con- 
jiinction  with  Miller  on  the  architecture  of 
the  lung  with  special  reference  to  the 
lymph  channels  is  of  fundamental  impor- 
tance to  the  interpretation  of  the  chest 
plates.  We  have  in  the  work  of  Pancoast, 
Childs  and  others  a  differentiation  of  pul- 
monary changes  due  to  dust  inhalation 
with  inorganic  deposits.  The  inverted 
comma  sign  is  an  example  of  a  recurring 
shadow  of  definite  form  and  position,  yet 
to  be  fully  understood.  The  studies  of  cal- 
cification processes  in  the  human  body 
have  been  show^n  to  be  matters  of  unex- 
pected complexity  and  are  of  particular 
moment  in  pulmonary  roentgenology. 
These  are  but  few  of  the  indications  that 
pathology  is  being  rewritten  in  terms  of 
roentgenology. 

For  healed  lesions  we  have  a  positive 
sign,  a  calcified  focus  without  a  nebula. 
But  unfortunately  a  lung  may  show  a 
healed  lesion  in  one  part  and  an  active 
lesion  in  another.  Calcified  foci  do  not 
mean  immunity  and  healed  lesions  may 


light  up  anew.  A  tuberculous  deposit  in  a 
chest  is  like  a  mine  with  a  fuse — we  do  not 
always  know  whether  or  not  it  is  burning. 

Another  suggestion  is  that  the  hilus  clus- 
ter of  shadows  should  be  carefully  char- 
ted in  hopes  that  definite  figures  will 
recur  to  which  some  significance  may  be 
attached.  The  inverted  comma  sign  is  a 
differentiation  in  this  direction.  The  hilus 
cluster,  the  pulmonary  pleiades,  like  a 
swarm  of  foci  tangled  in  lymphatic  braid, 
is  at  once  the  hope  and  despair  of  the 
roentgenologist.  It  is  here  that  he  must 
look  for  the  first  signs  of  pulmonary  infec- 
tion. The  lymphatic  system  of  the  lungs 
and  lower  bronchi  and  the  upper  abdomen 
drain  mostly  into  these  nodes.  Dust  par- 
ticles as  well  as  bacteria  find  lodgment 
here.  The  normal  hilus  of  age  would  be 
pathologic  for  youth.  The  pulmonary 
hi^ory  of  each  individual  is  here  per- 
manently recorded.  It  remains  for  us  to 
decipher  the  hieroglyphics. 

Yet  another  suggestion  is  a  refinement 
of  team-work  between  the  internist  and 
his  natural  consultant,  the  roentgenologist. 
When  in  a  stereoscopic  set  of  plates  one 
or  more  lines  of  increased  density  can  be 
traced  from  hilus  to  periphery,  the  exact 
location  of  the  chest-wall  endings  may  be 
marked  on  the  patient.  At  this  particular 
point  the  internist  should  place  his  stetho- 
scope and  listen  for  the  oscultatory  signs 
of  active  lesions.  Along  this  line  of  density 
may  be  transmitted  delicate  sounds  from 
the  interior  of  the  lung  and  from  the  hilus. 

However  these  things  may  be,  we  must 
learn  new  signs,  we  must  find  new  mean- 
ing in  old  signs  and  we  must  have  faith 
that  the  limitations  of  tube  and  screen  are 
still  bevond  human  ken. 

A.  W.  C. 
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iSHBERG,  Maurice.  Localized  and  Interlobar 
Pneumothorax  Complicating  Pvilmonan,' 
Tuberculosis.  (Arch.  /«/.  .]/e J.,  November 
15.   1917-) 

Certain  complications  in  active  pulmonary' 
■.uberctdosis  often  escape  detection  unless  all 
diagnostic  aids  are  applied.  Latent,  partial  and 
iiterlobar  forms  of  pneumothorax  are  frequent, 
3ut  only  rarely  recognized.  The  differentiation 
Detween  these  and  pulmonary  ca\dties  is  of  im- 
portance in  prognosis.  It  was  this  class  of 
localized  and  interlobar  pneumothorax  cases 
which  gave  the  first  impidse  to  treat  certain 
phthisical  patients  by  the  induction  of  pneu- 
mothorax. The  roentgen  ray  has  made  the 
difficulties  in  diagnosis  less,  but  even  now  it  is 
sometimes  impossible  to  differentiate.  Pneu- 
mothorax with  complete  collapse  of  the  Ituig  is 
usually  easily  recognized.  Acute  s\Tnptoms, 
such  as  pain  in  the  chest  and  dyspnea,  may 
sometimes  indicate  the  diagnosis.  Some  cases 
of  locaUzed  pneimiothorax  run  an  acute 
course  and  are  rapidly  fatal.  Case  i  was  of  this 
class.  The  clinical  findings  and  the  roentgeno- 
gram both  indicated  locaUzed  pnetmiothorax. 
Some  forms  are  latent  and  after  a  stormy  onset, 
the  patient  may  feel  well  and  show  improve 
ment.  Case  2  was  of  this  sort.  Although  the 
physical  findings  were  ambiguous,  the  diagnosis 
of  a  localized  pneiimo thorax  was  made.  The 
roentgenogram  confirmed  this.  Case  3  was  of  a 
similar  nature.  Cases  4  and  5  simiilated  cavity 
ver}^  closely,  but  were  diagnosed  to  be  pneu- 
mothorax. Case  6  was  a  case  of  pulmonary 
cavity  cited  to  show  that  the  average  case  is 
easy  of  diagnosis  with  or  without  roentgeno- 
graphic  examination.  At  times  the  clinical  and 
roentgen  findings  are  at  variance.  Case  7  was 
a  case  in  which  the  roentgenogram  showed  dis- 
tinct signs  of  a  localized  pneumothorax.  Clinical 
signs  were  in  favor  of  a  ca^aty.  Necropsy  con- 
firmed the  clinical  findings.  Case  8  was  a  similar 
case  in  which  the  clinical  and  roentgen  findings 
were  at  variance.  The  clinical  findings  were 
proved  correct  by  necrops^^  These  two  cases 
illustrate  the  fact  that  while  roentgenography 
is  an  indispensable  aid  in  diagnosis  and  in  dif- 
ferentiating pathologic  changes  in  the  thoracic 
viscera,  yet  it  is  apt  to  prove  misleading. 
Ca\atary    cases    may    sometimes    be    demon- 


strated by  a  series  of  plates  taken  imder  various 
conditions.  The  changes  due  to  accumulation 
and  emptjdng  of  secretions  may  be  of  diagnos- 
tic importance. 

Discussion. — Localized  and  interlobar  pneu- 
mothorax cases  are  frequent  and  are  often 
diagnosed  as  cases  of  pulmonary  excavation. 
These  cases  are  found  much  more  often  since 
the  introduction  of  the  roentgen  ray  as  a  diag- 
nostic aid.  The  mode  of  onset  is  important. 
Sudden  onset  points  toward  pneumothorax.  If 
the  sudden  appearance  of  paia  in  the  chest  is 
not  foimd  to  be  due  to  pleurisy  or  myocarditis, 
a  thorough  examination  shotdd  be  made.  Dif- 
ferential points  are:  In  locaHzed  pneumothorax 
the  cavity  is  *'dry."  Large  excavations  usually 
show  large,  moist,  consonating  rales  and 
gurgles.  The  breath  sounds  in  pneumothorax 
are  amphoric  or  metallic.  In  some  cases  of 
pnetmiothorax  a  metallic  tinkle  is  heard;  in 
ca\T.ties  rarely.  Auscultation  of  whispered  voice 
sounds  is  of  great  importance.  In  cavities  whis- 
pered pectoriloquy  is  frequently  absent,  while 
in  pneumothorax  it  is  commonly  present  and  is 
strikingly  pronounced.  This  is  distinctly  heard 
high  in  the  axilla.  Over  cavities,  as  a  rule,  the 
percussion  note  is  dull.  In  pneumothorax, 
tympany  is  more  frequently  elicited.  Cracked- 
pot  resonance  and  Wintrich's  sign  are  more 
frequent  in  cavities.  Retraction  of  the  chest 
waU  is  characteristic  of  large  ca\nties,  while 
bulging  may  be  found  in  localized  pneumo- 
thorax. The  location  of  the  mediastinal  organs 
gives  no  reliable  clue  as  to  the  true  lesion.  The 
roentgenographic  findings  are  invaluable  in 
most  doubtfid  cases.  A  bright  circimiscribed 
area  lacking  in  lung  markings,  when  not 
siirroimded  by  a  thick  dark  shadow,  is  path- 
ognomonic of  a  localized  pneumothorax.  On 
the  other  hand,  the  walls  of  the  pulmonary 
cavity  may  not  cast  a  shadow  on  the  roentgeno- 
gram. In  such  doubtftd  cases  fluoroscopy  may 
be  of  more  value  than  roentgenography. 

John  B.  Jackson 

Gauvain,  H.  J.    Heliotherapy  and  X-Rays  in 
the  Treatment  of  Surgical  Tuberculosis. 
{Lancet,  CXCII,  April  28,  1917,  p.  653.) 
At  a  meeting  of  the  Royal  Society  of  Med- 
icine,   Section   of   Electrotherapeutics,   which 
was  held  on  April  20,  Gauvain  entered  into 
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considerable  detail  on  the  favorable  effect  of 
sunlight  in  surgical  tuberculosis  which  acted 
not  only  on  the  superficial  lesions  but  also  in- 
directly on  the  constitution,  thereby  increasing 
the  resistive  power  of  the  patient. 

The  second  part  of  his  paper  was  devoted 
to  the  indications  for  roentgen  treatment  tmder 
like  conditions.  The  importance  of  careful 
technic  and  selection  of  suitable  cases  was  em- 
phasized under  strict  observance  of  Iselin's 
table  of  tolerance.  The  author  summarized 
his  obser^'ations  as  follows: 

(i)  Roentgen  treatment  is  of  great  help  in 
certain  local  conditions,  and  in  conjunction 
with  general  im.provement  the  local  benefit 
derived  is  often  maintained. 

(2)  The  value  and  applicability  of  the  rays 
vary  in  different  parts  of  the  body. 

(3)  Roentgen  rays  are  useful  in  certain 
cases  of  sinus  formation  and  in  the  treatment 
of  many  tuberculous  ulcers,  leaving  supple 
non-keloidal  scars. 

(4)  Roentgenotherapy  is  especially  valuable 
in  certain  cases  of  tuberciilous  adenitis,  but 
the  greatest  benefit  may  usually  only  be  an- 
ticipated in  conjunction  with  other  methods 
of  treatment:  it  is  particularly  useful  where 
there  is  much  periglandular  infiltration,  and 
here  forms  a  useftd  treatment  preliminary  to 
extirpation  or  aspiration.  The  latter,  with  the 
use  of  modifying  fluids,  is  preferable  to  extir- 
pation under  opportune  conditions. 

(5)  Roentgen  rays  are  most  safely  applied 
in  the  neck,  elbow-joint  and  knee-joint. 

(6)  Roentgenotherapy  s  apparently  helpful 
in  certain  cases  of  caseous  abscess  formation. 

Contraind' cations  to  the  use  of  the  roentgen 
rays  in  the  treatment  of  surgical  tuberctdosis 
are  summarized  as  follows: 

(i)  Roentgen  treatment  is  unnecessary  and 
undesirable  in  abscesses  which  can  be  easily 
aspirated,  and  they  should  not  be  used  in  ab- 
scesses which  leak  from  an  aspiration  puncture 
resulting  from  faiilty  technic. 

(2)  The  appHcation  of  roentgen  rays  is 
dangerous  in  abdominal  tuberculosis  and  ap- 
parently of  little  value  in  costal  tuberculosis. 

(3)  There  may  be  untoward  effects  as  the 
result  of  careless  technic  or  too  frequent  ex- 
posures. 

In  conclusion  the  author  lays  stress  upon 
the  fact  that,  while  roentgen  rays  are  of  great 
assistance  in  specific  lesions,  other  aids  are 
often  required  and  should  be  associated. 


Gekler,  W.  a.  Phthisis  Pulmonalis  and 
Other  Forms  of  Intrathoracic  Tuberculo- 
sis. (Abstract  of  paper  read  before  the 
Chicago  Roentgen  Society,  Jan.  12,  1917.) 

The  writer  calls  attention  to  the  fact  that 
tuberculous  disease  in  the  chest  does  not  al- 
wa^'s  manifest  itself  in  the  same  manner.  It 
is  possible  to  differentiate  roentgenographical- 
ly  as  well  as  clinically  between  these  different 
forms  of  tuberculosis. 

The  first  form  discussed  was  the  primary 
tuberculosis  of  children,  with  the  invariable 
regional  gland  involvement.  The  later  forms  of 
tuberculosis  are  practically  always  metastatic 
from  a  glandular  focus.  The  lesion  at  the 
point  of  inoculation  is  usually  slight  in  extent 
and  shows  a  marked  inclination  to  healing. 
The  disease  may  remain  latent  in  the  glands, 
however,  for  a  long  period  of  time  and  metas- 
tasis take  place  following  some  injury,  whether 
that  be  an  intercurrent  disease,  overwork,  dis- 
sipation, etc. 

Phthisis  pulmonalis  is  a  bronchogenic  me- 
tastasis, a  true  bronchial  infarct.  This  disease 
is  intra-alveolar,  pneumonic  in  type,  and  as  a 
rule  has  a  bad  prognosis,  no  matter  how  slight 
the  earlier  lesion  may  be.  The  first  manifes- 
tation of  phthisis  pulmonalis  may  be  quite  se- 
vere and  the  patient  have  a  great  amount  of 
involvement  within  a  very  short  time  after  the 
pulmonary  symptoms  have  manifested  them- 
selves. In  other  words,  the  disease  does  not 
always  begin  as  "incipient,"  and  then  later 
become  moderateh'  advanced  and  far  ad- 
vanced. It  may  be  far  advanced  from  the  very 
beginning.  Extension  takes  place  Ada  the 
bronchi  by  aspiration  of  tuberculous  material 
into  unaffected  parts  of  the  lung.  Phthisis 
pulmonalis  may  in  rare  instances  be  caused  by 
a  re-infection  from  without. 

Another  form  of  bronchogenic  metastasis  is 
pleural  tuberculosis,  in  which  the  metastatic 
tubercle  instead  of  rupturing  into  the  bron- 
chus, with  the  discharge  of  its  contents  to  the 
outside,  ruptures  into  the  pleura  with  result- 
ing pleiu-al  disease. 

Miliary  tuberculosis,  whether  it  be  general 
miliary  or  only  partial  miliars^,  with  local 
manifestations  in  joints,  bones,  kidneys,  etc., 
is  a  hematogenous  metastasis  which  very  often 
comes  from  a  diseased  bronchial  gland.  The 
result  of  such  a  miliary  tuberculosis  depends 
upon  the  number  of  organisms  getting  into  the 
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rculation,  as  well  as  the  "resistance"  of  the 
idi\'idual.  When  the  lungs  are  also  involved 
1  a  general  miliary  tuberculosis  the  roentgeno- 
ram  is  the  best  diagnostic  means  we  have  at 
Iresent. 

Still  another  form  of  tuberculous  disease  is 
ne  which  is  rather  uncommon  and  has  a  fair- 
r  good  prognosis.  This  is  caused  by  an  exten- 
iion  of  the  disease  by  continuity  from  the 
[landular  focus  along  the  h^nph  channels.  It 
'3  interstitial  in  type,  running  a  slow  course 
jind  responding  usually  more  readily  to  treat- 
."nent  than  phthisis  pulmonalis.  Roentgeno- 
ogically  one  fails  to  see  the  cloudy  shadows  of 
;he  tuberculous  bronchopneumonia  in  this 
:ype  of  disease. 

The  author's  paper  was  based  on  the  roent- 
genographic  study  of  700  cases,  with  all  forms 
jof  tuberculosis,  and  clinical  observ^ations  on 
{3,000  such  cases. 


LiLiEXTHAL,  Howard.  The  Relation  of 
Roentgenography  to  the  Diagnosis  and 
Therapy  of  Non-Tuberculous  Diseases  of 
the  Ltmgs  and  Pleura.  {Med.  Red.,  Vol. 
91,  No.  14,  April  7,  1917,  p.  587.) 

The  more  Dr.  Lilienthal  has  made  use  of  the 
roentgen  ra}^  in  thoracic  surgery,  the  more  con- 
\'inced  he  has  become  of  its  usefulness  and  in- 
dispensability,  and  in  the  present  paper  he 
proceeds  to  sketch  in  a  brief  though  pointed 
way  the  advantages  he  has  derived  therefrom 
in  a  number  of  serious  conditions.  Thus,  in 
purulent  pleurisies  he  has  but  rarely  been  mis- 
led by  the  roentgen  findings  and  he  considers 
the  latter  so  important  that  he  examines  the 
plates  in  every  case  of  suspected  empyema  and 
advises  against  diagnostic  ptmcture  until  the 
patient  is  actually  on  the  operating  table, 
when  the  puncture  can  at  once  be  followed  up 
by  the  operation. 

Furthermore,  the  roentgenogram  has  saved 
him  several  times  from  opening  through  a  sac- 
culated empyema  into  the  clean  pleural  cavity 
with  the  resvilt  of  having  to  do  only  one  opera- 
tion instead  of  two  and  obviating  a  consider- 
able risk  to  the  patient.  His  present  method 
of  operating  for  empyema,  which  Dr.  Lilien- 
thal describes  with  some  detail,  is  only  possi- 
ble with  the  aid  of  roentgenography.  It  en- 
ables him  to  locahze  the  pus  and,  instead  of  re- 


sorting to  the  intercostal  method,  he  resects 
two  or  more  ribs,  usually  together  with  the 
periosteum  and,  opening  the  cavity,  treats  it 
as  an  abscess,  first  packing  with  gauze  and 
later  draining  as  necessity  arises.  This  selec- 
tive surgen,-,  which  replaces  the  bHnd  thora- 
cotomy, would  be  quite  impossible  without  the 
guidance  of  the  roentgenogram. 

Lilienthal  has  on  several  occasions  seen  an 
encapsulated  empyema  mistaken  for  a  general 
one  by  experienced  diagnosticians,  when  the 
taking  of  the  roentgenograms  was  responsible 
for  the  substitution  of  a  small  and  compara- 
tively harmless  operation  for  a  greater  and 
more  perilous  one. 

Aided  by  the  roentgen  ray,  the  author  has 
on  three  occasions  freel}'  incised  the  dangerous 
area  in  front  and  adjacent  to  the  anterior 
mediastinum  next  to  the  heart,  when  operating 
for  secondar>^  pus  collections.  According  to 
the  older  methods,  even  with  the  physical  signs 
present,  the  operation  would  have  to  be  post- 
poned until  pus  had  been  discovered  by  an  ex- 
ploratory puncture,  running  perhaps  through 
healthy  pleura  or  even  through  the  lung. 

The  author  also  mentions  the  interesting 
fact  that  he  has  had  seven  patients  suffering 
from  a  loathsome,  non-tuberculous  pulmonary 
suppuration,  four  of  whom  were  complete- 
ly cured  by  radical  surgery.  As  he  explains, 
this  is  a  new  field  which  could  only  have  been 
opened  up  with  the  help  of  roentgenography. 
In  conclusion  the  author  calls  attention  to  the 
importance  of  correct  interpretation  of  the 
roentgenograms,  describing  the  information  ob- 
tained thereby  as  uncanny  in  its  import  and 
correctness. 


Packard,  Maurice.  Primary  MaHgnant  Neo- 
plasm of  the  Lung.  {A)n.  Jour.  Med. 
Sciences,  Sept.,  1917,  p.  35i-) 

This  paper  deals  with  the  diagnosis  of  pri- 
mary neoplasms  of  the  lung  and  more  particu- 
larly ^^ath  the  differential  diagnosis  of  the  affec- 
tion from  other  pathological  conditions.  So  far 
as  the  employment  of  the  roentgen  rays  is 
concerned,  the  author's  experience  may  be 
stimmed  up  as  follows : 

The  roentgen  rays  may  be  of  little  use  in 
differentiating  between  aneurysm  and  cancer, 
although  in  the  diagnosis  of  cancer  pure  and 
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simple  they  are  of  great  service.  Echinococcus 
cyst  of  the  lung  may  be  differentiated  from 
cancer  by  the  complement  fixation  test,  but 
roentgenography  is  of  considerable  value  in 
differentiating  between  these  two  condi- 
tions. 

Roentgenology  has  considerably  fiu-thered 
the  diagnosis  of  tumors  of  the  lung.  It  is 
of  considerable  value  in  determining  the  origin 
and  mode  of  extension.  The  commonest  form 
seen  by  roentgenographers  occurs  in  the  upper 
lobe,  where  they  produce  an  intense  imiform 
shadow.  This  shadow  does  not  quite  reach  the 
apex  and  it  may  be  difficult  to  distinguish  it 
from  other  forms  of  infiltration.  Other  infil- 
trating growths  may  extend  from  either  hilus 
into  the  lung  field,  often  merging  with  the 
diaphragm.  Here  fluoroscopic  examinations  in 
various  positions  will  often  differentiate  t  ese 
shadows  from  pleural  effusions  and  tuberculous 
nodes  by  the  density  and  sharp  contotirs. 


Waters,  C.  A.,  Bayne-Jones,  S.,  and 
RowNTREE,  L.  G.  Roentgenography  of 
the  Ltmgs.  {The  Archives  of  Internal  Med- 
icine, Vol.  19,  No.  4,  April,  1917,  p. 
538.) 

This  is  a  report  on  roentgen  studies  in  living 
animals  (dogs)  after  intratracheal  injection  of 
iodoform  emulsion. 

A  method  is  described  by  which  shadows 
cast  by  the  air  passages  of  the  lungs  may  be 
unequivocally  defined  in  roentgenograms.  This 
method  consists  of  injecting  into  the  trachea 
a  10  per  cent  suspension  of  iodoform  in  olive 
oil,  which  renders  the  air  passages  opaque  to 
the  roentgen  ray.  The  limit  of  a  safe  dose  of 
this  emulsion  for  dogs  is  found  to  be  approxi- 
mately 4  c.c.  per  kilogram  of  body  weight.  The 
plates  are  made  by  an  instantaneous  exposure 
by  a  soft  vacuimi  tube  placed  above  the  ani- 
mal (20  to  30  inches  above  the  plate) .  As  simi- 
lar suspensions  of  iodoform  in  oil  have  been 
used  in  the  local  therapy  of  human  pulmonary 
diseases,  it  is  hoped  that  perfection  of  the 
method  may  ultimately  permit  its  application 
to  man.  This  preliminary  study  is  the  basis 
of  the  belief  of  the  authors  that  by  such  a 
method  it  may  become  possible  to  define  with 
precision  many  roentgen  shadows  which  are  at 
present  largely  data  for  speculation. 


Weber,  F.  Parkes.  Acquired  Syphilis  of  the 
Lungs.  (Proc.  Royal  Soc.  Med.,  Sec,  of 
Med.,  Nov.  28,  1916.) 

After  describing  six  cases  of  chronic  non- 
tuberculous  disease  of  the  limg,  three  of  which 
he  regarded  as  syphilitic  and  three  as  probably 
of  the  same  natiire.  Dr.  Weber  said  that  while 
he  was  physician  to  the  Mount  Vernon  Hospital 
for  Diseases  of  the  Chest  he  practically  never 
saw  a  case  which  he  could  regard  as  one  of  pul- 
monary syphilis,  but  recently  he  had  met  with 
several  in  which  he  believed  that  that  diagnosis 
could  be  made  with  more  or  less  probability. 
In  one  of  these,  that  of  a  man,  the  nature  of 
the  lesion  had  been  suggested  by  a  patch  of 
syphilitic  leucoderma  on  the  neck,  an  eruption 
very  rare  in  men.  Ad^any  writers  on  the  subject 
had  had  the  opportimity  of  making  post- 
mortem examinations.  The  chief  pathologico- 
anatomical  features  were:  (i)  gummatous 
formation,  with  a  tendency  to  necrotic  changes; 
and  (2)  more  chronic,  and  often  widely-spread, 
fibrotic  changes,  tending  to  become  associated 
with  bronchiectatic  dilatations.  In  the  cases 
now  described  he  thought  the  changes  were 
chiefly  of  the  fibrotic  order,  though  gummatous 
formation  might  also  have  occurred,  especially 
in  two  of  them. 

According  to  T.  Tanaka  (Beitrag  zur  Kennt- 
niss  der  LungensyphiHs  beim  Erwachsenen, 
zugleich  uber  sogenannte  muskulare  Lungen- 
cirrhose,  Virchow's  Archiv, 'Berlin,  191 2,  ccviii, 
429)  the  histology  of  the  pulmonary  indurative 
changes  of  acqtdred  syphilis  was  very  similar 
to  that  of  the  so-called  "white  pneimionia" 
of  congenital  syphilis.  The  most  characteristic 
features  were  endarteritis  obliterans,  to- 
gether with  peri-arteritis  and  endophlebitis. 
Mesarteritis  also  occurred,  and  in  three  cases 
Tanaka  found  a  noteworthy  increase  of  the 
unstriped  muscle  tissue,  which  he  regarded  as 
derived  from  the  walls  of  the  small  bronchi, 
and  which  had  till  then  never  been  described 
as  connected  with  pulmonary  syphilis.  In 
regard  to  clinical  diagnosis  the  question  of 
there  being  an  aortic  aneurysm  or  mediastinal 
new  growth  might  arise,  especially  if  the  left 
recurrent  laryngeal  nerve  were  paralyzed.  But 
the  clinical  differentiation  from  tuberciilosis 
was  the  chief  difficulty,  for  in  tertiary  syphilitic 
diseases  of  the  limgs  there  might  be  pyrexia, 
the  so-called  "tertiary  syphilitic  fever,"  such 
as  not  very  rarely  occurred  in  tertiary  syphiHtic 
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drease  of  the  liver,  or  a  complicating  fever,  due 
tx  associated    bronchitic    and    bronchiectatic 
dmges  with  purulent  discharge.     Moreover, 
tl-^re  might  also  be  (though  less  in  frequency 
ad     degree     than     in     tuberculosis)     night 
seats,  emaciation,  hemoptysis,  and    copious 
ricopurulent    sputum.     (In    some    cases    of 
Imoptysis   many    spirochetes    had,    he    he- 
lved, been  foimd  in  the  sputum,  though  doubt- 
us  not   the  spirochaeta  pallida  of   syphiHs.) 
T'tdmonary   syphiHs,   however,   the   lower 
ms  of  the  lungs  were  generally  chiefly  in- 
olved,  and  the  absence  of  tubercle  bacilli  in 
le  sputtun  on  frequentl}^  repeated  examina- 
ons,  together  with  a  history  of  past  syphilis, 
vddence  of  tertiary  sj'phihtic  lesions  elsewhere, 
ad  a  positive  Wassermann  reaction  ought  to 
jm  one's  attention  in  the  right  direction.    In 
2gard  to  pulmonary  syphiHs,  one  had  to  bear 
.1  mind  the  possible  coexistence  of  syphiHtic 
ilcers    or    stenoses    in    the    bronchial    tubes, 
rachea,  or  lar^^nx.    Stengel  (1903)  pointed  out 
.hat  one  of  the  most  suspicious  s^Tnptoms  was 
ntense  dyspnea  of  more  or  less   spasmodic 
:ype,  with  a  tendency  to  stridor  and  cyanosis, 
oU  of  these  being  indicative  of  obstruction  in 
the  larger  air  passages.     In  some  cases  the 
respiratory  symptoms  were  altogether  much 
more  severe  than  the  ordinar}^  physical  signs 
Ln  the  limgs  would  lead  one  to  suppose.    There 
might  also  be  recurrent  severe  spasmodic  at- 
tacks of  coughing,  accompanied  by  more  or 
less  copious  mucopurulent  expectoration.      In 
some  cases  pleurisy  and  pleuritic  effusion  might 
be  associated  with  pulmonary   (gtraimatous) 
syphiHs,  as  they  probabl}'  were  in  one  of  his 
cases.     The  therapeutic  test  was  alwa^^s   of 
some  importance,  especiaUy  when  the  patient 
was  foiind  to  derive  obvious  benefit  from  the 
use  of  potassiiim  iodide,  a  drug  which  some- 
times aggravated  the  s^-mptoms  in  pulmonary 
tuberculosis.     Old  cicatricial  stenoses  of  the 
respiratory  passages  could  not,  of  course,  be 
removed  by  antisyphiHtic  treatment.    It  must 
always  be  remembered  that  puhnonar\^  tuber- 
culosis was  not  at  aU  rare  in  syphiHtic  subjects, 
and,  vice  versa,  that  tuberculous  patients  not 
very  rarely  acquired  syphiHs.    He  did  not  think 
that  the  two  diseases  had  much  effect,  either 
good  or  bad,  one  on  the  course  of  the  other, 
unless  one  or  both  of  them  had  been  sufficiently 
severe  to  produce  a  condition  of  cachexia  and 
to  lower  the  resistance  of  the  body  towards 
disease.    Puknonaiy  tuberculosis,  as  far  as  he 


could  judge,  was  iminfluenced  by  the  presence 
of  an  old  quiescent  syphiHtic  taint.  Though 
by  some  an  antagonism  between  the  two  dis- 
eases had  been  supposed  to  exist,  it  was  more 
probable  that  syphiHs  predisposed  to  tubercu- 
losis, in  so  far  as  it  lowered  the  vitaHty  of  the 
organism;  and  it  was  not  unlikely  that  syphilitic 
tissues,  as  had  been  maintained,  constituted 
a  speciaUy  favorable  soil  for  the  growth  and 
multipHcation  within  the  body  of  tubercle 
badlH.  When  the  tuberculosis  was  active  and 
the  syphiHs  quiescent  or  obsolete,  the  former 
naturaUy  dominated  the  whole  clinical  aspect 
and  the  prognosis,  and  the  effect  of  energetic 
antisj^phiHtic  treatment  by  meroiry  and  potas- 
sium iodide  was  not  unlikely  to  be  a  bad  one. 
Though  salvarsan  and  neo-salvarsan  in  moder- 
ate doses  seemed  to  do  no  harm  in  ordinary 
cases  of  pulmonary  tuberculosis,  yet,  as  far  as 
lie  knew,  thej^  did  no  good. 

EcKFORD,  W.  H.  Early  Diagnosis  of  Pulmonary 
Tuberculosis  by  the  Use  of  the  X-Rayed 
Guinea  Pig.  (/.  Lab.  &-  Clin.  M.,  Vol.  Ill, 
No.  3,  December,  191 7,  p.  175.) 

The  chief  objections  to  the  inoculation 
method  in  the  diagnosis  of  early  or  obscure  pul- 
monary tuberculosis  are  that  the  positive 
vims  requires  a  long  time  to  develop  in  the  in- 
oculated animal,  and  that  some  animals  have 
sufficient  natural  resistance  to  overcome  a  mild 
infection.  For  these  reasons  any  means  of 
effectively  breaking  an  animal's  resistance  so 
that  the  length  of  time  is  decreased  and  the 
"take"  made  more  certain  is  worthy  of  a 
thorough  trial. 

IMurph}^  and  ElUs  showed  that  white  mice 
were  remarkably  more  susceptible  to  bovine 
tuberculosis  after  having  been  exposed  to  the 
roentgen  ray  than  were  normal  animals.  They 
offered  as  an  explanation  the  destruction  of  the 
l>Tiiphoid  tissue  which  they  cited  as  an  im- 
portant factor  in  the  defensive  mechanism 
against  tuberculosis.  Morton,  assimiing  that 
the  guinea  pig  would  be  affected  in  a  like  man- 
ner, tried  the  roentgen  ray  on  a  series  of  inocu- 
lations. He  reported  that  when  animals  were 
subjected  to  a  massive  dose  of  roentgen  ray 
about  the  time  of  inoculation,  they  were  so 
sensitized  as  to  reduce  the  time  of  development 
of  recognizable  lesions  to  ten  days.  He  inti- 
mated that  repeated  exposures  might  be  more 
effective    but    w^ere    tmnecessary.    He    found 
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marked  reductions  in  the  leucocyte  counts 
following  the  exposure. 

Haythom  and  Lacy,  while  carrying  out  some 
studies  in  the  healing  process  of  tuberculous 
lesions  treated  by  the  roentgen  ray,  noted  the 
continued  fall  in  the  resistance  and  the  rapid 
extension  of  the  lesions  under  frequently  re- 
peated large  doses  of  roentgen  ray.  Their  find- 
ings confirmed  the  decrease  in  the  total  number 
of  leucocytes  after  a  large  dose  of  roentgen  ray, 
but  the}^  did  not  find  the  decrease  in  the  lymph- 
ocytes as  described  by  Murphy  and  Ellis.  They 
suggested  that  the  well-known  inhibiting  in- 
fluence of  roentgen  ray  on  the  glands  of  internal 
secretion  might  be  in  a  measure  responsible 
for  the  decreased  resistance  of  the  animal. 

With  the  idea  of  working  out  a  practical 
routine  procedure  for  sensitizing  guinea  pigs 
in  the  rapid  diagnosis  of  tuberculosis  by  means 
of  the  inoculation  method  a  small  group  of 
animals,  weighing  as  nearly  260  grams  each  as 
it  was  possible  to  get,  were  inoculated  with  a 
uniform  dose  of  tubercle  bacilli  and  given  dif- 
ferent doses  of  roentgen  ray  at  varying  intervals. 
The  uniform  dose  of  tubercle  bacilli  was  ob- 
tained by  adding  a  few  loops  of  tubercle  bacilli 
from  a  culture  of  human  bacillus  tuberculosis 
to  normal  salt  and  placing  the  mixture  in  a 
vaccine  bottle  containing  glass  beads  and  shak- 
ing them  for  one  hour  in  an  electric  shaker.  An 
equal  amount  of  20  per  cent  India  ink  in  nor- 
mal salt  was  added  and  one-half  cubic  centi- 
meter of  the  suspension  injected  into  both  the 
groin  and  the  peritoneal  sac  of  each  of  the 
animals.  As  the  whole  group  was  inoculated 
from  the  same  suspension,  each  animal  received 
approximately  the  same  dose  of  the  tubercle 
bacilli.  The  dose  of  roentgen  ray  was  given 
with  a  Coolidge  tube.  The  current  was  60,000 
volts,  spark  gap  six  inches;  filter  one  half  milli- 
meter of  aluminum;  target  twelve  inches; 
length  of  time  five  minutes.  The  animals  were 
examined  each  day  and  the  effects  on  general 
condition,  time  of  appearance  of  nodules,  prog- 
ress of  lesions,  etc.,  were  noted.  Leucocyte  and 
differential  counts  were  made  regularly. 

The  Singer  Laboratory,  Pittsburgh,  has, 
since  the  use  of  the  roentgen  ray  for  the  purpose 
of  sensitizing  animals  was  begun,  the  records 
of  fifty-six  animals  that  have  been  inoculated 
either  with  known  tuberculous  or  suspected 
tuberculous  material.  In  several  instances  ma- 
terial from  a  patient  has  been  injected  into  two 
animals  at  the  same  time,  one  animal  being 


subjected  to  roentgen  ray  while  the  other  was 
not.  In  one  such  instance  both  animals  showed 
lesions  on  the  same  day,  but  the  rayed  nodule 
outstripped  the  other  in  the  rapidity  of  devel- 
opment. In  another  instance  the  roentgen  ray 
was  not  used  until  several  days  after  the  inocu- 
lation, and  no  nodules  had  appeared  at  the 
time  its  use  was  begun.  Doses  were  then  given 
on  alternate  days  and  after  the  second  ex- 
posure a  nodule  appeared  and  developed  rapidly. 

Throughout  the  work  it  was  obvious  that 
the  rapidity  of  appearance  and  development 
of  the  nodules  depended  more  on  the  size  of  the 
dose  of  tubercle  bacilli  than  upon  the  amount 
of  roentgen  ray  given. 

Based  largely  upon  the  above  findings  the 
following  routine  method  for  using  roentgen 
rayed  guinea  pigs  in  the  early  diagnosis  of 
tuberculosis  is  recommended. 

The  material  must  first  be  prepared  for  in- 
jection. If  it  is  sputum  or  is  of  a  mucoid  nature, 
it  is  subjected  to  fifteen  minutes'  digestion  with 
4  per  cent  potassiimi  hydroxide  after  Petroff's 
method  and  is  centrifuged  and  washed  before 
injection.  If  it  is  of  a  fibrinous  nature,  it  is  di- 
gested in  15  per  cent  antiformin,  the  length  of 
time  depending  upon  the  resistance  of  the 
material  to  digestion.  If  it  is  a  clear  fluid,  it  is 
merely  centrifuged  and  the  sediment  taken. 
From  one-half  to  one  cubic  centimeter  of  the 
prepared  material  is  injected  into  both  the 
groin  and  the  abdomen  of  the  animal,  which  is 
then  exposed  every  second  day  to  a  five  minute 
dose  of  roentgen  ray  for  at  least  three  exposures. 
If  a  nodule  has  appeared  and  is  still  present  in 
two  weeks,  it  is  removed  under  a  local  anes- 
thetic, smeared,  and  examined  histologically. 
If  positive,  it  is  reported  at  once;  if  negative, 
the  animal  should  be  kept  for  at  least  six  weeks 
so  that  in  case  a  few  bacilli  are  present  in  the 
cavity  they  may  develop  independently  from 
the  node  in  the  groin.  If  the  animal  is  negative 
and  a  thoroughly  "rayed  pig"  at  the  end  of  six 
weeks  the  test  may  safely  be  called  "negative." 


FixNZi,  N.  S.  Skin  Ink.  (Arch.  Radiol.  &=  Elec- 
troth.,  July,  191 7.) 

During  extensive  search  for  a  means  of 
marking  skin  localization  in  such  a  manner  that 
the  marks  will  be  indelible  and  proof  against 
rough  treatment,  the  author  made  a  number 
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experiments  which  finally  brought  out  the 
lowing  formula: 

Acid  pyrogallic i  gram 

Acetone  10  c.c. 

Liquor  ferri  perchlor.  fort.       2  c.c. 

Sp.  \nni  meth ad  20  c.c. 

This   solution  meets   all  the  requirements 
anded  of  such  a  substance. 

1.  It  stains  the  skin  such  a  color  that  it  will 
ow  up  against  iodine. 

2.  The  mark  is  unaffected  when  rubbed  with 
pirit,  acetone,  ether,  soap  or  tincture  of  iodine. 

3.  The  mark  lasts  when  covered  up  wdth 
ressings,  at  least  five  days,  and  longer. 

4.  The  mark  is  quickly  and  easily  made,  and 
Ices  not  hurt  the  patient  when  placed  on  a 
)art  that  is  acutely  inflamed  and  tender. 

5.  The  substance  used  for  the  mark  does  not 
iamage  or  inflame  the  skin. 

6.  It  is  possible  to  see  the  mark  immediately 
is  made. 

7.  The  materials  are  easily  obtainable. 
The  solution  is  best  kept  in  a  bottle  with  a 

camel's-hair  brush  attached  to  the  cork  so  that 
it  can  be  easily  painted  on.  The  mark  is  brown- 
ish gray  at  first  but  after  a  few  hours  turns  a 
brilliant  black. 


Cole,  L.  G.,  and  Hoguet,  J.  P.  A.  A 
Complication  of  Gastric  Ulcer.  {X.  Y. 
Med.  Jour.,  Vol.  CV,  No.  13,  March  31, 
1917,  p.  588.) 

An  interesting  case,  illustrated  by  four  ex- 
cellent roentgenograms,  is  described  by  the 
authors  which  had  variously  been  diagnosed 
as  gastritis  and  appendicitis  in  previous  treat- 
ments. The  patient  was  an  immarried  woman 
of  26,  very  constipated  and  anemic.  She  had 
lost  about  twenty  pounds  in  the  last  year. 
There  had  been  periodical  attacks  of  pain  be- 
tween the  shoiilders  and  in  the  epigastrium,  of 
vomiting  and  pain  after  eating.  When  refer- 
red to  the  authors.  Dr.  Cole's  roentgenograms 
ruled  out  gastric  carcinoma  but  disclosed  a 
minute  punctate  ulcer,  surrounded  by  a  small 
indiu-ated  area,  on  the  lesser  cxLrvatwre  about 
four  inches  from  the  pylorus.  Furthermore, 
there  was  definite  evidence  of  a  veil  or  mem- 
brane involving  the  cecum  and  ascending  colon. 
Incompetency  of  the  ileocecal  valve  was  dem- 


onstrated, admitting  as  it  did  of  moderate 
regurgitation. 

Operation  confirmed  these  findings  and  the 
pathological  report  showed  chronic  ulceration 
of  the  gastric  mucosa  with  chronic  inflamma- 
tory changes  which  were  extensive  in  the  deep- 
er layers  and  less  so  in  the  dilated  appendix. 

About  three  months  after  the  operation  a 
barium  clysma  passed  back  to  the  cecum.  An- 
other three  months  later,  the  lesser  cur\^ature 
at  the  site  of  the  ulcer  was  absolutely  smooth 
and  the  only  roentgenological  evidence  of  the 
original  complaint  was  a  slightly  altered  depth 
in  the  peristalsis  in  this  region. 

The  importance  of  the  case  lies  in  the  fact 
that  it  illustrates  a  complication  of  gastric  ul- 
cer which  the  authors  consider  a  clinical  entity 
which  has  previously  been  more  or  less  over- 
looked. In  their  opinion  it  may  throw  some 
light  on  intestinal  toxemia  and  autointoxica- 
tion, and  possibly  on  the  etiology  of  gastric 
and  duodenal  ulcers  inasmuch  as  the  ileocecal 
valve  ceased  to  exist  and  the  intestinal  con- 
tents were  consequently  regurgitated  into  the 
small  intestine. 


Cunningham,  William  P.  Dermatological 
Aspects  of  Chronic  Intestinal  Stasis.  (Am. 
Med.,  Vol.  XII,  No.  4,  Ap.,  1917,  p.  225.) 

Cunningham  is  a  staunch  advocate  of  the 
radical  Lane  therapy  for  chronic  intestinal 
stasis.  He  not  only  subscribes  to  all  the  dis- 
tinguished British  surgeon  says  in  holding 
stasis  responsible  for  a  vast  number  of  direct 
and  remote  physical  ills  but  suggests,  with  all 
the  appearance  of  firm  comdction,  that  most, 
if  not  all,  skin  eruptions — notably  the  intract- 
able ones — are  due  to  intestinal  stasis.  He  de- 
tails a  large  number  of  these  complaints,  in- 
cluding alopecia,  and  in  a  roundabout  way 
traces  them  directly  or  indirectly  to  improper 
intestinal  function.  Consequently  he  assails  the 
principle  of  external  local  medication,  dilates 
upon  the  futihty  of  internal  medication  in  these 
cases,  and  wants  to  see  the  e\ril  eradicated  by 
the  root — the  intestines.  He  does  not  demand 
in  precise  terms  a  typical  short-circuiting  op- 
eration for  every  pimple  in  the  face  but  he  asks 
the  question:  "Is  it  possible  that  we  shoiild 
ever  ad\nse  laparotomy  for  such  a  tri\dal  thing 
as  acne?  Is  acne  such  a  tri\dal  affliction?"  And 
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he  fiimishes  the  answer:  "]Many  times,  yes; 
many  times,  no." 

In  hyperidrosis  he  ad\ises  at  least  to  resort 
to  roentgenography  to  settle  any  doubt 
whether  the  intestines  are  at  the  bottom  of  the 
"cess-pool,"  and  probably  he  would  not  object 
to  this  method  being  invoked  before  he  de- 
cided to  anastomose  the  ileum  with  the  rectiim 
in  order  to  grow  hair  on  a  bald  head.  So  there 
is  hope  for  a  fair  expansion  of  the  roentgenol- 
ogist's occupation. 


Dixon,  George  Sloan.  Roentgenography  of  the 
Eye  and  Orbit.  {New  York  State  Jour. 
Med.,  Vol.  XVII,  No.  2,  Feb.,  1917,  p.  67.) 

In  an  article  which  once  more  calls  attention 
to  his  apparatus  for  the  location  of  foreign 
bodies  in  the  eye,  as  last  described  by  John 
E.  Weeks  in  his  textbook  on  "Diseases  of  the 
Eye,"  Dixon  gives  an  interesting  survey  over 
the  possibilities  of  foreign  bodies  entering  the 
various  parts  of  the  eye.  He  strongly  advo- 
cates a  roentgen  examination  in  every  acci- 
dent case  in  which  the  e^-e  is  involved,  and  be- 
lieves it  would  astonish  those  not  in  the  habit 
of  emplo^dng  this  method  of  examination  as 
routine  to  learn  of  the  frequency  with  which 
foreign  bodies  are  found  where  nearly  every 
other  diagnostic  point  is  against  it.  In  the 
author's  experience  the  smallest  particles  of 
iron  or  steel,  lead,  copper  or  brass,  in  fact  all 
metals  except  small  pieces  of  aluminum,  can 
easily  be  shown  and  there  is  no  excuse  for 
missing  them.  Stones  and  glass  are  also  easily 
shown,  but  small  or  even  moderately  large 
pieces  of  wood  can  not  be  detected  lualess  they 
happen  to  be  painted.  Lead  and  iron  always  • 
jdeld  strong  shadows  no  matter  how  small 
they  are,  but  glass  throws  a  weak  shadow,  so 
that  in  a  search  for  the  latter  substance  the 
tube  should  be  much  lower  than  one  used  for 
iron .  Calcareous  degeneration  of  the  crj^stalline 
lens  and  bone  deposits  in  the  choroid  are 
clearly  shown. 

A  single  plate  shoidd  never  be  wholly  relied 
upon,  as  a  defect  in  the  plate  might  simtdate 
a  foreign  body  which  wotdd  not  appear  on  a 
second  plate.  Again,  certain  objects  might 
cast  a  shadow  in  one  direction  and  not  in  an- 
other. Failure  to  find  a  wound  of  entrance  is 
no  proof  that  the  globe  does  not  harbor  a  for- 
eign body.    Siderosis  should  not  be  overlooked 
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as  a  possible  evidence  of  the  presence  of  a 
tide  of  iron. 

The  statements  of  patients  can  not  always 
be  relied  upon,  although  they  should  be  taken 
into  consideration.  Thus,  cataract  in  a  young 
individual  may  be  foiuid  to  be  due  to  a  foreign 
body,  while  the  patient  may  be  wholly  uncon- 
scious of  any  accident  responsible  for  its  pres- 
ence. 

Failure  to  secure  a  shadow  is  no  proof  of 
absence.  On  the  other  hand,  an  object  of  fair 
intensity  and  good  form  may  be  simulated  on 
the  plate,  while  the  pictiu^e  may  be  only  the 
shadow  of  iron  rust.  Other  possibilities  of  fail- 
ure to  visualize  foreign  bodies  are  explained, 
including  non-observance  of  the  necessity  of 
fixing  the  vision  during  exposure. 

The  author  explains  that  in  his  long  experi- 
ence at  the  New  York  Eye  and  Ear  Infirmary 
and  other  practice  he  has  not  been  able  to 
show  intraocular  tumors  by  means  of  the 
roentgen  ray,  while  a  fair  idea  of  the  size 
and  location  of  orbital  tumors  can  be  obtained. 

In  summing  up,  the  author  feels  stu-e  that 
if  the  ophthalmic  siu-geon  would  obtain  the 
best  results,  it  is  imperative  for  him  to  have 
recourse  to  the  roentgen  ray  in  the  majority 
of  cases,  and  that  with  better  technic  it  may 
perhaps  soon  be  possible  to  obtain  information 
involving  the  optic  foramina  which  is  now 
largely  conjectural. 


Davey,  Wheeler  P.  The  Effect  of  X-Rays 
on  the  Length  of  Life  of  Tribolium  Con- 
fusimi.  {Jour.  Exp.  ZooL,  Vol.  22,  No.  3, 
April  5,  1917,  p.  573.) 

Nimierous  experiments  have  led  the  author 
to  formulate  the  following  summary  of  his  ob- 
sen'-ations. 

1.  It  has  been  shown  that  the  lethal  effect 
noticed  on  tribolium  confustim  beetles  after 
being  subjected  to  the  roentgen  rays  is  really 
due  to  the  latter  and  not  to  some  accidental 
circumstance. 

2.  A  method  has  been  developed  which 
eliminates  the  error  due  to  idiosyncrasy,  thus 
making  it  possible  to  obtain  biophysical  data 
of  a  considerable  degree  of  precision. 

3.  It  has  been  shown  that  the  lethal  effect 
of  the  roentgen  rays  on  triboUum  confusimi 
bears  a  definite  mathematical  relation  to  the 
logarithm  of  the  total  roentgen  dose. 
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4.  An  extension  of  the  psychophysic  law 
yives  a  theoretical  explanation  of  the  experi- 
.-nental  data,  if  the  resistance  rather  than  the 
susceptibility  of  the  organism  to  the  rays  is  con- 
sidered. 

The  author  promises  to  take  up  in  a  later 
paper  the  effects  produced  by  changes  in  vol- 
tage. 


Frank,  Robert  T.  Palliative  Treatment 
of  Inoperable  Carcinoma  of  the  Cervix 
by  Means  of  Radium.  {Jour.  Cancer 
Research,  Vol.  II,  No.    i,  Jan.,   1917,  p. 


85.) 

Frank  has  foimd  from  practical  experience 
in  the  Gynecological  Section  of  the  Moimt 
Sinai  Hospital,  New  York,  that  radium  is  the 
best  palliative  measure  in  inoperable  carcinoma 
of  the  cervix  and  that  far  advanced  cases  may 
be  so  treated,  with  the  result  that  not  only 
pains,  hemorrhages  and  discharges  are  rapidly 
relieved,  but  that  the  general  health  and  condi- 
tion are  indirectly  improved.  Borderline  or 
operable  cases  should  be  submitted  to  operation 
after  a  short  preliminary  application  of  radium 
and  subjected  to  a  similar  treatment  after 
operation  for  prophylactic  purposes.  The  au- 
thor advises  preliminary  irradiation  extending 
over  a  period  of  three  weeks,  giving  exposures 
of  about,  2,000,  1,200  and  800  milligram  hours 
each,  followed  within  two  or  three  days  by 
hysterectomy.  EarHer  operation  is  inadvisable 
for  bacteriological  reasons.  Foiu-  weeks  after 
operation  at  least  three  radium  treatments  at 
four  weeks'  interval  should  be  given. 

Brass  or  lead  is  interposed  to  filter  away  the 
soft  alpha  and  beta  rays  and  produce  in  their 
stead  soft  secondary  rays  which  are  as  destruc- 
tive to  the  tissues  as  the  soft  primary  rays  but 
are  readily  absorbed  by  Para  rubber,  gauze  or 
paper. 

The  application  is  made  according  to  the  site 
and  size  of  the  growth  and  the  dimensions  of 
the  vagina.  The  radium  tubes  employed  con- 
tained 83,  20,  17  and  10  mg,  respectively,  and 
the  application  was  made  as  follows: 

For  47  mg  the  naked  tubes  were  placed  in  a 
hoUowlead  cup,  attached  to  a  handle.  The  open- 
ing was  covered  with  a  lid  of  brass  i  to  i .  5  mm 
thick  and  fastened  with  a  layer  of  adhesive 
plaster.  The  cup  was  enclosed  in  a  small  bag 
or  rubber  i  mm  thick. 


For  large  cauliflower  growths  the  83  mg  tube 
was  enclosed  in  a  brass  capsule  i .  5  mm  thick. 
If  the  anterior  wall  is  infiltrated  and  the  recto- 
vaginal septum  unaffected,  one  side  of  the  car- 
rier may  be  additionally  screened  by  4  to  8 
thicknesses  of  lead  foil  inside  the  rubber  filter. 
Similarly,  the  rectum  may  be  protected  from 
luinecessary  irradiation. 

In  craterlike  carcinoma  and  extending  up 
into  the  cervix  and  involving  the  parametria, 
the  long  central  tube  was  advanced  i  to  2  cm 
and  introduced  into  the  cervix,  the  three 
smaller  tubes  radiating  at  the  same  time  the 
vaginal  portion  and  fomices.  Unless  the  carrier 
is  introduced  into  the  cervical  canal,  a  layer  of 
gauze,  about  o .  5  cm  thick,  is  interposed.  The 
carrier,  fastened  to  the  handle,  is  pushed  firmly 
against  the  gauze,  and  the  vaginal  walls  are 
separated  as  far  as  possible  from  the  radium 
by  tight  packing  with  gauze.  Patients  who 
suffer  pain  are  given  liberal  injections  of  mor- 
phine. 

An  appHcation  of  1 20  mg  for  24  hours — ^which 
is  about  the  extreme  limit  of  time — gave  the 
large  dosage  of  2,880  milligram  hours,  but  a 
considerable  part  is  absorbed  by  the  i .  5  mm  of 
brass  or  o .  5  mm  of  lead,  the  i  to  3  mm  of 
rubber  and  the  gatize.  The  frequency  of  appli- 
cation depends  upon  individual  conditions,  but 
the  author  has  foimd  the  following  method  the 
most  satisfactory.  The  further  advanced  the 
growth,  the  larger  the  initial  dose;  the  second 
treatment  to  foUow  7  to  10  days  later  and  the 
third,  14  days  after  the  second  treatment. 
With  improvement  apparent,  the  next  two 
treatments  are  given  at  intervals  of  three  weeks 
in  diminishing  dosage.  For  the  first  series  5,000 
to  6,000  milligram  hours  are  stifficient,  and 
thereafter  one  treatment  each  month  for  two 
or  more  months  completes  the  primary  treat- 
ment. 

The  author  fiuther  describes  the  results  of 
the  histological  examinations,  illustrated  by 
excellent  microphotographs.  The  first  celliilar 
changes  are  noted  about  ten  days  after  the 
initial  treatment.  Rapid  surface  disintegration 
set  in  after  three  weeks.  The  maximiim  depth 
of  the  effect  of  120  mg  of  radiimi  upon  cancer 
tissue  was  i  to  i .  5  cm  even  after  4  or  5  pro- 
longed exposures.  Larger  quantities  may  per- 
haps exert  much  deeper  effects  in  the  author's 
opinion,  but  the  optimum  amount  is  generally 
agreed  to  be  from  50  to  100  mg. 

One  of  the  removed  uteri  was  cut  in  inter- 
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rupted  serial  sections,  and  in  only  two  minute 
areas  were  spots  discovered  suggestive  of  de- 
generative carcinoma  cells. 

In  \4ew  of  these  facts  the  author  is  led  t5 
conclude  that  some  additional  local  factor 
must  exert  a  favorable  effect.  This,  in  the  case 
of  cervical  carcinoma,  "is  probably  supplied  by 
the  large  quantity  of  cormective  tissue  (para- 
metria) which  radiates  from  the  cervix  and 
under  the  influence  of  the  rays  contracts,  hard- 
ens and  perhaps  proliferates.  As  a  result,  the 
l>Tnphatics  and  smaller  blood-vessels  are  per- 
manently blocked  and  the  dense  scar  produces 
a  condition  of  "starvation"  of  the  growth. 
The  author  does  not  discuss  the  question  of 
permanent  cures,  but  confines  his  conclusions 
to  palliative  effects  as  actually  observed. 

The  histories  of  ten  cases  are  appended. 


Shorten,  J.  A.  and  Barnard,  T.  W.  The  Sup- 
pression of  Inverse  Current  in  the  Dis- 
charges from  the  Secondan,^  Terminals  of 
Induction  Coils.  (Arch.  Radio,  and  Elec- 
tro., August,  1917,  p.  65.) 

The  authors,  who  are  roentgenologists  to  the 
Colaba  War  Hospital  in  Bombay,  occupy  a 
space  of  no  less  than  seventeen  pages  of  text 
and  illustrations  in  attempting  to  describe  their 
efforts  to  eliminate  the  inverse  current  trouble 
and  incidentally  simplify  the  use  of  the  Cool- 
idge  tube.  But  in  the  end  the  method  only 
tends  to  create  confusion — a  contingency  it  is 
always  wise  to  avoid.  It  is  devoid  of  practical 
value.  J.  S.  S. 


Pais,  A.  The  Influence  of  Roentgen  Rays  on 
Malaria.  (Gazz.  d.  Osp.,  Milano,  October 
21,  1917.  XVIII,  No.  84,  p.  1121.) 

The  author  believes  that  the  course  of 
malaria  can  be  essentially  modified  by  roentgen 
treatment.  If  the  treatment  is  administered 
early  and  in  doses  sufficiently  small,  it  will  in- 
duce a  mild  coiirse,  whereas  large  doses  mav 
change  the  cycle  of  the  fever.  The  author's 
theory  is  that  a  new  generation  of  parasites 
show  increased  virulence  under  the  influence 
of  roentgen  ray  treatment.  Cases  of  chronic 
malaria  which  have  been  obstinate  under  ordi- 
nary' treatment  with  quinine  make  an  uncom-. 


plicated  recovery  under  roentgen  ray  treat^ 
ment,  and  the  spleen  is  reduced  to  its  nomu^ 


size. 
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Gray,  A.  L.  Roentgen  Ray  Diagnosis  of  Py- 
loric Stenosis,  {Va.  Med.  Semi-Monthly^ 
April  13,  1917,  p.  9.) 

The  technic  adopted  by  the  author  in  the 
diagnosis  of  pyloric  stenosis  in  infants  is  as 
nearly  as  possible  as  follows: 

Administer  the  opaque  material  in  warm 
mother's  milk,  if  practicable;  if  not,  in  a  modi- 
fied milk  corresponding  to  the  age  of  the! 
child.  Avoid  overdistention.  Observe  on  thej 
screen  or  plate  the  appearance  of  the  stomach 
immediately  following  the  ingestion  of  the 
meal;  note  carefulb"  whether  there  are  excessive 
peristaltic  movements  within  the  first  half 
hour.  Continue  the  examinations  at  interv^als 
of  one-half  to  one  hour  for  the  first  four  hotirs 
and  again,  if  necessary',  in  six  hours,  note  the 
progress  and  amount  of  opaque  material  in 
the  small  intestine.  By  a  careful  comparison 
of  these  factors  •wnth  the  normal,  a  fairly  accu- 
rate conclusion  ma}'  be  reached. 

Perhaps  the  most  characteristic  sign  of 
pyloric  stenosis  is  an  unavailing  hyperperi- 
stalsis.  This,  however,  does  not  continue  in- 
definitely, but  the  stomach  appears  to  tire 
from  its  unusual  effort,  and  a  condition  of  rest 
resembling  aton'city  ensues.  After  the  rest, 
the  attempts  at  expulsion  are  repeated.  Over- 
distention will  materially  impede  gastric  m  1- 
tility  and  will  correspondingly  prolong  t;.e 
normal  emptying  time.  Not  more  than  twj- 
thirds  to  three-fourths  of  the  estimated  nor- 
mal stomach  capacity  shoidd  be  given,  and 
proper  allowance  made  therefor. 

Pylorospasm  and  atonic  gastric  dilatatioi 
are  liable  to  be  mistaken  roentgenographicallj 
for  pyloric  stenosis.  In  pylorospasm,  the  ob 
struction  may  be  complete  while  it  lasts,  bu1 
there  is  apt  to  be  an  early  escape  of  a  smal 
amount  from  the  stomach  before  the  spasn: 
completely  shuts  off  the  passage,  and  if  the 
observation  extends  over  a  considerable  time 
the  spasm  will  relax,  and  a  comparatively  large 
amount  is  apt  to  be  extruded  at  each  ejection 
before  the  pyloric  sphincter  again  abnormally 
blocks  the  passage.  The  administration  of  ai 
anti-spasmodic,  such  as  belladonna,  or  it§  al- 
kaloid, atropine,  will  perhaps  definitely  deter- 
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ine  between  spasm  and  a  permanent  condi- 

on.     The  entire  absence  of  peristalsis  for  a 

-olonged  period,  with  perhaps  a  slight  leakage 

om  the  pylorus,  would  indicate  atonic  dilata- 

on,  and  would  be  determined  only  by  frequent 

oserv'ation  at  short  intervals. 

In  borderline  cases,  where  the  stenosis  is 

icomplete,    there   will    probably    be    present 

!iore  or  less  hyperperistalsis  with  an  extrusion 

it  short  intervals  of  a  relatively  greatly  dimin- 

;hed  amount  of  the  stomach  contents. 

All  things  considered,  the  author  does  not 
hink  a  roentgenological  diagnosis  of  pyloric 
rtenosis  a  very  difficult  matter,  and  it  should 
klways  be  resorted  to  in  appropriate  cases,  as 
t  is  perhaps  the  only  possible  method  of  deter- 
nining  with  accuracy  the  condition  in  its  par- 
dally  developed  state. 

Holland,  C.  Thurston.  Roentgen  Exami- 
nation of  Dysentery.     {Ann.  Trop.  Med. 

I  and  Parasit.,  Vol.  X,  No.  4.  Ref.  Lancet, 
Vol.  CXCII,  ]\Iarch  10,  1917,  p.  380.) 

)  The  first  article  in  this  number  of  the  Annals 
I  is  a  report  on  the  roentgen  examination  of 
[dysentery  and  other  cases  by  Captain  Holland 
who  followed  in  his  investigations  the  method 
of  Glasson,  as  described  in  his  paper  on  the 
localization  of  dysenteric  ulcers  by  the  roent- 
gen ray  including  the  administration  of  large 
doses  of  bismuth  subnitrate  for  at  least  six 
days  beforehand.  The  results,  however,  showed 
nothing  which  might  not  equally  well  have 
been  seen  on  plates  taken  under  similar  cir- 
cumstances from  non-dysenteric  indi\aduals. 
As  the  author  observ^es,  '-'bismuth  does  not  ad- 
here to  the  raw  surface  of  a  gastric  ulcer,  and 
the  diagnosis  can  not  be  made  from  this  point 
of  view."  This  statement  he  follows  up  with 
the  question:  "Why  then  should  bismuth  ad- 
here to  rdcers  in  the  lower  bowel?" 

HiRSCH,  Seth  I.  Roentgen  Diagnosis  of  Bone 
Tumors.  '{American  Journal  of  Electro- 
therapeutics and  Radiology,  Vol.  XXXV, 
No.  3,  March,  191 7,  p.  113.) 

This  is  a  very  interesting  series  of  well  illus- 


trated articles  relating  to  bone  tumors  and  a 
credit  to  any  journal.  The  work  is  didactic 
and  very  helpful.  A  little  carelessness  is  noted 
in  placing  the  cuts,  two  of  them  in  the  Alarch 
issue  being  upside  down,  but  these  little  criti- 
cisms are  as  nothing  compared  to  the  worth 
of  the  article.  We  take  this  opporttmity  of 
complimenting  the  American  Journal  of  Elec- 
trotherapeutics and  Radiology  on  its  broadened 
field.  It  is  printed  on  larger  pages  and  better 
paper,  and  the  roentgenological  aspects  of  the 
paper  are  in  every  way  creditable. 

Hewer,  E.  E.  The  Direct  and  Indirect  Effect 
of  Roentgen  Rays  on  the  Thymus  Gland  and 
Reproductive  Organs  of  White  Rats.  {Jour. 
Physiol.,  Vol.  L,  No.  5,  May,  191 6.  Ref. 
Lancet,  Jan.  20,  1917,  p.  iii.) 

As  both  thymus  and  reproductive  organs  are 
affected  b}^  roentgen  rays,  it  was  expected  that 
irradiation  of  one  organ  might  bring  some  light 
to  the  question  of  its  relation  to  the  other  or- 
gan. Only  a  few  of  the  author's  resiilts  can  be 
quoted.  Direct  irradiation  of  the  thymus  does 
not  determine  the  appearance  of  Hassall's 
corpuscles  unless  the  glands  are  simultaneously 
treated.  Irradiation  of  the  thymus  only  causes 
slight  degeneration  of  the  male  gonads  and 
delay  of  sexual  maturity,  but  no  alteration  in 
the  female.  As  to  irradiation  of  the  male  gonads, 
degeneration  occurs  and  the  affected  cells  are 
set  free  in  the  Itmien  of  the  tubules  by  des- 
quamation. Regeneration  is  possible,  depending 
on  the  age  of  the  animal  and  the  total  dose  of 
roentgen  rays.  If  the  spermatogonia  are  all  de- 
stroyed, no  regeneration  can  occur.  Hassall's 
corpuscles  always  appear,  but  disappear  in 
time.  Excessive  vascularization  of  the  supra- 
renal and  hypertrophy  of  the  islands  of  Langer- 
hans  sometimes  occur.  A  very  weak  total  dose 
accelerates  sexual  development.  Irradiation  of 
female  gonads  shows  that  young  ova  are  more 
resistant  than  older,  while  the  corpora  lutea 
become  abnormally  vascular  and  the  hyper- 
trophy of  the  interstitial  gland  is  constant  and 
persists  even  after  apparent  regeneration  of 
the  ovarv. 
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Birth  Fractures  and  Epiphyseal  Disloca- 
tions. By  Edward  D.  Truesdell,  M.D., 
Assistant  Attending  Surgeon  and  Roent- 
genologist at  The  Lying-in  Hospital ;  Asso- 
ciate Surgeon  at  the  St.  Mary's  Free  Hos- 
pital for  Children,  New  York.  Large  octavo 
of  128  pages  with  143  illustrations.  Price 
$4.00.  Paul  B.  Hoeber,  New  York,  Pub- 
lisher, 19 1 7. 

In  the  foreword  the  author  calls  attention  to 
the  meagemess  of  the  information  on  the  sub- 
ject available  in  student  text  books.  In  many 
cases  the  information  is  misleading  and  creates 
the  impression  that  dislocation  of  the  epiphyses 
is  more  common  than  fracture  of  the  shafts  of 
the  long  bones,  and  that  fracture,  when  it  does 
occur,  is  of  the  green-stick  variety.  In  the  series 
studied  no  green-stick  fracture  has  been  ob- 
served. All  fractures  have  been  found  not  only 
to  be  complete,  but  have  been  associated  with 
considerable  displacement  of  the  fragments. 
Evidence  of  dislocation  of  the  cartilaginous 
epiphyses  has  been  rarely  obtained,  even  when 
the  method  of  proving  its  existence  has  been 
understood  and  applied.  Several  years'  experi- 
ence with  many  cases  has  proved  that  the  roent- 
gen examination  of  the  pregnant  woman  and 
the  new-bom  child  may  be  made  without  detri- 
mental consequences.  The  cases  reported  were 
found  in  a  series  of  over  thirty-three  thoiisand 
deliveries. 

In  this  series,  fractures  of  the  vault  of  the 
sktill  have  been  less  frequent  than  fractures  of 
the  humerus,  clavicle  or  femur.  The  deepest 
asphyxia,  stupor,  circulatory  disturbances  and 
respiratory  irregiilarities  may  all  be  present  in 
the  new-bom,  following  violent  and  protracted 
labor;  and  a  roentgen  examination  of  the  head 
may  reveal  the  absence  of  bone  injury.  Four 
cases  of  fissure  fracture  of  the  cranial  bones 
have  been  observed  in  the  new-bom  child,  one 
with,  and  three  without,  displacement  of  the 
fragments.  In  the  first  two  cases,  attention  was 
called  to  the  injury  by  a  subperiosteal  haema- 
toma.  No  signs  of  intracranial  injury  were 
present  and  recovery  was  tincomplicated.  The 
third  case  also  developed  a  hasmatoma  and 
had  no  signs  of  intracranial  injury,  other  than 
for  a  very  brief  period.  Case  4,  a  fissure  frac- 
ture of  the  vault,  was  accompanied  by  a  de- 


pression of  the  fragment.  There  was  present 
large  haematoma  which  delayed  the  propose 
operation  for  the  elevation  of  the  depresse 
fragment.  After  the  first  few  days,  there  was 
spontaneous  improvement  in  the  depressio 
of  the  fragment,  so  that  operation  was  abar 
doned.  Eight  months  later,  roentgen  examine 
tion  showed  that  evidences  of  the  birth  fractut 
of  the  skull  had  been  almost  entirely  oblitei 
ated.  The  author  then  shows  the  roentge 
plates  of  these  cases.  The  serial  plates  tracin^ 
the  process  of  healing  are  especially  instructivti 

The  himierus  is  the  bone  most  frequentl' 
broken  diuing  deliver3^  Not  even  the  clavicle  i 
so  liable  to  fracture.  On  account  of  the  fac 
that  fractures  of  the  clavicle  are  more  likel 
to  pass  unnoticed,  the  relative  frequency  of  th 
two  injuries  cannot  be  given  with  precisior 
During  this  investigation  thirty-nine  fracture 
of  the  humerus  were  observed  in  thirty-seve: 
infants.  Fractures  in  infants  still-bom,  or  dyin 
shortly  after  dehvery,  have  not  been  includei 
in  this  series.  Operative  or  forcible  deliver 
has  been  the  cause  of  the  majority  0 
these  fractures.  Twenty-four  were  producei 
during  breech  extraction  following  versior 
and  six  occurred  during  breech  extractions  i: 
cases  of  breech  presentation.  Seven  were  attrib 
uted  to  difficulty  with  the  arms  at  the  pelvi 
outlet  in  vertex  presentations;  while  in  two  in 
stances  the  cause  of  the  fracture  was  never  as 
certained.  The  site  of  the  fracture  has  invari 
ably  been  at  or  near  the  center  of  the  shaft 
The  fine  of  f ractiu"e  was  transverse  in  aU  cas^ 
but  one.  This  was  probably  due  to  the  fa 
that  the  force  producing  the  fracture  was  usi 
ally  applied  directly  to  the  center  of  the  hi 
meral  shaft  and  at  right  angles  to  it.  In  one  ii 
stance,  the  line  of  fracture  was  somewhai 
oblique,  an  element  of  torsion  entering  into  it 
production. 

Birth  fracture  of  the  humerus  is  accompi 
nied  by  some  degree  of  deformity  in 
most  all  cases.  Two  types  of  deformity  in  tl 
transverse  plane  were  obser^^ed  in  the  roeni 
genograms.  The  more  common  was  tl 
sharp  outward  angulation  of  the  fragment 
of  the  broken  bone;  the  second  (infrequent] 
was  a  lateral  displacement  without  angula- 
tion, with  the  fragments  parallel  but  sep- 
arated.   The    angular    deformities    were    sc 
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excessive  in  some  instances  as  to  be  almost 
lensational.  Often  the  unsatisfactory  condition 
of  the  fragments  was  not  suspected  until  seen 
in  the  roentgenogram.  When  lateral  views  were 
made,  it  was  found  that  while  displacement  in 
the  anteroposterior  plane  was  less  common 
than  in  the  transverse,  it  did  occur.  An  anterior 
angular  deformity  was  found  in  some  cases. 
.Rotation  of  the  lower  fragments  outward  was 
also  seen  when  the  treatment  of  the  broken 
bone  had  been  neglected  or  was  inadequately 
carried  out.  Over-riding  of  the  fragments  was 
j  unusual  as  compared  with  fractures  of  the 
.'femur,  but  was  considerable  in  one  case.  Ac- 
i  compamdng  every  case  of  birth  fracture  of  the 
:  humerus,  there  has  been  observed  some  degree 
of  musculospiral  nerve  paralysis,  indicated 
by  a  distinct  wrist  drop.  In  cases  dissected  at 
autopsy  there  was  no  gross  lesion  of  the  ner\^e. 
The  paralysis  must  be  of  trainnatic  origin, 
due  either  to  the  \nolence  producing  the  frac- 
,  ture,  or  to  bruising  of  the  nerve  b}"  the  ragged 
I  bone  ends.  The  duration  of  the  wrist-drop  ma}^ 
'  be  short,  disappearing  entirely  in  the  first  week, 
or  it  may  persist  for  six  or  even  eight  weeks.  In 
no  case  has  it  failed  to  clear  up .  An  Erb  's  paraly- 
j  sis  of  the  same  arm  has  been  associated  with  a 
fracture  of  the  hiunerus  in  three  cases.  This  is 
a  more  serious  injury  than  the  fracture.  In  the 
treatment  of  birth  fractures  of  the  humerus,  it 
has  been  found  that  the  simplest  method  is  the 
best.  These  fractiu-es  are  put  up  without  spUnts 
of  any  sort,  the  arm  being  bandaged  to  the  chest 
wall.  The  arm  is  roentgenographed  through  the 
dressing  to  learn  the  position  of  the  fragments, 
and  the  dressing  adjusted  as  necessary.  If  but 
a  single  roentgen  observation  can  be  made 
during  the  treatment  of  these  fractures,  this 
will  be  found  of  the  greatest  service  at  the  end 
of  the  two  weeks.  At  this  time  it  is  possible 
to  correct  deformities  when  noted.  Deformity 
after  firm  imion  is  not  of  such  importance  in 
cases  of  birth  fracture  of  the  humerus  as  in 
cases  of  fracture  of  the  femur.  Three-quarters 
of  all  cases  of  fracture  of  the  hiunerus  have 
shown  some  deformity  at  the  end  of  the  first 
month.  In  a  few  cases  the  external  angular  de- 
formity has  been  excessive.  These  cases  of 
residual  deformity  have  been  roentgenographed 
at  intervals  until  the  deformities  have  disap- 
peared. The  serial  roentgenograms  have  shown 
in  every  case  a  progressive  elimination  of  the 
deformity.  Nature  has  been  able  to  restore  the 
bone  to  a  condition  that  compares  favorably 


with  the  uninjured  humerus.  Nature's  ability 
to  accomplish  this  is  remarkable. 

Between  twenty-five  and  thirty  cases  of 
birth  fracture  of  the  cla-^/icle  have  beenobsen^ed. 
Because  they  have  not  presented  so  much  of 
interest,  they  have  not  been  followed  so 
closely.  The  majority  have  been  produced  by 
more  or  less  difficult  breech  extraction.  The 
site  of  the  fracture  has  been  regularly  near  the 
center  of  the  bone,  the  line  of  fracture  nearly 
transverse.  In  no  case  has  a  so-called  green- 
stick  fracture  been  observed.  These  conditions 
of  fractures  of  the  humerus  and  clavicles  are 
thoroughly  demonstrated  by  reproductions  of 
roentgenograms.  The  serial  plates  of  birth 
fracture  of  the  humerus  are  a  most  excellent 
demonstration  of  the  marvelotis  ability  of  na- 
ture to  restore  the  deformed  bone  to  the  normal 
condition. 

During  a  period  of  six  years,  only  thirteen  cases 
of  birth  fracture  of  the  femur  have  come  under 
observation.  Eight  of  these  were  incidental  to 
breech  delivery- .  Three  were  produced  while 
extracting  the  child  through  the  uterine  in- 
cision dtiring  Caesarian  section.  One  was  pro- 
duced by  a  midwife  who  swung  the  new-bom 
child  by  its  leg  to  induce  respiration.  In  one 
case,  the  cause  of  the  fractiire  was  unde- 
termined. The  site  of  the  fracture  in  all  cases 
was  near  or  somewhat  above  the  center  of  the 
shaft.  In  six  cases,  the  Hne  was  transverse,  in 
six  obhque.  One  case  was  roentgenographed 
too  late  to  show  the  line  of  fracttire.  The  most 
constant  deformity  was  an  anterior  angulation. 
There  was  also  often  present  an  external  angu- 
lation with  more  or  less  over-riding  of  the 
fragments.  Deformities  imcorrected  have  been 
found  to  persist  long  after  deformities  of  cor- 
responding degree,  and  corrected,  have  disap- 
peared in  cases  of  birth  fracture  of  the  humerus. 
The  anterior  angulation  is  entirely  overlooked 
if  lateral  views  are  omitted.  The  disincUnation 
on  the  part  of  nature  to  compensate  for  defi- 
ciencies of  treatment  throws  added  responsi- 
bility upon  the  surgeon.  The  treatment  pre- 
sents many  difficidties.  Too  much  care  cannot 
be  devoted  to  the  correction  of  the  anterior  dis- 
placement. A  box  splint  has  been  evolved 
which  provides  flexion  of  the  thigh,  abduction 
of  the  leg,  such  traction  as  may  be  required, 
and  the  prevention  of  rotation.  The  opportu- 
nity for  cleanliness  is  provided,  and  transporta- 
tion of  the  infant  is  easily  brought  about.  A 
large  series  of  roentgenograms  is  presented, 
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showing  a  most  careful  study  of  these  fractures. 
Serial  plates  showing  sxiccess  and  failure  with 
different  types  of  splints  are  especially  valuable. 

Dislocations  of  the  epiphyses  are  more  often 
suspected  than  proven  to  exist  in  the  new- 
bom.  The  opportunity  for  operative  confirma- 
tion of  these  injuries  is  rare,  while  autopsies  per- 
formed on  infants  still-born  do  not  customarily 
include  an  examination  of  the  extremities. 
Nor  does  the  roentgen  examination  offer  such 
direct  assistance  in  the  diagnosis  of  these  condi- 
tions as  might  be  hoped  for,  since  those  of  the 
cartilaginous  epiphyses,  lacking  a  nucleus  of 
bone  within  their  substance  at  birth,  do  not 
reveal  their  whereabouts  with  precision  in  the 
roentgenogram.  This  nucleus  is  regularly  pres- 
ent in  the  femoral  epiphysis  and  is  frequently 
present  in  the  upper  humeral  epiphysis.  One 
case  of  dislocation  of  the  lower  femoral  epiph- 
ysis has  been  discovered.  This  was  a  case  of 
breech  extraction  in  which  difficulty  was  had 
in  deHvering  the  aftercoming  head.  Roentgen 
observations,  made  up  to  the  end  of  the  seventh 
month,  demonstrated  that  nature  had  largely 
restored  the  injured  member  to  normal.  Diag- 
nosis of  back\vard  dislocation  of  the  lower 
humeral  epiphysis  cannot  be  made  earlier  than 
the  end  of  the  first  week  of  life.  Four  cases  of 
such  dislocation  have  been  obser\^ed.  These  all 
occurred  in  cases  of  breech  extraction  where 
the  arms  were  extended  above  the  after-coming 
head.  There  was  considerable  difficulty  in  early 
roentgen  diagnosis.  However,  by  the  twelfth 
day,  roentgen  confirmation  of  the  injury  should 
be  obtainable.  The  roentgen  diagnosis  of  birth 
dislocation  of  the  upper  humeral  epiphysis  was 
definitely  made  in  one  case.  The  plates  repro- 
duced show  the  roentgen  evidence  of  dislocation 
of  the  lower  femoral  epiphysis.  Serial  plates 
show  nature's  repair  of  the  injury  by  the  forma- 
tion of  a  new  lower  femoral  shaft  and  the  ab- 
sorption of  the  old  shaft.  Several  plates  of  dis- 
location of  the  lower  humeral  epiphysis  are 
also  shown. 

The  book  is  printed  on  a  high  quality  of  paper 
and  the  prints  made  from  the  roentgen  plates 
are  excellent.  The  volume  does  credit  to  the 
publisher  as  well  as  to  the  author.        J.  B.  J. 


Fractures  of  the  Lower  Extremity  or 
Base  of  the  Radius.  By  Lewis  Ste- 
phen PiLCHER,  A.M.,  M.D.,  LL.D.  Con- 
sulting Surgeon  Bushwick,  German,  Jew- 
ish, St.  John's  and  Bethany  Deaconess 
Hospitals,  Nonvegian  Deaconess  Home 
and  Hospital,  New  York  Skin  and  Cancer 
Hospital,  Editor  of  the  Annals  of  Surgery. 
132  illustrations.  Published  by  J.  B.  Lip- 
pincott  &  Co.,  Philadelphia. 

This  short  essay  by  Pilcher  appears  to  be 
more  the  autobiographical  sketch  of  his  inter- 
est in  this  common  wrist  injury  than  a  serious 
attempt  to  clarify  and  instruct.  The  major  por- 
tion of  this  small  book  is  taken  up  by 
a  detailed  description  of  certain  dissecting 
room  experiments.  When  one  reads  down  to 
the  last  few  pages  and  finds  so  little  upon  diag- 
nosis and  treatment  and  practically  nothing 
upon  prognosis,  there  is  naturally  some  disap- 
pointment, although  there  is  some  consolation 
to  the  roentgenologist  when  he  finds  Pilcher 
acknowledging  that  "the  final  authority  as  to 
the  character  and  extent  of  the  injury  is  the 
.T-ray,  and  resort  to  it  should  be  made  when- 
ever practical  both  to  confirm  and  correct  the 
diagnosis  and  later  to  demonstrate  the  degree 
to  which  proper  reposition  of  the  fragments 
has  been  secured." 

There  is  some  fault  to  be  found  with  the  au- 
thor's assertion  that  he  "has  rarely  felt  any 
need  of  such  (general)  anesthesia  in  dealing 
with  a  recent  fracture  of  the  wrist."  Quite  to 
the  contrary;  if  inquiry  is  made  in  the  cases 
which  show  bad  restdts,  it  will  generally  be 
found  that  no  anesthetic  was  administered  to 
permit  a  proper  manipulation. 

It  is  to  be  regretted  that  the  author  has  not 
undertaken  to  include  more  information  upon 
the  interpretation  of  the  many  roentgenograms 
which  he  displays  with  regard  to  diagnosis  and 
prognosis.  However,  both  surgeons  and  roent- 
genologists will  find  this  volvime  worth  while. 
It  has  a  distinct  value  in  giving  us  the  opinions 
of  its  distinguished  author  on  the  old  Colles' 
fracture  of  our  student  days. 

E.  H.  S. 


THE  AMERICAN  JOURNAL 
OF  ROENTGENOLOGY 

Editor,  James  T.  Case,  M.D.,  Battle  Cree\,  Mich. 


V^OL.  V  (new  series) 


APRIL,  1918 


No.  4 


PYELOSCOPY 

BY    WILLIS    F.    MANGES,    M.D. 

Major  ^L  R.  C,  V.  S.  Army,  Clinical  Professor  of  Roentgenology,  Jefferson  Medical  College 

PHILADELPHIA,    PA. 


PYELOSCOPY  is  but  a  preliminary  to 
pyelography,  but  adds,  we  believe, 
distinctly  to  the  comfort  of  the  patient,  as 
well  as  the  safety,  and  to  the  accuracy  of 
the  entire  procedure. 

When  one  reads  that  most  excellent 
book  on  pyelography,  by  Braasch,  he  is 
first  impressed  with  the  fact  that  the  author 
is  an  artist  and  a  genius;  and  then  he 
awakes  to  the  realization  that  for  a  few 
dollars  he  has  procured  a  monumental 
wealth  of  information  and  illustration. 
One  also  receives  a  less  comforting  im- 
pression, viz.,  that  the  interpretation  of 
the  pyelogram  is  indeed  a  difficult  and 
intricate  matter. 

Happily,  the  roentgenologist  is  not  con- 
cerned with  the  tedious  clinical  and  cysto- 
scopic  studies  necessary  to  the  proper 
selection  of  cases  for  pyelographic  study. 
He  needs  but  observe  the  frequent  diffi- 
culty with  which  the  cystoscopist  succeeds 
in  passing  the  catheters,  and  the  suffering 
on  the  part  of  the  patient,  to  realize  that 
he  has  by  far  the  easier,  though  no  less 
important,  part  of  the  task;  for  if  the 
roentgen  ray  technique  is  at  fault,  then  all 
other  effort  and  suffering  have  been  for 
naught. 

Ideal  conditions  for  such  studies  are 
rare  even  in  our  largest  hospitals;  that  is, 


the  cystoscopic  room  is  at  some  distance 
from  the  roentgen  ray  room,  so  that  the 
cystoscopic  table  can  rarely  be  used  as  the 
radiographic  table.  On  the  other  hand,  the 
radiographic  table  is  not  at  all  adapted  to 
cystoscopy,  consequently  the  patient  has 
to  be  taken  from  one  room  to  another  with 
the  catheters  in  situ.  We  believe  that  the 
greatest  disadvantage  in  this  arrangement 
occurs  when  the  catheter  cannot  be  in- 
serted more  than  a  few  centimeters  into 
the  ureter,  for  then  to  remove  the  cysto- 
scope  means  almost  inevitably  that  the 
catheter  will  also  be  removed  from  the 
ureter,  while  moving  the  patient  with  the 
cystoscope  inserted  causes  continued  dis- 
comfort and  does  not  insure  the  retention 
of  the  catheter  in  the  ureter  in  all  instances. 
The  removal  of  the  patient  from  one  room 
to  another  with  the  catheter  alone  inserted 
adds  very  little  to  his  troubles.  It  is  com- 
mon practice  to  do  this  in  making  certain 
kidney  function  tests.  To  make  this  change 
with  the  cystoscope  inserted  and  carefully 
held  is  almost  inconsiderable  as  compared 
to  the  discomfort  of  the  previous  manipula- 
tion. 

Since  w^e  are  not,  as  a  rule,  fortimately 
located  with  special  cystoscopic  table  and 
roentgen  ray  apparatus  in  the  same  room, 
let   us   consider    to   what    extent   we   can 
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approach  the  ideal  by  moving  the  patient, 
after  catheterization,  to  the  roentgen  ra}' 
laboratory.  It  is  essential,  for  the  present 
purpose,  to  assume  that  in  any  hospital 
where  pyelography  is  a  practicable  pro- 
cedure, pyeloscopy  also  is  possible,  or  at 
any  rate,  should  be. 


Fig.  I. 

The  horizontal  fluoroscope  is  the  place, 
then,  to  which  the  patient  is  taken  from 
the  cystoscopic  room.  This  apparatus  must 
be  equipped  with  a  roentgen  ray  tube 
which  will  permit  of  more  or  less  rapid 
change  of  resistance  to  the  high  tension 
current  and  will  withstand  heavy  dis- 
charge cirrrents,  such  as  the  Coolidge 
tube,  or  the  air-cooled  hydrogen  regulating 
tube.  The  latter  is  the  tube  which  was  used 
in  our  earlier  studies,  but  more  recently  a 
moderately  fine  focus  Coolidge  tube  has 
replaced  this.  The  fluorescent  screen  should 
be  very  sensitive  and  free  from  lag.  In 
short,  it  is  the  sort  of  combination  with 
which  we  are  making  fluoroscopic  and 
radiographic  examinations  of  the  gastro- 
intestinal tract.  We  do  not  resort  to  or- 
dinary illumination  of  the  screen  with  from 


one  to  three  milliamperes  of  current  at  six 
or  seven  inch  tube  resistance,  but  instead 
use  from  ten  to  twenty,  or  even  thirty, 
milliamperes  with  the  tube  resistance  at 
from  three  to  four  inch  spark  gap  resist- 
ance. It  is  by  no  means  necessary  to  have 
the  screen  constantly  illruninated  in  this 
manner  for  one  to  have  perfect  control  of 
the  process.  Then,  too,  the  eye  is  more 
sensitive  to  delicate  shadows  if  the  screen 
is  alternately  light  and  dark.  The  patient 
gets  far  less  exposure  than  is  given  the 
average  gastro-intestinal  case,  and  because 
of  the  fact  that  there  is  less  scattered  radia- 
tion from  rays  of  low  than  from  those  of 
high  penetration,  the  operator  is  not 
assuming  any  unusual  risk. 

The  tube  control  must  be  such  that  one 
can  change  promptly  from  fluoroscopic  to 
roentgenographic  adjustment,  since  much 
of  the  differential  information  is  obtained 
in  the  roentgenographic  records  of  various 
degrees  of  distention,  amd  these  change 
more  or  less  rapidly  up  to  the  point  of  com- 
plete distention.  Our  rheostat,  controlling 
the  filament  current,  is  mounted  on  a  brace 
attached  to  the  side  of  the  tube  box,  so  that 
it  is  immediately  accessible.  The  high 
tension  current  is  under  control  by  means 
of  a  foot-switch  with  three  points  of  con- 
tact, each  point  having  a  definite  value 
with  relation  to  the  rheostat  of  the  main 
transformer.  The  roentgenogram  is  made 
with  the  aid  of  the  intensifying  screen  and 
therefore  requires  but  short  exposure.  The 
loaded  cassette  is  placed  on  the  abdomen 
and  held  in  position  by  the  weight  of  the 
fluorescent  screen.  For  pyeloscopy  then, 
we  use  a  modern  fluoroscopic  table  and 
modern  tube  outfit.  Opaque  catheters 
should  be  used,  but  are  not  essential.  The 
opaque  fluid  should  be  injected  by  gravity 
at  as  slow  pressure  as  possible.  But,  re- 
gardless of  the  kind  of  catheter  used  or 
the  method  of  injection,  one  meets  with 
all  sorts  of  perversities  which  lead  to  disap- 
pointment when  not  checked  up  by  means 
of  the  fluoroscope. 

When  the  catheter  is  opaque,  it  is  very 
clearly   seen   on   the   screen,    revealing   at 
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nee  the  line  of  the  ureter  and  the  extent 
3  which  the  catheter  is  inserted.  After 
he  injection  of  from  one  to  two  c.c.   of 

fe  opaque  solution,  one  sees  the  relation 
the  catheter  end  to  the  pelvis  or  calyces 
^.nd  can  withdraw  it  to  the  desired  point 


the  solution  being  temporarily  stopped. 
If  the  pelvic  shadow  appears  normal  on 
the  screen  the  process  is  discontinued;  but 
if  doubt  exists,  the  injection  may  be  con- 
tinued cautiously  imtil  some  definite  shape 
appears,  or  the  size  of  the  shapeless  shadow 


Fig.  2. 


if  it  is  inserted  too  far.  The  tip  of  the 
catheter  should  not  be  higher  than  the 
tireteropelvic  junction,  for  the  kidney 
moves  downward  perceptibly  in  many 
cases  during  inspiration  or  straining,  while 
the  catheter  remains  more  or  less  station- 
ary, and  thus  the  pelvic  lining  may  be 
injured.  Occasionally  the  solution  does  not 
flow  until  after  the  catheter  has  been  with- 
drawn slightly.  The  transparent  catheter 
does  not  of  itself  cast  a  shadow  but  can 
be  seen  when  its  lumen  is  filled  with  the 
opaque  solution. 

Once  the  pelvis  is  located  the  tube  con- 
taining the  solution  can  be  lowered  so  that 
there  will  be  a  very  slow-filling  process, 
which  causes  much  less  pain  than  a  rapid 
filling  with  the  same  degree  of  distention. 
As  soon  as  the  pelvic  shadow  assumes 
shape,  an  intensifying  screen  with  plate 
is  placed  under  the  fluorescent  screen  and 
an  instantaneous  exposure  made  through 
a   small   diaphragm  opening,   the  flow   of 


becomes  so  large  as  to  indicate  gross 
patholog}',  and  then  another  exposure  is 
made.  The  normal  kidney  pelvis  is  readily 
recognized  before  it  becomes  over-dis- 
tended. One  must  always  respect  the  pa- 
tient's sensations,  but  it  frequently  hap- 
pens that  pain  will  be  complained  of  when 
the  pelvis  is  not  distended.  On  the  other 
hand,  we  have  shdes  to  show  that  in  one 
case  the  opaque  solution  passed  into  the 
tubules  of  the  kidney  to  a  great  extent 
without  the  patient  having  complained 
of  pain.  In  this  instance,  however,  the 
fluorescent  screen  was  not  used.  Serious 
damage  might  have  been  caused  by  this 
over-distention.  (Fig.  i.) 

The  solution  sometimes  regurgitates  so 
rapidly  along  the  catheter  that  alarming 
amounts  are  necessary  to  distend  the  pel- 
vis. This,  too,  one  can  recognize  on  the 
screen,  and  adjust  the  flow  to  compensate. 
When  both  kidneys  are  being  injected  it 
is  very  important  that  the  filling  process 
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of  the  two  sides  be  controlled  independent- 
ly, the  flow  being  checked  in  one  while  it 
is  progressing  less  rapidly  in  the  other,  or 
while  some  difficulty  is  being  overcome. 
When  there  is  no  contraindication  to  im- 
mediate removal  of  the  catheter,  the 
catheter  may  be  gradually  withdrawn  so 
that  the  ureter  may  be  distended  through- 
out its  length.  (Fig.  2.) 

When  a  stone  shadow  is  clearly  seen  on 
the  roentgenogram,  is  found  to  be  in  the 
kidney  area,  is  associated  with  renal  colic, 
or  with  pain  and  blood  in  the  urine,  and 
further,  if  the  stone  shadow  be  of  irregular 
outline  conforming  to  the  shape  of  some 
portion  of  the  kidney  pelvis  or  calyx,  then 
the  diagnosis  is  reasonably  positive  as 
to  the  presence  of  stone  in  some  portion 
of  the  kidney.  But  this  is  by  no  means  as 
complete  a  diagnosis  as  is  possible,  unless 
the  stones  be  of  such  size  or  number  as  to 
demand  the  removal  of  the  entire  kidney 
without  question.  (Fig.  3.) 

It  is  seldom  that  the  entire  outline  of  the 
kidney  is  shown  on  the  roentgenogram. 
The  lower  pole,  however,  frequently  casts 


a  distinguishable  shadow,  so  that  the  kidney 
area  is  not  always  clearly  defined,  especial- 
ly on  the  right  side.  Occasionally  a  kidney 
stone  may  be  round  or  nearly  so,  and  also 
occasionally  a  single  gall-stone,  which  is 
usually  round,  may  be  phosphatic  and 
therefore  cast  a  dense  shadow.  In  the 
case  shown  in  Fig.  4,  the  symptoms  and 
signs,  even  to  the  presence  of  albumen  and 
blood  in  the  urine,  were  referable  to  the 
right  kidney.  The  surgeon  was  so  impressed 
with  the  clinical  picture,  and  was  so  lacking 
in  confidence  in  our  opinion  that  the  stone 
was  too  high  for  the  kidney  and  was  in  the 
gall-bladder,  that  he  operated  for  the  re- 
moval of  a  kidney  stone.  Having  exposed 
the  kidney,  thoroughly  explored  it  and 
failed  to  find  the  stone,  he  made  a  small 
incision  in  the  peritoneum  posteriorly, 
palpated  the  gall-bladder,  felt  the  stone 
and  then  removed  it  through  an  incision 
anteriorly,  after  closing  the  wound  on  the 
back.  Neither  pyeloscopy  nor  pyelography 
were  practiced  in  this  case;  or  in  other 
words,  the  dift'erential  diagnosis  was  in- 
complete. 

Then,  there  are  many  cases  in  which 
the  clinical  diagnosis  is  of  a  positive  char- 
acter but  the  roentgenogram  fails  to  reveal 
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stone  shadow  in  any  portion  of  the  uri- 
ar\^  tract.  In  some  of  these  the  symptoms 
ue  to  the  passage  of  minute  particles  of 
and  enmeshed  with  cell  detritus,  leuko- 

iytes,  red  blood  cells,  etc..  making  a  mass 
f  sufficient  size  and  firmness  to  actually 
lock  and  scratch  the  ureter.  When  such  a 
nass  reaches  the  bladder  it   will  readily 
Dass  through  the  urethra  and  be  called  a 
)tone  or  fragment  of  a  stone.  If  this  is  al- 
owed   to   become   drv.    it   will   retain   its 
fehape,   have   a  rough,    gritty    and    pitted 
surface,  but   a  very  low  specific  gravity. 
When  first  passed,  and  before  it  becomes 
dry,  such  a  mass  may  be  spread  out  be- 
tween the  thumb  and  forefinger,  and  the 
sense  of  touch  may  reveal  roughness  due  to 
minute  calcareous  particles.  The  roentgeno- 
gram will  not  record  such  a  foreign  body, 
and  in  fact,  neither  pyeloscopy  nor  pyelog- 
raphy  will   be   of    assistance    unless    the 
ureter  be  completely  blocked,  or  the  kidne}' 
pelvis  be  dilated  from  repeated  attacks  of 
ureteral  obstruction. 

Fig.     5    shows    the    presence    of    three 
small    dense    shadows    falling    within    the 
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Fig.  5. 


outline  of  the  lower  pole  of  the  right  kid- 
ney. These  shadows  have  been  cast  by 
three  calculi  in  the  kidney,  as  proven 
finally  by  operation.  But,  in  what  portion 
of  the  kidney  are  they?  They  are  small 
and  might  be  difficult  to  find.  To  what 
extent  must  the  kidney  be  damaged  in 
their  removal?  This  depends  on  their  loca- 
tion and  the  necessary  route  of  operation. 
The  kidne}'  outline  is  of  abnormal  size. 
Does  this  indicate  an  otherwise  diseased 
kidney  demanding  nephrectomy?  These 
are  the  questions  in  this  case  to  be  answered 
by  pyeloscopy  and  p^^elography. 

Fig.  6  shows  an  opaque  ureteral  cath- 
eter projecting  far  above  the  level  of  the 
stone  shadows,  so  far  that  one  would  sus- 
pect it  of  being  at  the  apex  of  the  upper 
calyx.  This  is  the  first  important  observa- 
tion on  the  fluoroscope.  The  catheter  seems 
to  be  high  enough  to  injure  the  kidney,  if 
the  patient  should  take  a  long  breath;  for 
the  catheter  does  not  move  up  and  down 
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with  the  kidney  during  respiration,  and 
the  tip  of  the  catheter  is  not  very  soft. 
Both  the  outHne  of  this  kidney  and  the 
stones  could  be  clearly  seen  on  the  fiuoro- 
scope.  Before  any  opaque  solution  was  in- 
jected the  cystoscopist  was  asked  to  with- 
draw the  catheter  until  its  tip  was  seen  to 
be  at  or  near  the  ureteropelvic  junction. 
Then  with  a  small  amount  of  the  solution 
injected  it  was  found  that  the  outline  of 
the  stone  shadows  became  obscured,  and, 
further,  that  new  shadows  appeared  to  a 
considerable  distance  above  the  stones. 
It  was  also  noted  that  the  stone  shadows 
moved  with  the  opaque  fluid  shadow  during 
respiration.  Fig.  7  was  made  at  this 
point.  The  detail  apparent  here  indicates 
that  a  small  amount  of  the  opaque  solu- 
tion not  only  surrounds  the  stones  but  that 
there  is  a  more  delicate  line  of  shadow  con- 
necting these,  permitting  the  conclusion 
that  the  stones  are  in  the  lower  calyx.  The 
ureter   seemed  to   continue  upward  from 


the  tip  of  the  catheter  without  indicating 
the  presence  of  a  true  pelvis,  but  upon 
resuming  the  injection  we  found  that  the 
ureter  bifurcated  and  that  there  were 
really  two  pelves.  Fig.  8  was  made  at 
this  point  and  demonstrates  the  further 
very  important  fact  that,  except  for  the 
presence  of  the  three  stones,  the  pelves 
and  calyces  are  entirely  normal.  We  now 
have,  in  addition  to  the  positive  diagnosis, 
the  exact  location,  definite  indication  for 
surgical  procedure,  an  explanation  of  the 
abnormal  size,  and  a  favorable  prognosis. 
Fig.  9  represents  an  unusual  point  in 
differential  diagnosis — a  mass  presented  in 
the  right  upper  abdomen.  It  had  about 
the  size,  shape  and  firmness  of  a  kidney. 
Many  of  the  symptoms  were  related  to  the 
kidney,  especially  pain  and  tenderness  in 
the  loin.  With  one  hand  on  the  abdomen 
and  the  other  on  the  back  the  mass  could 
be  felt  by  both  hands  and  it  was  rather 
freely    movable.    A    definite    shadow    ap- 
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eared  on  the  roentgenogram,  with  a  shape 
Similar  to  that  of  the  lower  pole  of  a  kidney, 
but  perhaps  more  dense.  During  the  pye- 
loscopic  examination  the  mass  could  be 
jfelt  and  its  shadow  could  be  seen  on  the 
(screen,  so  that  with  an  opaque  solution  in 

he  renal  pelvis  visualizing  the  kidney  it 
was  possible  to  observe  the  mobility  of  the 
mass  in  question  and  also  that  of  the  kid- 
ney pelvis.  The  kidney  could  not  be  dis- 
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placed  by  palpation,  whereas  the  mass 
could  be  moved  more  or  less  freely.  It  was 
clearly  on  a  plane  anterior  to  that  of  the 
kidne^^;  also  it  moved  toward  the  median 
line  to  such  an  extent  that  the  outermost 
point  of  the  kidney  calyces  appeared  be- 
yond the  mass.  The  last  mentioned  ob- 
servation is  clearly  demonstrated.  At 
operation  a  pendulous  and  greatly  dis- 
tended gall-bladder  was  found. 

This  briefly  is  the  course  pursued  in 
every  case  that  is  suitable  for  pyelographic 
study.  The  procedure  is  especially  interest- 


FlG.    10. 

ing  in  studying  the  pelvic  condition  of 
movable  kidney,  for  one  can  observe  not 
only  the  extent  of  motion  but  the  manner  of 
it  as  well.  It  is  entirely  practicable  to  man- 
ipulate the  kidney  much  as  one  manipu- 
lates the  stomach  or  colon  under  fluoro- 
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Fig.  14. 
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copic  observation.  In  this  way  it  is  possi- 
)le  to  determine  whether  or  not  the  kidney 
otates  and  the  extent  and  manner  of  its 
otation.  Fig.  10  shows  a  rotated  kidney, 
i^igs.  II  and  12  demonstrate  two  positions 
)f  a  hydronephrotic  kidney  with  a  dupli- 
cated pelvis. 

I  When  the  kidney  pelvis  is  partly  de- 
stroyed by  infection  it  is  important  to 
avoid  complete  filling  for  obvious  reasons. 
With  the  aid  of  the  fluoroscope  one  is  able 
to  control  the  degree  of  distention,  when 
it  is  clear  that  the  pelvis  and  calyces  are 
not  normal  in  shape  or  size.  This  is  par- 
ticularly true  in  the  case  of  pyonephrosis. 
Fig.  13  is  of  a  pyonephrotic  kidney.  Note 
incomplete  filling  of  cavity  in  the  upper 
pole  of  the  kidney. 

Figs.  14  and  15  illustrate  two  stages  in 
the  injection  of  a  pyonephrotic  kidney 
having  two  stones  in  the  pelvis.  The  pus 


cavities  are  incompletely  distended  with 
thorium  solution. 

Pyeloscopy  is  not  entirely  satisfactory 
if  the  patient  is  very  stout,  but  even  then 
it  serves  to  control  the  position  of  the 
catheter  when  it  is  opaque  to  the  rays,  and 
to  show  whether  the  solution  is  actually 
going  into  the  kidney  pelvis  or  regiirgitat- 
ing  into  the  bladder. 

The  roentgenographic  record  is,  of  course, 
more  valuable  in  determining  the  finer 
points  of  pelvic  diagnosis,  and  when  made 
after  the  above-described  technique  is 
quite  as  reliable  as  when  it  is  made  with 
the  plate  on  the  back  after  the  usual  man- 
ner. 

Since  by  means  of  the  fluoroscope  ojie 
has  control  of  pelvic  over-distention  there 
is  no  reason  why  the  whole  operation 
should  not  be  performed  under  general 
anesthesia. 


THE  MEDICOLEGAL  STATUS  OF  THE  ROENTGENOLOGIST* 


BY    ALBERT    SOILAND,    M.D. 

Fellow,  American  College  of  Physicians;  Professor  Roentgenology,  College  of  Physicians  and 

Surgeons,  University  of  Southern  California;  Assistant  Surgeon,  M.  R.  C, 

U.  S.  Xavy-;  Consulting  Roentgenologist,  Santa  Fe  Railway 

LOS   ANGELES,    CAL. 


/^NE  of  the  most  annoying  and  at  the 
^^  same  time  important  situations  con- 
fronting the  roentgenologist  today  is  the 
constantly  increasing  demand  made  upon 
him  to  attend  court.  You  all  know  that  it  is 
no  uncommon  occurrence  to  have  thrust 
upon  us  three  or  four  legal  summons  during 
the  week  to  appear  at  court  and  testify  as  to 
certain  injuries,  or  to  verify  the  authentic- 
ity of  our  plates.  Our  present  laws  are  so 
enacted  that  any  legal  luminary  can,  over 
the  most  trifling  conceivable  case,  compel 
us  to  attend  court  by  the  hour  or  day  usu- 
ally at  the  munificent  fee  of  S2.00.  It  mat- 
ters little  to  the  average  la\\yer  handling 
such  a  case  whether  you  are  losing  Si 00. 00 
or  more  per  day,  whether  you  are  inter- 
rupted in  the  pursuit  of  your  studies,  or 
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are  intercepted  in  the  supervision  of  a  vital 
case  which  needs  your  immediate  and 
personal  attention. 

Only  last  week  no  less  than  three  sub- 
poenas were  served  upon  me  in  one  day, 
two  in  person,  and  one  with  a  check  for 
$2.00  attached,  handed  in  to  the  office 
attendant  in  the  reception  room.  Had  the 
attorney  who  prepared  the  summons  in 
this  latter  instance  been  considerate  enough 
to  acquaint  me  with  the  status  of  the  case, 
much  annoyance  and  ill  feeling  would  eas- 
ily have  been  spared.  As  it  was,  this  par- 
ticular case  had  been  roentgenographed  by 
an  assistant  at  the  bedside  with  portable 
apparatus.  This  assistant  had  in  the  inter- 
val gone  east  and  joined  the  army.  The 
trial  was  set  for  ten  o'clock  in  the  Superior 
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Court  in  the  morning  following  the  sum- 
mons. Prior  to  this  hour,  I  made  many 
efforts  to  get  into  communication  with  the 
attorney,  but  was  unable  to  locate  him. 
It  therefore  became  necesssary  for  me  to 
appear  in  court  at  the  stated  hour  in  order 
to  escape  being  fined  for  contempt.  On  this 
particular  day,  I  was  engaged  in  making 
serial  examinations  upon  two  gastro-intes- 
tinal  cases.  One  of  these  patients,  quite  ill, 
had  been  sent  in  from  a  distant  city,  and 
had  been  prepared  for  examination  at  the 
hour  I  was  due  in  court.  As  this  was  an  in- 
dividual who  could  not  well  be  passed  to  an 
assistant  for  diagnosis,  I  was  compelled  to 
keep  him  over  another  day  in  order  to  make 
a  proper  study  of  his  condition.  This  was 
not  only  detrimental  to  the  patient's  com- 
fort, but  added  materially  to  his  expense, 
and  as  acute  obstruction  was  found  to  exist, 
postponed  by  twenty-four  hours  a  neces- 
sary operation,  the  delay  of  which  might 
at  any  moment  have  cost  the  patient  his 
life.  To  make  matters  more  exasperating, 
upon  arrival  at  court  on  the  morning  in 
question,  the  elusive  lawyer  greeted  me 
with  a  smile  and  calmly  informed  me  that 
the  case  had  been  adjourned  until  the  fol- 
lowing morning. 

I  have  taken  the  liberty  to  cite  this  ex- 
treme case  at  length  to  illustrate  one  of 
the  many  unreasonable  situations  which 
we  as  roentgenologists  have  to  endure.  I 
do  not  mean  to  infer  that  all  attorneys  are 
as  thoughtless  or  illogical  as  one  might 
surmise  from  the  example  related.  I  have 
many  friends  among  our  leading  judiciary, 
and  am  usually  treated  with  both  courtesy 
and  consideration. 

The  large  majority  of  court  cases  for 
which  we  are  subpoenaed  are  the  damage 
suits  instituted  and  founded  largely  upon 
the  roentgen  appearance  of  certain  frac- 
tures, dislocations,  and  injuries  to  bones 
and  joints.  These  are  the  numerous  petty 
and  pesky  cases  wherein  you  have  seen  the 
patient  once  only  for  a  roentgen  examina- 
tion. It  is  usually  an  epoch  of  the  past,  and 
you  have  forgotten  all  the  circumstances. 
The  event  is  suddenly  called  to  mind  by  a 


subpoena  accompanied  by  $2.00  cash  fc 
your  appearance  in  court.  You  are  assure^ 
that  it  is  merely  for  the  purpose  of  identify 
ing  your  plates,  that  it  will  take  only  fiv^ 
minutes  of  your  time,  and  that  your  testi 
mony  will  be  very  much  appreciated,  anij 
so  forth.  If  this  was  all  true,  we  could  per" 
haps  forgive  many  lawyers  and  support 
them  in  their  stern  efforts  to  separate  from 
the  soulless  corporation,  insurance  com- 
pany, or  luckless  individual  a  certain 
amount  of  filthy  lucre  to  be  cleverly  di- 
vided between  themselves  and  their  clients. 
Unfortunately,  however,  when  they  get 
you  on  the  stand,  the  five  minutes  are  usu- 
ally transformed  into  hours,  and  not  only 
are  you  asked  to  give  expert  testimony  for 
the  original  $2.00,  but  very  frequently  the 
la\\yer  expects  to  win  his  case  entirely 
upon  your  evidence.  Under  these  circum- 
stances, a  reasonable  fee  commensurate 
with  the  value  of  your  evidence  is  not  only 
proper,  but  its  demand  should  be  recog- 
nized legally.  Even  the  occasional  fee  of 
S25.00  or  $50.00  for  one  appearance  does 
not  as  a  rule  intrinsically  recompense  one 
for  time  lost  from  routine  work  or  private 
practice.  Alany  of  the  Superior  Court 
judges  in  our  own  city  recognize  the  im- 
portance of  competent  roentgenologic  in- 
terpretation in  the  trials  and  show  a  dis- 
position to  encourage  our  efforts.  In  only 
one  instance,  and  that  was  quite  recent, 
did  a  Superior  Court  judge  refuse  to  allow 
me  to  interpret  one  of  my  own  plates, 
which  had  already  been  admitted  as  evi- 
dence in  his  court.  I  mention  this  in  passing 
as  it  is  the  only  time  during  fifteen  years  of 
more  or  less  court  experience  that  any  such 
autocratic  discourtesy  has  been  shown  me. 
In  regard  to  the  legal  status  of  the  roent- 
gen plate,  I  believe  that  this  belongs  pri- 
marily to  the  roentgenologist,  that  the 
latter  is  obliged,  if  requested,  to  furnish  a 
print,  a  copy,  or  a  written  report.  If  an 
opinion  is  desired  as  to  prognosis  or  treat- 
ment, then,  in  my  opinion,  the  roentgenol- 
ogist becomes  a  consultant  and  is  privileged 
to  exact  a  professional  charge  consistent 
with  the  exigencies  of  the  case  in  hand. 
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The  power  to  administer  justice  vested 
n  our  judiciary  by  the  people  and  for  the 
penefit  of  the  people  miscarries  when  it 
causes,  as  in  many  of  these  suits,  a  greater 
loss  of  time  or  money  than  the  damage 
claimed.  This  is  lack  of  vision  on  the  part 


of  the  law.  The  purpose  of  this  plea  is  to 
seek  a  remedy,  and  I  trust  that  at  this 
meeting  a  sufficient  impression  will  be 
made  upon  our  members  so  that  proper 
steps  may  be  taken  to  modify  these  unjust 
medicolegal  demands. 
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BY    DAVIS    SP ANGLER,    M.D. 
Lieut.  ^L  R.  C,  U.  S.  A. 

KANSAS   CITY,    MO. 


OPAQUE   ROEXTGEX   RAY   MEALS 

THE  USE  of  the  bismuth  salts  in  the 
food  to  outline  the  various  viscera 
dates  from  the  experiments  of  Cannon  (6) 
at  Harvard  in  1896.  His  aim,  when  begin- 
ning the  experiments,  was  to  establish  the 
fact  that  the  esophagus  had  peristaltic 
movements.  In  these  experiments  he  fed 
bismuth-filled  capsules  to  a  goose  and  later 
fed  cats  on  bismuth-impregnated  meat  and 
bread  and  milk.  In  1899  Williams  and 
Cannon  in  America  gave  large  doses  of 
bismuth  subnitrate  with  food  to  human 
beings  and  made  screen  observations  and 
plates  of  the  alimentary  tract.  Five  years 
later  Rieder  published  his  famous  paper. 
Bismuth  subnitrate  was  used  for  this  work, 
but  on  account  of  its  toxicity  by  deteriora- 
tion in  the  gastro-intestinal  tract,  it  has 
been  almost  wholly  superseded  by  the  sub- 
carbonate  and  oxychlorid  of  bismuth  and 
barium  sulphate.  Of  these,  barium  sulphate 
is  now  the  salt  almost  exclusively  used  on 
account  of  its  cheapness. 

Bismuth  subcarbonate,  the  second  salt 
to  be  used,  is  good  but  expensive.  Jordan 
(2)  advocates  this  salt,  claiming  that  it 
(i)  neutralizes  any  hyperacidity,  thus  de- 
creasing pylorospasm  and  allowing  better 
filling  of  the  duodenal  cap,  and  (2)  does 
not  decrease  peristalsis.  His  meal  is  bis- 
muth subcarbonate  4  oz.,  sugar  of  milk 
3^2  oz.  and  enough  water  to  make  an 
emulsion  that  is  not  too  thick — the  whole 
being    less    than    a    tumblerful.    He    uses 


slightly  larger  amounts  in  proportion  to 
the  size  of  the  patients.  The  values  he  at- 
tributes to  the  sugar  of  milk  are:  (i)  it 
assists  in  making  a  satisfactory  emulsion; 
(2)  it  increases  the  bulk  of  the  meal;  (3)  it 
makes  the  meal  pleasant  and  (4)  is  slightly 
laxative,  thus  overcoming  the  constipating 
effect  of  the  bismuth  and  preventing  caking 
in  the  colon.  This  bismuth  subcarbonate 
mixture  is  expelled  from  the  stomach  more 
rapidly  than  the  ox\'chlorid  and  barium 
sulphate  mixtures,  hence  a  six-hour  residue 
means  considerable  delay  at  the  pylorus. 
Jordan  believes  that  the  six-hour  residue 
has  no  diagnostic  significance,  hence  he 
feels  that  this  is  no  drawback  to  his  meal. 

Bismuth  oxychlorid  is  lighter  than  the 
subcarbonate,  hence  more  easily  held  in 
suspension;  it  is  not  alkaline,  hence  does 
not  interfere  with  peristalsis. 

Barium  sulphate  is  the  salt  most  uni- 
versally used  in  this  country.  Its  greatest 
advantage  is  its  cheapness.  It  must  be  used 
in  slightl}'  larger  amounts  than  either  of  the 
preceding  salts.  One  must  be  sure  that  the 
barium  supplied  is  that  prepared  especially 
for  roentgen  ray  work,  as  the  commercial 
variety  may  contain  soluble  bariimi  salts 
which  are  toxic.  In  this  paper,  where- 
ever  a  formula  is  given  for  a  bismuth  meal, 
barium  sulphate  may  be  substituted  by 
increasing  the  amount  of  barium  about 
one  fourth. 

The  menstruums  used  for  carrying  the 
bismuth  or  barium  are  many  and  varied, 
each  author  using  from  one  to  three,  but 
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each  recommending  his  particular  pet.  A 
few  of  them  are :  farina  porridge ;  cream  of 
wheat;  wheat  hearts;  corn  meal  mush; 
bread  and  milk;  cornstarch  pap;  mashed 
potatoes;  mucilage  of  acacia;  malted  milk; 
buttermilk;  fermented  or  clotted  milk, 
known  under  various  trade  names  as  kefir, 
lactose,  yogurt,  fermolac,  brolactly,  kou- 
miss ;  sweet  milk ;  sugar  of  milk  emulsions ; 
potato-starch  pap:  spinach;  rice;  meat; 
chicken  soup;  and  so  forth. 

Carman  (7)  gives  the  following  require- 
ments for  a  good  barium  meal.  It  should  be 
(i)  more  or  less  palatable;  (2)  thick  enough 
to  hold  the  salts  in  suspension;  (3)  thin 
eat3trglri:o  fill  all  recesses ;  (4)  not  stimula- 
tive of  gastric  secretion ;  (6)  not  productive 
of  early  pyloric  closure;  (7)  not  lumpy, 
that  is,  an  even  smooth  emulsion;  (8)  of 
definite  composition;  and  (9)  easily  and 
quickly  prepared. 

The  meals  of  gruel,  cream  of  wheat  and 
such,  when  mixed  with  the  bismuth  or 
barium,  are  often  too  gritty  and  are  very 
flat.  They  are  usualh^  flavored  with  some 
fruit  syrup  or  milk  Cnot  cream,  as  the  fat 
here  inhibits  digestion  and  lengthens  the 
emptying  time)  and  sugar.  Jordan's  sugar 
of  milk  emulsion  is  said  to  be  very  pala- 
table. The  various  starch  mixtures  are 
fairly  good,  as  the  boiling  they  receive  usu- 
ally converts  part  of  the  starch  to  sugar. 
The  acacia  mixtures  usually  require  some 
flavoring.  The  fermented  and  buttermilk 
mixtures  are  very  good.  Pfahler  (9)  of 
Philadelphia  in  1906  made  tests  with  milk, 
mucilage  of  acacia,  pure  and  dilute, 
and  kefir.  A  definite  amount  of  bismuth 
was  placed  in  each  of  four  test  tubes,  the 
tubes  filled  with  the  above  mixtures  and 
the  whole  thoroughly  shaken.  In  one  hour 
the  bismuth  had  sedimented  completely 
in  the  milk  and  diluted  mucilage  of  acacia, 
and  had  nearly  sedimented  in  the  pure 
mucilage  but  was  well  suspended  in  the 
kefir  mixture  sixteen  hours  later.  Satterlee 
and  Le  Wald  (i)  repeated  and  confirmed 
Pfahler 's  experiments  finding,  however, 
that  the  second  best  menstruum  was  thick 
chicken  soup. 


These  experiments  proved  conclusively 
that  fermented  milk  was  by  far  the  best 
medium  for  holding  the  opaque  salt  in 
suspension.  It  conforms  to  all  of  Carman's  | 
requirements  and  is  the  one  most  used  in 
the  United  States  to-day. 

It  seems  that  ever}^  man  has  his  pet 
meal  and  his  own  method  of  preparing  and 
giving  the  same.  I  will  here  give  you  a  few 
of  the  formulae,  as  some  of  them  may  have 
to  be  substituted  for  the  usual  meal.  Let 
me  here  warn  3'ou  not  to  expect  the  same 
results  as  some  other  man,  unless  you  fol- 
low his  technique  exactly. 

George  (24)  gives  the  following  as  the 
original  and  standard  Reider  meal :  40  gms. 
of  bismuth  subnitrate,  or  subcarbonate,  in 
300  c.c.  of  cooked  gruel.  Carman  gives 
the  following  directions  for  preparing  the 
cornstarch  pap.  Nine  ounces  of  corn- 
starch dissolved  in  14  ounces  of  cold  water 
is  poured  into  6  quarts  of  boiling  water. 
Forty-five  ounces  of  barium  sulphate  is 
stirred  into  a  thin  paste  with  20  ounces  of 
hot  water,  allowed  to  boil  for  three  or  four 
minutes,  and  is  then  added  to  the  starch 
pap.  The  whole  mixture  is  stirred  well  and 
allowed  to  boil  for  five  minutes  slowly. 
After  cooling,  one-half  ounce  of  vanilla 
extract  is  added.  Syrup  of  raspberry  in 
larger  quantity,  or  other  flavoring,  can  be 
used  as  desired.  The  mixture  will  keep 
well  on  ice  for  two  or  three  days.  On  stand- 
ing a  scum  may  collect  and  this  must  be 
removed.  The  customary  portion  for  each 
patient  is  twelve  ounces  of  the  mixture, 
which  contains  about  three  ounces  of 
barium. 

Potato-starch  pap  is  prepared  in  much 
the  same  way.  The  following  is  given  as  a 
good  palatable  meal:  barium  sulphate  3 
to  5  oz.,  agar-agar  i  to  2  oz.,  sugar  ^  9  oz., 
cocoa  I  oz.,  water  17  oz.,  ah  to  be  boiled  up 
together.  Cream  of  wheat,  wheat  hearts, 
etc.,  are  prepared  by  cooking  until  a  rather 
thick  paste  results.  The  barium  or  bismuth 
is  added  after  cooking.  The  fermented 
milk  can  usually  be  purchased  already  pre- 
pared or  can  be  made  by  adding  the  lactic 
acid  bacilli  tablets  to  whole  milk.  Ordinary 
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uittermilk  is  often  used,  but  care  must  be 
taken  that  there  are  no  chunks  of  butter 
an  it  as  they  will  interfere  with  the  proper 
jemptying  of  the  stomach.  The  main  ob- 
jection to  ordinar\^  buttermilk  is  that  too 
much  of  the  fat  has  been  removed,  hence 
It  does  not  hold  the  barium  in  suspension 
as  well  as  the  fermented  milk. 

Most  of  the  American  roentgenologists 
^  use  the  six  hour  or  double  meal  as  outlined 
j  by  Haudek.  This  is  carried  out  by  giving 
a  barium  meal  in  the  morning  and  exam- 
I  ining  the  patient  six  hours  later  to  deter- 
mine the  amount  of  residue  left  in  the  stom- 
ach. The  second  meal  given  six  hours  after 
the  preliminary  meal  is  usually  divided 
into  two  or  three  glasses.  The  first  con- 
tains 4  to  6  oz.  of  water  with  ^  2  to  2  oz.  of 
barium.  This  passes  through  the  pylorus 
easily  and  quickly  fills  the  duodenum.  It 
also  quickly  outlines  the  gastric  contour 
showing  all  irregularities,  as  it  will  run  into 
the  various  pockets  very  easily.  The  next 
two  glasses,  containing  each  8  oz.  of  fer- 
mented milk,  potato  pap  and  so  forth, 
with  from  i  to  3  oz.  of  barium  to  the  glass, 
are  given  quickly  to  completely  fill  the 
stomach  and  allow  of  a  more  accurate 
study  of  its  size,  location,  irregularities, 
peristalsis,  and  so  forth.  Case  (8)  rec- 
ommends giving  the  barium  during  the 
regular  breakfast  as  this  will  give  a  better 
idea  of  the  retention  with  the  usual  food, 
but  most  men  use  some  regular  mixture 
for  this  preliminary  meal.  Case  advises 
that  if  a  special  meal  is  to  be  used,  farina 
mush  gives  a  more  accurate  idea  of  the 
retention  than  do  the  more  liquid  meals. 
Jordan  (4)  advises  doubling  the  amount 
of  bismuth  if  it  is  desirable  to  study  the 
terminal  ileum  and,  in  cases  of  duodenal 
obstruction,  thickening  the  emulsion  with 
corn  meal. 

Various  unique  methods  have  been  ad- 
vanced for  special  purposes  and  while  of  no 
great  value  are  of  interest  as  showing  the  in- 
ventiveness of  some  roentgenologists.  I  will 
outline  two  of  them.  Swartz's  capsules  as 
described  by  Pfahler  (9)  are  made  of  gold- 
beater's   skin    and    contain   bismuth    and 


pepsin.  These  are  placed  in  various  solu- 
tions of  hydrochloric  acid  and  then  in  the 
incubator.  The  length  of  time  required  to 
digest  the  membrane  and  release  the  bis- 
muth is  noted.  He  then  has  the  patient 
swallow  similar  capsules  and  notes,  in  front 
of  the  fluoroscope,  the  length  of  time  re- 
quired to  release  the  bismuth  in  the  stom- 
ach. B}^  this  method  he  determines  the 
amount  of  HCl  in  the  stomach.  Carman 
describes  Kaestle's  capsules  which  are  of 
two  kinds  —  sinking  and  swimming  —  both 
being  filled  with  bismuth.  By  the  use  of 
these  he  can  show  the  point  of  the  lower 
border  of  the  stomach  and  also  the  amount 
of  retained  secretion  or,  if  the  patient  is 
allowed  to  chew  but  not  swallow  appetiz- 
ing food,  they  will  show  the  amount  of  se- 
cretion poured  out.  Another  value  is  that 
they  will  show  the  amount  of  non-opaque 
fluid  in  the  stomach  above  the  level  of  the 
opaque  meal,  that  is,  how  much  of  the 
magenblase  is  fluid  and  how  much  air. 

There  is  quite  a  divergence  of  opinion 
as  to  the  preliminary  preparation  of  the 
patient.  Many  men  recommend  prelimi- 
nary catharsis  with  no  breakfast.  Others, 
and  I  believe  the  majority,  advise  no  prepa- 
ration at  all  except  the  omission  of  break- 
fast on  the  morning  of  the  examination. 
Smithies  (21)  goes  much  too  far  in  his  prep- 
aration it  seems  to  me.  He  washes  the 
stomach  and  gives  a  purgative  the  day 
before  the  examination  and  then  keeps  his 
patient  on  a  liquid  diet  for  from  eight  to 
twelve  hours.  Purgatives  and  stomach 
washings  always  disarrange  the  usual 
functional  activities,  whether  they  be 
normal  or  pathological,  and  cause  the  pa- 
tient annoyance.  They  always  make  the 
patient  more  or  less  nervous,  and  may  give 
false  findings. 

The  use  of  drugs  during  the  examination 
is  sometimes  indicated,  especially  if  there 
is  an  incisura  in  the  stomach.  Some  anti- 
spasmodic can  be  given  and.  if  the  phenom- 
enon is  due  to  a  reflex,  it  will  disap- 
pear, but  if  due  to  ulcer,  it  will  be  unaf- 
fected. Belladonna  is  the  drug  most  used. 
The  tincture  may  be  given  to  tolerance 
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and  then  the  examination  repeated,  or  the 
patient  may  be  given  one  one-hundredth 
grain  of  atropine  hypodermatically  at  the 
time  of  the  examination. 

It  will  be  found  for  practical  purposes 
that  the  amount  of  barium  in  the  opaque 
meals  will  have  to  vary  with  the  size  of 
the  individual  to  be  examined.  For  in- 
stance, it  would  be  foolish  to  give  the  same 
amount  of  barium  to  a  child  as  to  an  adult. 
Also,  smaller  amounts  are  required  for  thin 
persons  than  for  those  with  large  fat  ab- 
domens. After  a  time  you  will  size  up  the 
patient  quickly,  and  will  be  able  to  judge 
the  amount  necessary  to  give  a  good  work- 
ing shadow.  For  the  adult,  you  will 
have  a  standard  formula  and  will  increase 
or  decrease  this  as  the  patient  varies  from 
the  average.  The  usual  proportion  is  three 
heaping  tablespoonsful  of  barium  to  the 
pint  of  fermented  milk  or  buttermilk  and 
you  will  add  or  subtract,  depending  on  the 
size  and  build  of  the  patient. 

Now,  just  a  few  points  of  warning:  (i) 
Always  see  that  you  have  a  smooth  even 
mixture  free  from  lump;  (2)  gauge  the 
opaque  salt  by  the  size  of  the  abdomen 
of  the  individual  to  be  examined;  (3)  have 
your  patients  drink  the  mixture  rapidly,- 
as  in  taking  it  in  sips,  they  are  liable  to 
carry  down  air,  and  you  will  have  what 
looks  like  a  small  stomach,  or  a  very  large 
magenblase ;  (4)  remember,  to  increase  the 
amount  of  barium  in  a  mixture,  if  you  are 
making  it  according  to  a  formula  which 
calls  for  bismuth. 

Esophageal  Examination 

The  same  problems  had  to  be  solved  in 
finding  the  opaque  media  which  would 
outline  the  esophagus,  as  in  the  case  of  the 
stomach,  with  the  additional  difficulty 
that  food  was  rapidly  emptied  from  this 
organ  into  the  stomach. 

From  the  historical  viewpoint,  the  esoph- 
agus is  the  first  of  the  organs  to  be  stud- 
ied during  life  by  means  of  opaque  salts 
given  to  the  living  animal.  The  study  of  the 
peristalsis  of  the  esophagus  was  what 
started  Cannon  on  his  investigation,  and 


the  study  of  the  bismuth-filled  stomach 
came  as  a  later  and  secondary  subject. 

Many  methods  have  been  used  to  de- 
termine the  size,  peristalsis  and  patency 
of  the  esophagus.  The  giving  of  bismuth- 
filled  capsules,  or  wafers,  is  recommended 
by  Lange  (12)  and  Pfahler  (9),  but  the 
consensus  of  opinion  is  that  they  act  as 
foreign  bodies  and  may  cause  cardiospasm, 
or  remain  in  the  healthy  normal  esophagus 
for  many  minutes.  The  capsule  method  of 
examination  has  hence  fallen  into  disre- 
pute. 

A  unique  method  of  getting  the  esopha- 
gus on  roentgenograms  has  been  marked 
out  by  Bassler  (22)  and  is  also  described 
by  Niles  (18).  He  uses  a  four-foot  length  of 
4  mm.  rubber  tubing,  to  which  is  attached  a 
small  silk  covered  rubber  bag,  which  has  at 
its  lower  end  a  brass  tip.  In  the  upper  part 
of  the  tube  is  a  stopcock.  The  patient 
swallows  the  bag  and  tube  until  the  bag  is 
in  the  stomach.  The  bag  is  then  filled  with 
water  and  the  stopcock  turned  off.  The  bag 
is  now  pulled  firmty  into  the  cardiac  end  of 
the  stomach,  thus  closing  the  cardia  com- 
pletely. Now,  with  a  catheter  passed  into 
the  pharynx,  or  the  esophagus,  a  mixture  of 
barium,  acacia,  and  water  is  poured  into 
the  esophagus  until  the  barium  mixture 
runs  out  of  the  patient's  mouth.  Pictures 
are  then  taken  and  the  stopcock  opened, 
allowing  the  tube  to  empty  and  the  barium 
to  run  into  the  stomach. 
JVarious  media,  similar  to  those  used  in 
the  examination  of  the  stomach,  have  been 
used  in  this  work,  as  bread  and  milk, 
kumis,  starch  pap,  corn  meal,  apple  sauce, 
cream  of  wheat,  potatoes,  etc.  Dr.  Rush,  a 
recent  graduate  of  this  school,  following 
Prince,  I  believe,  recommends  grated  pine- 
apple as  a  menstruum,  as  it  makes  a  thick 
paste  and  is  agreeable  to  the  patient. 

The  meal  for  an  esophageal  examination 
most  used  today  is  that  outlined  by  Hirsh 
(20)  and  recommended  by  Plummer  (17)  as 
holding  the  barium  in  good  suspension, 
adhering  well  to  the  esophageal  wall,  being 
easily  washed  out  and  quickly  and  easily 
prepared.  Hirsh's  original  formula  was  a 
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Haping    tablespoonful    of    bismuth    sub- 

irate,  or  subcarbonate,  to  one  teaspoon- 
of  mucilage  of  acacia,  stirred  for  about 
tn  minutes,  until  a  syrupy  fluid  results. 
(irman  (19)  uses  four  parts  of  barium  sul- 
jiate  to  one  of  freshly  prepared  mucilage 
<  acacia  instead  of  the  bismuth  mixture, 
""'hen  made  properly,  it  is  about  the  con- 
j;tency  of  cold  molasses,  and  must  be  fed 
ii  the  patient  from  a  spoon.  This  mixture 

fll  adhere  closely  to  the  whole  esophageal 
ill,  but  will  outline  any  irregularity  in 
e  wall   especially   well,    as   the   normal 
.ucous  membrane  quickly  throws  it  off, 
aving   the   ulcerations    standing   out    in 
ear  relief.  This  meal  should  be  taken  in 
nail  amounts,  at  frequent  intervals,  as  this 
lethod  gives  the  best  idea  of  function. 
In  order  to  obtain  the  best  view  of  the 
ardiac    portion    of    the    esophagus,    the 
pomach   should   be    distended    with    gas. 
nus  raising  the  left  lobe  of  the  liver  out 
It  the  way. 

If  a  diverticulum  is  shown  by  the  acacia 
leal,  the  pocket  or  pouch  is  best  filled  by 
.sing  some  one  of  the  stomach  test  meals, 
.8  they  are  more  quickly  and  easily  taken. 

OPAQUE    EXEMAS 

The  treatment  of  the  bowel,  preparatory 
o  giving  the  opaque  enema,  still  varies 
Considerably.  ]Many  men  give  a  thorough 
burgation  the  night  before  the  examina- 
:ion.  with  enemas  on  the  morning  of  the 
examination.  Others  condemn  any  form 
bf  preparation,  claiming  that  it  will  inter- 
fere with  the  usual  function  and  relations 
pf  the  colon,  and  that  it  really  increases, 
rather  than  diminishes,  the  amount  of  gas 
in  the  colon.  Violent  purgation  always 
leaves  the  musculature  of  the  colon  more 
or  less  weakened,  which  fact  makes  it 
impossible  to  study  the  deviations  from 
the  normal  as  they  occurred  before  the 
medication.  Personally,  I  have  followed 
Case's  (8)  technique.  He  advises  no  laxa- 
tives, but,  at  least  two  hours  before  the 
examination,  three  small  enemas  of  warm 
salt  solution  are  given  at  fifteen  minute 
intervals.  These  cleanse  the  bowel  as  well 


as  high  enemas  could,  and  if  any  of  the 
salt  solution  is  left  in  the  colon,  it  will  be 
absorbed  by  the  time  of  the  examination. 

Carman  outlines  the  following  require- 
ments of  any  opaque  enema:  It  shall  be 
(i)  non-irritating  to  the  bowels,  (2)  large 
enough  to  fill  the  whole  colon,  (3)  thick 
enough  to  hold  the  barium  in  suspension 
and  (4)  thin  enough  to  fill  all  recesses. 

As  many  or  more  formulae  for  opaque 
enemas  are  in  existence  as  for  opaque 
meals,  but  the  three  which  seem  to  me  to 
be  the  best  are,  (i)  barium  sulphate  3  oz.. 
alcohol  2  drams,  gum  tragacanth  140 
grains,  water  2  pints  (Case's  Formula) ;  (2) 
six  oz.  of  barium  sulphate  in  one  pint  of 
acacia,  and  three  pints  of  condensed  milk; 
(3)  three  oz.  of  barium  sulphate  in  two 
pints  of  buttermilk.  Also  the  residue  from 
the  opaque  meals  may  be  saved,  kept  on 
ice  and  used  for  the  opaque  enema. 

The  mixture  should  be  as  warm  as  body 
temperature,  or  slightly  above,  and  should 
be  given  by  gravity.  It  is  best  to  have  a 
bulb  in  the  enema  tube  so  that  the  lumps 
may  be  forced  through  the  tip,  and  also 
to  aid  in  forcing  the  enema  past  some  ob- 
struction. Endeavor  not  to  have  lumps  in 
the  mixture. 

It  is  not  necessary  to  use  a  colon  tube, 
as  a  short  flaring  hard  rubber  tip  reaching 
just  past  the  internal  sphincter  will  do  the 
same  work.  Do  not  be  in  too  big  a  hurry 
for  the  colon  to  fill;  remember  you  are 
working  against  peristalsis.  The  knee-chest 
and  other  grotesque  positions  are  unneces- 
sary, the  ordinary  position  being  the  best 
and  most  comfortable. 

Preparation  and  Use  of  Bismuth  Paste. — 
Beck's  Bismuth  Paste,  composed  of  bis- 
muth subnitrate  one  part  and  yellow  vaso- 
line  two  parts,  should  be  heated  until 
liquid.  While  hot  it  should  be  thoroughly 
stirred  to  mix  the  bismuth,  drawn  into  a 
long  glass-tipped  syringe  and  injected  as 
hot  as  possible.  After  the  withdrawal  of  the 
svringe  a  pad  should  be  placed  over  the 
opening  of  the  sinus  and  an  ice  bag  laid  on 
the  pad.  This  hastens  the  hardening  of  the 
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paste  and  less  of  it  is  lost.  Should  any  toxic 
symptoms  result,  flush  the  sinus  several 
times  with  warm  olive  oil. 

(printed  directions  given  to  patients 
by  dr.  case.) 

No.  I.  Take  no  laxatives  or  enemas 
(except  by  special  instructions)  for  at  least 
24  hours  before  the  barium  meal,  nor  at  any 
time  while  the  observations  are  in  progress. 

No.  2.  Do  not  take  any  food,  drink  or 
medicine  on  the  morning  of  the  examina- 
tion before  the  barium  meal  has  been  given 
in  the  roentgen  ray  room. 

No.  3.  Avoid  eating  or  drinking  (except 
perhaps  as  small  an  amount  of  water  as 
may  be  necessary  to  allay  thirst)  after  the 
barium  meal,  until  the  stomach  has  ex- 
pelled the  same.  This  usually  occurs  by 
noon,  but  exact  information  will  be  given 
in  each  case. 

No.  4.  Do  not  take  any  laxatives, 
enemas  or  bowel  treatments  (except  by 
special  arrangement)  during  the  first  two 
days  of  the  barium  test. 

No.  5.  Women  patients  will  save  in- 
convenience by  wearing  kimonos. 
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T  N  presenting  this  paper  it  is  my  desire  to 
-■■   discuss  briefly  some  of  the  conditions 
3ne  is  apt  to  find  in  roentgenological  exam- 
inations of  the  mediastinum. 
As  all  the  viscera   within   the   thoracic 


the  long  narrow  chest  with  the  pendulous 
heart  of  the  thin  person;  yet  both  may  be 
perfectly  normal  chests.  It  is  only  by  a  care- 
ful study  of  the  various  types  that  we  can 
correctlv  differentiate  the  normal  from  the 


Fig.  I.  Sarcoma. 
Showing  marked  displacement  of  the  heart,  vessels  and  trachea  to  the  right. 


cavity,  with  the  exception  of  the  lungs  and 
pleurae,  are  contained  within  this  com- 
paratively small  and  inaccessible  space,  a 
great  variety  of  conditions  may  arise  which 
are  often  exceedingly  difficult  to  diagnose. 
A  thorough  knowledge  of  the  anatomy  of 
this  region  is.  of  course,  of  first  importance. 
The  short  broad  chest  with  the  high  dia- 
phragm and  transverse  type  of  heart  of  the 
stout  individual,  is  entirelv  different  from 


abnormal.  Most  roentgenologists  have 
neither  the  time  nor  the  opportunity  to 
study  the  clinical  side  of  the  various  cases, 
and  their  reports  are  based  solely  upon  the 
variations  from  the  normal  shadows  pro- 
duced upon  the  fluoroscopic  screen  and  the 
roentgen  ray  negative.  A  thorough  under- 
standing of  the  gross  patholog\^  and  general 
characteristics  of  the  various  conditions 
that  may  involve  these  parts  will  materi- 
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ally  aid  in  determining  the  correct  diag- 
nosis. 

With  the  exception  of  aneurysms  which 
produce  definite  and  unmistakable  roent- 
genological signs,  growths  in  this  region  are 
bv  far  the  most  common  of  all  conditions 
with  which  we  have  to  deal.  These  growths 
may  be  of  a  malignant  or  benign  nature. 
The  malignant  tumors  comprise  the  sar- 
comata and  carcinomata ;  under  the  benign 
tumors    are    included    lymphomata.  fibro- 


spindle-celled  sarcomata,  and  the  lympho- 
sarcomata.  The  latter  are  by  far  the  most 
common,  and,  as  a  rule,  are  irregular 
growths  with  sharply  defined  outlines, 
often  somewhat  nodular  in  shape,  and  ex- 
tending far  beyond  the  limits  of  the  medias- 
tinum. These  tumors  do  not  tend  to  invade 
or  infiltrate  the  surrounding  tissues,  but 
often  cause  marked  displacement  of  the 
viscera.  Fluoroscopically,  a  slight  move- 
ment   of    the    mass    mav    occasionallv   be 


Fig.  2.  Carcinoma. 

Mediastinal  involvement  with  metastasis  in  the  lungs.    Characteristic 
irregular  splotches  with  indefinite  outlines. 


mata,  myomata,  lipomata,  chondromata. 
osteochondromata.  simple  cysts,  dermoid 
cysts,  hydatid  cysts  and  teratomata.  The 
malignant  growths  are  by  far  the  most 
common  of  mediastinal  tumors.  Sir  Richard 
Douglas  Powell  of  London,  in  The  Prac- 
titioner, states  that  90  per  cent,  of  intra- 
thoracic growths  are  malignant. 

Sarcoma. — A  majority  of  the  mediastinal 
tumors  are  sarcomatous  in  origin.  They 
arise,  as  a  rule,  in  the  connective  tissue  and 
in  the  lymph  nodes  abounding  in  this  lo- 
cality. They  may  occur  at  almost  any  age, 
a  number  of  cases  in  children  having  been 
reported;  but  generally  they  appear  be- 
tween the  ages  of  20  and  50.  They  may  be 
divided  structurallv  into  two  classes,   the 


noticed,  due  to  pressure  upon  the  aorta, 
but  there  is  an  absence  of  expansion.  The 
spindle-celled  sarcomata  are  generally  in- 
vasive in  character;  they  have  indefinite 
outlines,  and  extend,  as  a  rule,  equally  in 
all  directions. 

Carcinoma. — Primary  carcinoma  in  the 
mediastinum  is  a  comparatively  rare  condi- 
tion. When  present,  it  originates  in  the 
esophagus,  the  larger  air-passages  or  the 
thymus.  Its  characteristic  method  of 
growth  is  by  invasion  of  the  tissues.  These 
become  infiltrated  and  thickened  and  are 
represented  on  the  screen  or  plate  by  areas 
of  irregular  density,  often  extending  be- 
yond the  limits  of  the  mediastinum  and 
into  the  lungs.  The  mass  is  not  walled  off, 


Roentgenological  Examination  of  the  ^lediastinum 


183 


s  edges  gradually  blending  with  the  sur- 
rounding tissues.  When  the  esophagus  is 
[he  priman'  seat  of  the  growth,  the  use  of 
;he  opaque  meal  will  often  be  an  aid  in  de- 
;ermining  the  location  and  extent  of  the 
esion.  Secondary  carcinoma  is  more  com- 
mon than  primary,  and  its  appearance  from 
a  roentgenological  point  of  view  is  the  same. 
It  must  be  remembered  that  tuberculosis 
of  the  lungs  and  carcinoma  may  occur  at 
[the  same  time. 

Dermoid  cysts. — Of  the  benign  tumors, 
dermoids  are  probably  the  most  common. 
These  are  usually  situated  in  the  upper 
part  of  the  mediastinum  near  the  anterior 
chest  wall,  and  generally  extend  either  to  the 
right  or  left  of  the  median  line,  and  are  sel- 
dom centrally  located.  They  have  well-de- 
fined outlines  and  are  sometimes  very  dif- 
ficult to  differentiate  from  aneurysms, 
since  not  infrequently  they  pulsate,  owing 


Fig.  3.  Teratoma. 

Xote  the  sharp  outUnes  in  comparison  with  the  heart 
shadow. 


Opaque  shadows  of  bones  or  teeth  may  be 
seen  in  the  tumor  mass,  and  such  a  finding, 
of  course,  at  once  determines  the  diagnosis. 


Fig.  4.  AxECRYSM. 
Descending  aorta.    The  lack  of  sharply  defined  edges  indicates  pulsation. 


to  their  proximity  to  large  vessels,  and  it 
is  only  by  a  careful  fluoroscopic  study, 
the  mass  being  viewed  from  different 
angles,  that  it  is  possible  to  differentiate 
between  the  two  conditions.  Occasionally, 


Temiomata.— These  resemble  dermoid 
cysts  in  their  location  and  general  charac- 
teristics. They  are  usually  flattened  out 
against  the  anterior  chest  wall,  and,  accord- 
ing to  Christian  in  Osier's  "Modern  Medi- 
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Fig.  5.  Hodgkin's  Disease. 

Enlargement  of  the  mediastinal  lymph  glands.  The 
axillary  and  supra-clavicular  glands  are  also  enlarged; 
this  is  especially  noticeable  upon  the  right  side. 

cine,"  expand  in  three  directions:  upward 
through  the  superior  aperture  of  the 
thorax;  laterally  into  the  pleural  cavity; 
downward  between  the  heart  and  lungs. 

Hyperplasia  of  lymph  nodes. — Thisusualh' 
occurs  in  children  and  is  generally  tubercu- 
lous, the  glands  often  containing  a  deposit 
of  calcium,  which  is  not  found  in  malignant 
conditions.  In  adults  the  peribronchial 
lymph  nodes  may  become  enlarged  and 
sclerosed,  especially  in  miners  and  those 
exposed  to  dusty  atmospheres.  In  other 
cases  the  hyperplasia  may  be  the  result  of 
malignant  metastasis  or  of  Hodgkin's 
disease.  In  the  latter  condition,  glandular 
enlargements  may  be  noticed  both  in  the 
axilla  and  in  the  neck;  and  the  lungs  may 
be  infiltrated,  giving  the  impression  of  a 
tuberculous  process.  In  roentgenograms 
they  are  represented  by  shadows  which  are 
usually  oval  or  elongated  and  appear 
either  singly  or  massed  together. 

Abscesses  of  the  mediastinum  occur 
either  in  the  anterior  mediastinum  as  a 
result  of  broken-down  lymph  glands  or 
caries  of  the  sternum  or  ribs.  In  the  pos- 
terior mediastinum  they  come  from  dorsal 
Pott's  disease.  When  these  abscesses  are  of 
long  standing,  they  often  contain  calcium 
deposits  in  their  walls,  the  pus  at  times 
becoming  inspissated.   The  roentgenologi- 


cal shadows  of  these  conditions  are  unmis- 
takable. They  have  sharp  outlines  and  the 
location  can  usually  be  determined  by 
means  of  the  fluoroscope. 

Diverticula  of  the  esophagus  usually  occur 
in  the  lower  mediastinal  region  and  can  be 
determined  by  the  use  of  the  opaque  meal. 

Hernia  in  this  region  is  a  rare  condition. 
The  abdominal  viscera,  usually  the  stom- 
ach or  transverse  colon,  are  occasionally 
found  in  the  posterior  mediastinum,  having 
passed  through  the  dilated  esophageal 
opening  in  the  diaphragm.  The  opaque 
meal  will  also  very  readily  determine  this 
condition. 

Echinococcus  cysts  and  hematomata 
rarely  occur  in  the  mediastinum.  They 
may,  however,  be  seen  at  the  bases  of  the 
lungs. 

The  mediastinal  region  should  always  be 
examined  by  the  combined  method;  the 
fluoroscopic  examination  being  checked  up 
with  stereoscopic  plates,  which  will  also 
serve  as  permanent  records. 

In  making  reports  on  roentgenological 
findings,  it  is  better  to  describe,  as  ac- 
curately and  intelligently  as  possible,  what 
we  see,  and  then  supplement  these  data 
with  a  few  remarks  or  suggestions  as  to  the 
probable   conditions  present.  Only   in   ex- 


FlG.  6.  DlAPHRAGM.\TIC  GaSTRIC  HeRXIA. 

Showing  bismuth  in  the  stomach  above  the  right 
diaphragm.  The  gas  shadow  beneath  the  left  dia- 
phragm is  transverse  colon. 


Roentgen  Differentiation  of  Cavities 


:eptional  cases  should  an  unequivocal  diag- 
jiosis  be  made. 

I   Many    of    the    chest    examinations    are 
Tiade  for  the  purpose  of  revealing  obscure 
conditions,  the  nature  of  which  the  clini- 
nan  has  not  been  able  to  determine,  and  it 
s  unreasonable  to  expect  the  roentgenolo- 
gist to  arrive  at  a  full  diagnosis  from  his 
sxamination  alone.  But  although  one  can- 
not differentiate  a  lymphadenoma  from  a 
Eymphosarcoma,    one    can    describe    quite 
iccurately  the  size,  position  and  shape  of 
jthe  mass,  and  what  effect  it  has  exerted 
'upon  the  surrounding  structures,  such  as 
I  displacement  of  the  viscera,  or  pressure  on 
'the  lungs  or  bronchi,  with  resultant  atelec- 
tasis   or    pleural    effusion;    and    when    all 
these  data  are  weighed  by  the  clinician  in 
conjunction  with  a  full  history  and  com- 
plete physical  examination  of  the  patient, 
a  correct   diagnosis   is   very   likely   to   be 
made.  The  greatest  benefit  can  be  derived, 
however,  from  a  joint  conference  between 
the  roentgenologist  and  the  clinician. 

Conclusions. — Aneurysmal  shadows  vary 
according  to  their  location,  and  always 
show  intrinsic  pulsations.  They  are  never 
nodular  in  form. 

Sarcomata  usually  show  clear-cut  shad- 
ows, which  are  irregular  or  nodular  in 
character.  They  are  rareh'  symmetrical  and 
often  assume  large  proportions. 


Spindle-cell  sarcomata  are  invasive 
grow1:hs  with  indefinite  outlines,  extending, 
as  a  rule,  equally  in  all  directions. 

Carcinomata  do  not  have  a  typical 
roentgenological  appearance.  They  usually 
metastasize  by  means  of  the  lymphatics. 
The  lungs  are  often  involved  and  show 
signs  of  malignant  infiltration. 

Hodgkin's  disease  usually  shows  irregu- 
lar and  nodular  shadows  due  to  the  hyper- 
plasia of  the  mediastinal  glands,  and  is 
generally  accompanied  by  lung  infiltration 
similar  to  that  of  tuberculosis.  It  is  not 
uncommon  to  find  the  axillars^  and  supra- 
clavicular glands  also  enlarged.  In  children 
enlarged  mediastinal  glands  are  nearly 
always  tuberculous,  and  frequently  show 
deposits  of  calcium. 

Dermoids  and  teratomata  generally  oc- 
cur high  in  the  mediastinal  region,  on 
either  side  of  the  median  line,  and  show 
clear-cut  symmetrical  outlines.  They  may 
easily  be  mistaken  for  aneurysms. 

Abscesses  as  a  rule  are  centrally  located, 
and  if  of  long  duration  often  contain  cal- 
cium deposits  within  their  walls.  Their 
shadows  are  generally  uniform  in  outline. 

A  characteristic  sign,  and  often  a  de- 
termining factor  in  diagnosing  mediastinal 
tumors,  is  the  displacement  of  the  trachea 
either  to  the  right  or  left  of  the  median 
line. 


THE  ROENTGEN  DIFFERENTIATION  OF  CAVITIES,  RETRAC- 
TIONS AND  PARTIAL  PNEUMOTHORACES  IN  THE  CHEST 

BY  J.  M.  STEINER,  M.D. 


NEW  VORK 


'  I  "^HERE  is  occasionally  observed  in 
^  roentgenograms  of  the  tuberculous 
chest  large  vacant  areas  in  the  normal 
limg  fields  that  may  appear  at  either  the 
apex  or  base.  These  areas  are  referred  to 
as  vacant  areas  because  there  is  lacking  de- 
tail of  any  shadows  which  could  be  inter- 
preted as  either  normal  or  pathological  lung 
parenchyma.  There  are  three  pathological 
conditions  which  might  produce  such   an 


appearance:  I.  Cavity;  II.  Retraction;  III. 
Partial  pneumothorax.  There  is  one  con- 
stantly appearing  sign  in  all  three  condi- 
tions ;  that  is.  an  absence  of  the  linear  bron- 
chial tracings.  I  shall  attempt  briefly  to 
give  the  roentgen  characteristics  of  these 
three  conditions  with  the  idea  that  these 
characteristics  may  serve  some  piirpose  in 
the  roentgen  differential  diagnosis. 

I.  Caseation  cavities  of  very  large  size 
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are  frequently  observed  in  either  the  apex 
or  base  of  the  lung.  These  cavities  many 
times  lie  just  beneath  the  visceral  pleura, 
and  the  adherent  visceral  and  parietal 
pleura  may  form  a  portion  of  the  cavity 
wall.  These  cavities  are  sometimes  found 
extending  from  the  axillary  border  of  the 
lung  to  the  mediastinal  or  cardiac  border, 
and  from  the  extreme  apex  to  the  hilus 
region.  Such  a  cavity  situated  at  the  apex 
is  usually  well  drained  through  a  large 
bronchial  opening  and  there  is  no  exudate 
within  it  to  cast  obscuring  shadows.  Such 
a  cavity  might  readily  be  confused  with  a 
partial  pneumothorax  or  a  massive  apical 
retraction.  The  general  characteristics  of 
cavities  are:  i.  The  absence  of  linear  bron- 
chial tracings.  2.  May  be  located  at  either 
the  apex  or  base.  3.  Rarely  ever  occupies 
the  entire  area  from  border  to  border.  4. 
Rarely  extend  to  the  extreme  apex.  5. 
Thick  fibroid  walls  are  usually  demon- 
strable. 6.  When  one  of  the  walls  extends 
to  and  includes  the  visceral  pleura  there  is 
usually  a  marked  thickening  and  fibrosis 
of  the  pleura  which  shows  as  a  cloudy  area 
in  the  roentgenogram.  7.  The  shape  is  usu- 
ally  of  a  rounded  or  circular  character  with 
irregularities  conforming  to  adjacent  dense 
tissues  or  viscera.  Occasionally  a  large 
cavity  occupying  the  entire  apex  of  the 
lung  is  observed  in  which  the  pleural  fibro- 
sis is  not  sufficient  to  cast  dense  shadows, 
and  my  experience  has  taught  me  that 
this  type  of  cavity  is  quite  as  difficult  to 
differentiate  at  autopsy  from  a  pneumo- 
thorax or  lung  retraction  as  it  is  in  roentgen 
ray  plates.  The  only  final  proof  of  such  a 
condition  lies  in  a  microscopic  examination 
of  the  upper  lung  margin  for  pleural 
vestiges. 

II.  Limg  retractions  due  to  the  contrac- 
tion of  a  fibroid  parenchymal  lesion  usually 
show  a  characteristic  roentgen  appearance. 
The  area  in  which  there  is  absence  of  lung 
parenchyma  is  usually  situated  at  the  ex- 
treme apex,  and  instead  of  being  of  a  gen- 
eral circular  character  as  most  caseation 
cavities  are,  the  area  is  usually  of  a  very 
irregular  character,  and  usually  the  definite 
limitations  and  the  outline  of  the  visceral 


pleura  are  sharply  shown.  Apical  retrac- 
tions are  frequently  diagnosed  by  the 
clinician  by  physical  methods  of  examina- 
tion, but  roentgenologically  we  are  not 
able  to  confirm  the  presence  of  these  re- 
tractions. With  the  development  of  the 
roentgen  method  of  examination  we  realize 
that  the  conditions  that  the  clinician  fre- 
quently diagnosed  as  apical  retractions  are 
not  anatomically  retractions,  but  in  the 
majority  of  instances  are  lesions  of  a  fi- 
broid, consolidated  or  non-aerated  char- 
acter situated  at  the  extreme  apex.  The 
roentgen  characteristics  of  apical  retrac- 
tion are:  i.  Absence  of  linear  bronchial 
tracings.  2.  Location  chiefly  at  the  apex.  3. 
The  shape  is  usually  irregular,  rarely  of  a 
rounded  or  circular  character.  4.  The  out- 
line of  the  visceral  pleura  is  usually  clearly 
shown.  5.  The  areas  outside  of  the  retrac- 
tion are  usually  clear.  6.  The  area  in  which 
there  is  an  absence  of  lung  parenchyma 
usually  extends  from  the  axillary  border  to 
the  mediastinal  border. 

III.  The  partial  pneumothoraces  from 
which  the  foregoing  lesions  must  be  dif- 
ferentiated are  those  usually  occurring 
along  either  the  axillary  or  mediastinal 
border  of  the  lung.  They  are  partial  pneu- 
mothoraces, because  adhesions  prevent 
them  from  becoming  complete.  Occasion- 
ally these  small  partial  pneumothoraces 
are  formed  and  are  shortly  afterwards 
filled  with  serous  exudate  which  in  turn 
becomes  fibrinous,  forming  a  dense  fibrosis 
of  the  visceral  pleura  and  preventing  the 
re-expansion  of  the  collapsed  areas.  When 
such  dense  limiting  walls  exist  it  is  some- 
times exceedingly  difficult  to  differentiate 
this  type  of  collapse  from  a  large  cavity. 
The  roentgen  characteristics  of  partial 
pneumothorax  are :  i .  The  absence  of  linear 
bronchial  tracings.  2.  The  location,  as  a 
rule,  is  in  the  bases,  rarely  occurring  at  the 
apex.  3.  The  outline  of  the  lung  and  vis- 
ceral pleura  can  be  usually  shown.  4.  The 
shape  is  always  irregular,  never  rounded 
or  circular.  5.  Pleural  adhesions  can  in 
many  instances  be  visualized  as  bands  or 
strings  extending  from  the  parietal  pleura 
to  the  collapsed  lung. 


|THE  IMPORTANCE  OF  THE  POSITION  OF  THE  UPPER  ARM 
IN  THE  DETECTION  OF  ROENTGENOLOGICAL  SHAD- 
OWS IN  THE  REGION  OF  THE  SHOULDER  JOINT 

BY  FRANK  W.  GEORGE,  M.D. 

WORCESTER,  MASS. 


DURING  the  last  three  years  it  has 
been  my  good  fortune  to  have  had 
the  opportunity  of  examining  a  great 
many  shoulder  joint  lesions,  and  I  have 
been  very  much  surprised  to  find  what  a 
large  percentage  of  these  examinations 
have  shown  definite  roentgenological  shad- 
ows in  the  region  of  the  subdeltoid  bursa. 
However,  not  until  quite  recently  have 
I  found  how  easy  it  is  to  miss  some  of  these 
small  shadows  on  examination  of  plates 
unless  stereoscopic  plates  or  multiple 
positions  of  the  shoulder  joint  are 
taken. 

I  have  found  in  my  experience  that  there 
is  one  position  which  has  been  of  especial 
benefit  to  me  in  bringing  out  these  shadows 
most  clearly  in  the  subacromial  region; 
namely,  with  the  patient  in  the  recumbent 
posture,  the  affected  shoulder  flush  on  the 
plate,  the  upper  arm  abducted  to  a  right 
angle,  rotated  outward,  the  forearm  flexed 
at  the  elbow  to  about  45  degrees,  and 
the  opposite  shoulder  slightly  elevated  by 
a  sandbag. 

This  position,  although  somewhat  pain- 
ful at  times  for  the  patient,  is  easil}"  main- 
tained if  the  arm  be  held  either  by  an  as- 
sistant or  by  a  bandage  applied  around 
the  wrist  and  then  fastened  to  some  part 
of  the  table.  This  position  has  proven  its 
value  to  me  on  several  occasions,  and  it 
is  my  practice  with  any  question  of  a  bur- 
sitis always  to  utilize  it,  in  addition  to  the 
anteroposterior  position,  with  arms  at  the 
sides.  One  roentgenogram  in  the  prone  po- 
sition, with  upper  arm  abducted,  is  im- 
portant. These  four  positions  I  believe 
to  be  absolutely  necessary  if  subdeltoid 
shadows  are  to  be  excluded,  although  many 
may  prefer  stereoscopic  plates. 

I  have  no  doubt  that  a  great  many  men 
are  satisfied   in   taking   simply  anteropos- 


terior plates;  that  is,  one  with  the  back  of 
the  shoulder,  or  one  with  the  front  of  the 
shoulder  next  to  the  plate.  In  the  major- 
ity of  cases  one  or  both  views  might  suf- 
fice, but  since  I  have  been  employing  these 
various  positions,  I  have  been  surprised  to 
find  how  many  times  these  shadows  have 
appeared  only  on  the  plates  in  which  I 
have  used  the  abduction  and  rotation  of 
the  humerus,  whereas  in  the  simple  antero- 
posterior plates  nothing  abnormal  could  be 
observed. 

A  review  of  the  literature  published  dur- 
ing the  last  two  years  with  reference  to  the 
shadows  in  the  subacromial  region  has  been 
exceedingly  interesting  to  me,  and  from 
a  roentgenological  standpoint  it  is  quite 
plain  to  see  how  careful  we  must  be  in  for- 
mulating a  diagnosis  with  reference  to  these 
shadows. 

A  year  or  two  ago  we  would  have  had 
little  hesitation  in  calling  these  shadows 
calcified  subdeltoid  bursce.  To-day  there 
is  no  positive  proof  that  we  can  rely  upon 
as  being  absolute,  as  to  whether  or  not 
these  shadows  are  in  the  bursa  proper,  in 
the  tendons  of  the  spinatus  muscles,  or 
even  in  the  capsule  of  the  joint  itself. 
From  a  surgical  standpoint  considerable 
careful  work  must  be  done  at  time  of 
operation,  and  careful  observations  as  to 
the  exact  location  of  this  increased  density 
made,  followed  up  by  a  definite  patholog- 
ical report  together  with  chemical  analysis 
in  order  to  determine  whether  this  is  a  true 
calcification  or  not. 

Berry^  in  his  article  has  very  properly 
brought  this  to  the  attention  of  the  surgeon, 
and  we  find  that  these  shadows  have  been 
interpreted  in  various  ways.  Painter  sug- 
gests that  they  are  due  to  a  thickening  of 
the  walls  of  the  bursa ;  Baer  to  scar  tissue ; 
Beltz  to  fluid  under  pressure  and  hemor- 
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rhage;  and  again  Painter,  Codman,  Brick- 
ner,  Ely,  Dunlop  and  others  to  a  deposi- 
tion of  calcium  salts.  Sometimes  the  deposi- 
tion of  salts  has  been  in  the  bursa  proper, 
at  other  times  in  the  wall  only,  and  again 
in  the  tendon  of  the  supra  or  infraspinatus 
muscle.  Of  course,  it  may  not  interest  us 
or  be  of  so  great  importance  as  to  whether 
these  shadows  are  in  the  spinatus  tendon 
or  the  bursa  proper,  but  in  formulating  a 
diagnosis  which  we  must  return  to  the 
surgeon,  it  would  seem  well  to  me,  for  a 
while  at  least,  to  simply  content  ourselves 
with  stating  that  shadows  are  present  in 
the  subacromial  region,  but  not  to  make  a 
positive  diagnosis  of  calcification  of  a  sub- 
deltoid bursa. 

In  following  up  one  or  two  of  these  cases 
of  shadows  in  the  subacromial  region  after 
operation,  I  have  found  that  occasionally 
not  all  of  the  foreign  body  has  been  re- 
moved, although  symptoms  have  entirely 
subsided;  and,  as  Berry  has  well  brought 
out,  conservative  treatment  sometimes 
shows  the  disappearance  of  these  shadows 
after  a  few  weeks'  careful  treatment. 


With  this  in  mind, — -the  possibility  of 
these  patients  going  for  several  months 
after  the  roentgenological  examination  is 
made, — it  would  seem  to  me  quite  proper 
for  us  to  observe  the  same  rule  which  we 
do  with  reference  to  renal  calculi;  that  is, 
to  have  roentgenograms  repeated  within 
a  short  period  of  the  time  of  proposed 
operation. 

I  have  in  my  offices  several  plates  which 
illustrate  the  appearance  of  these  shadows 
in  the  subacromial  region,  and  also  plates 
of  two  cases  taken  in  a  position  of  abduc- 
tion and  external  rotation  of  the  upper 
arm.  the  only  position  which  has  brought 
these  shadows  into  clear  view.  Two  other 
plates  in  my  possession  show  the  existence 
of  similar  shadows  in  the  region  of  the 
greater  trochanter  and  internal  condyle  of 
the  femur. 
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BY    E.    B.    ROSA 

Acting  Director 


WASHINGTON,    D.C. 


X^  -ray  work  has  recently  been  added  to 
-^^  the  activities  of  the  Bureau  of  Stan- 
dards. It  is  intended  that  this  work  shall 
ultimately  include  the  entire  field  of  .v-ray 
testing  and  standardization.  The  routine 
determination  for  the  general  public  of  the 
effective  lead  content  of  protective  ma- 
terials has  been  successfully  initiated  and 
other  lines  of  testing  will  be  developed  in 
due  course.  The  importance  of  testing  pro 
tective  materials  is  indicated  by  the  ex- 
perience of  the  Bureau.  Of  a  dozen  pieces 
of  lead  glass  purchased  about  a  year  ago  in 
the  open  market  two  were  found  to  offer  no 
more  protection  than  ordinar\^  plate  glass. 


The  desirability  of  increased  protection 
from  the  .v-ray s  was  generally  admitted  and 
at  the  suggestion  of  the  Bureau  several 
manufacturers  of  lead  glass  and  of  lead 
rubber  began  experiments  in  the  endeavor 
to  increase  the  quality  of  their  products, 
with  the  gratifying  result  that  lead  plate 
glass  was  produced  of  eighty  per  cent  higher 
quality,  and  lead  rubber  of  one  hundred 
per  cent  higher  quality  than  those 
of  the  materials  previously  upon  the 
market. 

The  Bureau  of  Standards  invites  cor- 
respondence with  those  interested  in  its 
•X-ray  work. 


SOME  UNUSUAL  STOMACH  CASES 


BY  ALBERT  M.  COLE,  M.D. 

INDIANAPOLIS,  IND. 


ASE  I.  PERFOR.\TIXG  CARCIXO>L\TOUS  GAS- 
TRIC ULCER  OX  THE  GREATER  CURVATURE 

Patient.— Mr.  H.  D.  T.  Age  34.  Exam- 
ned  October  3,  191 7. 

History. — Symptoms  began  four  months 
)efore,  consisting  of  pain  of  a  dull  character 
oming  on  when  the  stomach  was  empty, 
ocated  in  the  epigastrium  and  relieved  by 
cod.   This   is  rather   a   typical   duodenal 
ilcer  history.  There  was  no  tenderness,  no 
lausea  or  vomiting  and  appetite  was  good. 
Altogether  the  symptoms  were  mild,  but 
Ion  physical  examination  there  was  noted 
a  small  tumor  mass  about  the  size  of  an 
legg  above  the  umbilicus. 
{     Fluoroscopy,    with    the    stomach    filled 
rwith  the  opaque  meal,   showed  a  "filling 
|defect"  on  the  greater  curvature  near  the 
pylorus.    There    was    a    very    pronounced 
Haudek's  niche  (Fig.   i).  No  pyloric    ob- 
struction was  noted  as  the  stomach  showed 
no  six  hour  residue. 

A  diagnosis  was  made  of  gastric  ulcer 
with  a  probable  carcinomatous  degenera- 
tion. On  account  of  the  depth  of  the  ulcer 
crater,  as  shown  by  the  extensive  niche, 
immediate  operation  was  advised.  Three 
days  later  the  patient  was  seized  with  se- 
vere abdominal  pain  with  all  the  symp- 
toms of  intense  shock  and  died  four  hours 
later.  Autopsy  revealed  a  perforation  in 
the  ulcer  area  and  extensive  metastasis  of 
carcinomatous  nature  along  the  lower 
border  of  the  liver. 

The  unusual  features  of  this  case  are 
the  short  and  mild  history,  the  situation 
-of  the  ulcer  on  the  greater  curvature  and 
the  brief  duration  of  the  symptoms  follow- 
ing perforation  (4  hours)  and  preceding 
death. 

CASE   n.    SPASMODIC   HOURGLASS   STOMACH 
UNAFFECTED    BY    BELLADOXXA 

Patient. — J.  C.  H.  Examined  April  30, 
1917. 


History. — Trouble  began  three  years 
ago  with  severe  pain  immediately  after 
eating.  It  was  located  in  the  epigastrium 
and  relieved  by  nothing.  Heavy  coarse 
food  increased  the  pain.  There  was  tender- 
ness on  pressure  over  the  epigastrium. 
Some  nausea   and  vomiting — vomit   con- 


FiG.  I.  Carcinomatous  Gastric  Ulcer  on  Greater 
Curvature  at  Pylorus. 


sisted  of  fluid  and  some  food.  Constipation 
severe.  Loss  of  twenty-five  pounds  in 
weight.  Appetite  good.  No  stomach-con- 
tents anal3^sis  made. 

Fluoroscopy  revealed  a  "purse  string" 
constriction  near  the  pylorus.  It  appeared 
not  unlike  a  deep  peristaltic  wave  but  it 
was  constant  (Fig.  2).  The  real  peristaltic 
waves  ran  through  it.  Palpation  made  no 
impression  on  it  and  pain  was  elicited  on 
deep  pressure  over  this  area.  A  series  of 
plates  were  taken  and  another  fluoroscopic 
observation  was  made  later,  but  the  con- 
striction still  persisted.  There  was  no  six 
hour  residue  or  other  roentgen  evidence 
of  organic  disease.  Suspecting  that  it  was 
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Some  Unusual  Stomach  Cases 


1 


Fig.    2.    Spasmodic    Hourglass    Stomach. 

spasm  the  patient  was  given  Tr.  Bella- 
donna for  four  days — dose  20  drops  four 
times  daily,  increased  to  30  drops  four 
times  a  day.  At  the  end  of  this  time  the 
patient  returned  showing  the  usual  symp- 
toms following  the  administration  of  bel- 
ladonna. The  stomach  was  now  again 
filled  with  the  opaque  meal  and  the  same 
findings  were  obtained.  A  diagnosis  was 
now  made  of  organic  "hourglass"  stomach, 
probably  due  to  ulcer.  Operation  showed 
no  stomach  lesion  but  a  diseased  appendix. 
During  the  operation  the  surgeon  noted 
at  times  that  the  stomach  muscles  showed 
this  same  constricting  ring.  A  report  from 
the  patient  several  months  after  operation 
stated  that  there  was  marked  improve- 
ment in  the  gastric  pain.  This  case  proves 
that  there  are  exceptions  to  the  rule  that 
belladonna  will  relax  gastric  spasm  that 
simulates  "filling  defects." 

CASE     III.     ORGANIC     HOURGLASS     STOMACH 
WITH    PERFORATION    INTO    DUODENUM 

Patient.— Mrs.  D.  H.  B.  Age  35. 
History. — Gastric  pain  had  been   com- 
plained of  for  many  years.  The  pain  came 


on  soon  after  eating  and  at  times  was  very 
intense   and   located   at    the   epigastrium. 
There  was  no  vomiting  and  no  hemorrhage. 
The  appetite  was  always  good,  but  during  j 
the  last  year  there  had  been  considerable  ! 
loss  of  weight.  ! 

Fluoroscopically  it  was  noted  during  ' 
the  injection  of  the  barium  meal  that  only 
the  cardiac  portion  of  the  stomach  filled. 
However,  before  the  meal  was  all  taken  it 
was  observed  that  the  pyloric  end  began 
to  fill  through  an  apparent  constriction  in 
the  pars  media.  At  the  end  of  the  meal  the 
stomach  showed  its  classical  "hourglass" 
form  with  the  stomach  divided  into  equal 
halves.  There  was  noted  a  Haudek's  niche 
on  the  lesser  curvature  opposite  the  con- 
striction. A  further  study  under  the  screen 
showed  the  second  portion  of  the  duo- 
denum filled  and  attached  to  the  lesser 
curvature  and  the  barium  passing  directly 
from  the  lower  portion  of  the  upper  pole 
of  the  stomach  into  the  duodenum  (Fig.  3). 
No  pylorus  could  be  visualized.  A  six  hour 
observation  showed  the  upper  pole  empty 
(Fig.  4),  and  the  lower  pole  fully  filled.  A 


Fig.  3.  Organic  Hourglass  Stomach  With  Per- 
foration Into  Duodenum. 


Some  Unusual  Stomach  Cases 
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renty-four    hour    observation    disclosed 
le  lower  pole  still  well  filled. 
A  diagnosis  was  made  of  organic  "hour- 
lass"  stomach  due  to  callous  ulcer  on  the 
bsser  curv'ature  with  perforation  into  the 
luodenum. 
On  operation  it  was  found  as  described: 
le  pylorus  and  duodenum  were  bound  by 
Idhesions  to  the  lesser  curvature.  A  gastro- 
rastrostomv  and  a  gastroieiunostomv  were 


Fig.  4.  Same  as  Fig.  3 — Six  Hours  Later. 

done.  Fig.  5  shows  the  result  three  months 
after  operation. 


CASE    IV.    DUODENAL    ULCER    SHOWIN'G    NO 
CAP     DEFORMITY 

Patient.— Mr.  W.  F.  B.  Age  31. 

History. — For  several  years  the  patient 
has  complained  of  a  dull  pain  coming  on 
three  to  four  hours  after  eating,  felt  in  the 
epigastrium  and  relieved  by  food.  There 
were  distinct  periods  of  remission.  Two 
attacks  of  hemorrhage  by  mouth  and 
bowel  occurred — the  second  attack  severe 
with  a  vomitus  of  pure  blood.  There  had 


Fig. 


Same  as  Fig.  3  After  Operation". 


been  no  loss  of  weight  and  the  appetite  was 
good.  Altogether  the  history  was  quite 
typical  of  duodenal  ulcer. 

Two  roentgen  examinations  were  m.ade 
several  months  apart.  At  neither  examina- 
tion were  there  any  roentgen  findings  in- 
dicative of  an  organic  lesion.  A  series  of 


Fig.  6.  Duodenal  Ulcer  Showing  a  Normal  Cap. 
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Periosteal  Sarcoma  in  a  Dog 


plates  at  both  examinations  gave  a  con- 
stant normal  cap  (Fig  6).  Lateral  plates 
also  gave  a  normal  cap  outline. 

Operation  revealed  a   small  deep  ulcer 
on  the  posterior  surface  of  the  first  portion 


of  the  duodenum.  The  bowel  otherwisi 
was  in  appearance  perfectly  normal,  wit^ 
(as  the  surgeon  expressed  it)  no  "puckei 
ing"  of  the  duodenal  wall,  which  woul 
deform  the  outline  of  the  cap. 


PERIOSTEAL  SARCOMA  IN  A  DOG 

BY  WILLIAM  H.  STEWART,  M.D. 

Major  Medical  Reserve  Corps,  U.  S.  Army 


NEW  YORK 


npHE  patient  was  a  dog.  six  years  old.  of 

-*-     average  size  for  a  Great  Dane.  He  was 

.spending  the  summer  at  Long  Lake  in  the 

woods    and    was    apparently    in    perfect 


ing  again.  The  swelling  gradually  increase 
in  size  until  he  walked  on  three  legs  an 
acted  as  though  he  were  in  pain. 

Roentgenographic  examination  reveale 


health.  About  August  i,  191 7.  he  started 
off  on  a  hunt  with  another  dog  and  was 
away  twenty-four  hours.  On  returning 
home,  he  was  a  Httle  lame ;  this  cleared  up 
entirely.  On  September  15,  191 7,  it  was 
noticed  that  there  was  a  swelling  on  the 
dog's  right  front  leg  and  that  he  was  limp- 


all  the  characteristic  shadows  of  a  perios- 
teal sarcoma,  such  as  we  see  in  the  human 
being. 

The  swelling  continued  to  grow  larger 
and  was  apparently  more  painful  until 
January  2,  19 18,  when  the  dog  was  chloro- 
formed. 


A  METHOD  OF  OBTAINING  AN  ACCURATE  LATERAL 
ROENTGENOGRAM  OF  THE  SHOULDER  JOINT 

BY  W.  S.  LAWRENCE,  M.D.,  B.S. 

Instructor  in  Roentgenology,  University  of  Tennessee;  Roentgenologist  to  Memphis  General, 
Lucy  Brinckley,  Baptist  Memorial,  and  St.  Joseph's  Hospitals. 

MEMPHIS,  TENN. 


IN  THE  Journal  for  April,  1916,  I  sug- 
gested a  new  position  for  radiographing 
[the  shoulder  joint,  in  order  to  obtain  a 
iplate  at  right  angles  to  the  ordinary  antero- 
iposterior  view.  The  method  suggested  was 
jbriefly:  patient  standing,  arm  extended, 
cone  in  axilla,  ray  directed  upward,  and 
'plate  held  in  position  on  top  of  shoulder 
land  extended  arm.  This  procedure  does 
jgive  a  plate  at  right  angles  to  the  ordinary 
I  anteroposterior  position  and  is  of  con- 
jsiderable  diagnostic  value  in  certain  cases, 
but  its  limitations  are  many,  arising  chiefly 
from  the  fact  that  an  injured  or  diseased 
shoulder  will  not  permit  the  arm  to  be  ex- 
tended to  a  sufficient  degree  to  render  this 
method  feasible. 

To  overcome  this  difficulty  I  have  been 
using  recently  still  another  position.  This 
third  position  gives  a  true  lateral  view  of 
the  shoulder  joint,  with  all  the  additional 
information  that  a  lateral  view  of  any  other 
joint  will  give;  is  applicable  in  almost  any 
and  every  case;  and  subjects  the  patient 
to  no  pain  or  inconvenience  whatsoever. 

I  have  not  seen  this  position  or  method  of 
radiographing  the  shoulder  described  by 
any  one  so  far,  nor  have  I  seen  any  pub- 
lished plates  illustrating  it.  I  will  therefore 
describe  briefly  the  method  as  I  use  it 
now  in  the  examination  of  nearly  every 
case  of  injury  to  the  shoulder  joint. 

The  chief  point  in  this  method  of  exam- 
ination is  the  getting  rid  of  the  other  shoul- 
der, and  that  is  accomplished  in  this  way. 
Using  a  table  with  tube  stand  attached, 
the  patient  is  placed  standing  laterally 
at  the  foot  of  the  table  with  the  injured 
shoulder  away.  The  tube  and  cone  are 
then  revolved  so  as  to  make  the  central 
ray  parallel  to  the  long  axis  of  the  table 
and  also  to  a  line  passing  through  the  two 


shoulders  of  the  patient.  The  uninjured 
arm  is  then  raised  well  above  the  head, 
which  elevates  the  shoulder  on  this  side. 
At  the  same  time  the  injured  shoulder  is 
allowed  to  droop  as  much  as  possible.  The 


Fig.  I.     Ordinary  Anteroposterior  View  of  a 
Fracture  of  the  Neck  of  the  Humerus. 

From  the  shape  of  the  head  one  might  think  that  the 
shaft  is  driven  into  the  head,  splitting  it. 

cone  is  then  brought  snugly  into  the  axilla 
of  uninjured  side. 

The  tube-bearing  arm  of  the  tube  stand 
is  then  fixed  and  the  patient  requested  to 
lean  against  the  cone  for  support.  It  will 
then  be  found  that  the  central  ray  will  be 
passing  entirely  beneath  the  uninjured 
shoulder,  through  the  easily  penetrated 
chest  between  the  spine  and  the  sternum 
and  through  the  head  of  the  humerus  of 
the  injured  shoulder.  If  this  should  not  be 
the  case  the  central  ray  can  easily  be  made 
to  take  this  direction  by  tilting  the  tube 
a  little  one  way  or  the  other.  The  plate  is 
now  held  firmly  against  the  injured  shoulder 
at   right  angles  to  the  line  of  direction  of 


193 


194 


Radiotherapy  of  Surgical  Tuberculosis 


n 


Fig.  2.    Lateral  View  of  Fig.  i,  Showing  That 
THE  Sh.\ft  Is  Entirely  in  Front  of  the  Head. 


the  central  ray  and  so  that  the  head  of  the 
humerus  falls  about  the  center  of  the  plate. ! 

The  patient  is  then  instructed  to  take  a' 
deep  and  full  inspiration  and  hold  it  while' 
the  exposure  is  made.  This,  by  increasing ' 
the  bulk  and  practically  not  the  weight  of , 
the  lung  tissue,  thus  rendering  it  more 
transparent,  and  at  the  same  time  by  in- 
creasing the  distance  between  the  sternum 
and  spine,  is  of  considerable  service.  For 
a  patient  of  average  size  I  use  an  intensi- 
fying screen  to  shorten  the  time  of  ex- 
posure, but  for  small  adults  and  children 
this  is  unnecessary.  The  time  of  exposure, 
however,  is  relatively  long  owing  chiefly  to 
the  distance  the  tube  is  thrown  from  the 
plate. 

Plates  made  in  this  way  are  not  intended 
to  take  the  place  of  stereoscopic  plates, 
but  certainly  the  information  they  give 
is  accurate  and  very  easy  to  be  understood. 
The  accompanying  plates  are  self  explana- 
tory. 


RADIOTHERAPY  OF  SURGICAL  TUBERCULOSIS 


Van  Ree  gives  fifty-seven  double  illus- 
trations showing  the  condition  before  and 
after  roentgen  treatment,  mostly  of  tuber- 
culous glands  in  the  neck.  In  this  group  of 
tuberculous  glands  a  complete  cure  was 
realized  in  thirty -five  out  of  forty-eight; 
only  two  failed  to  show  marked  benefit. 
The  cases  showing  mere  improvement  to 
date  may  go  on  to  a  complete  cure  in  time. 
One  great  advantage  of  the  treatment  is 
that  the  healing  proceeds  without  leaving 
disfiguring  traces.  From  eight  to  ten  ex- 
posures were  the  average  course,  some  cases 
needing  very  few  and  others  requiring  a 
whole  year.  The  exposures  were  about 
4  H  units  and  the  intervals  about  three 
weeks.  These  small  doses  do  not  modify  the 
tissues  around  so  as  to  make  operative 
measures  more  difficult  in  case  they  are 


deemed  necessary  later.  Tuberculous  le- 
sions in  small  bones  healed  promptly  in 
seven  of  his  thirteen  cases  of  this  kind. 
In  one  case  of  a  tuberculous  lesion  in  the 
sternum,  the  necrotic  masses  were  excised, 
followed  by  smooth  and  rapid  healing  un- 
der the  exposures.  The  benefit  in  some  cases 
of  bone  and  joint  tuberculosis  was  so  strik- 
ing that  further  efforts  in  this  line  are  en- 
couraged even  although  this  treatment 
failed  in  a  certain  proportion  of  the  old 
cases,  especially  in  adults.  Certain  experi- 
ences on  record  warn  against  exposing  the 
larger  joints  of  children  to  the  roentgen 
rays  as  liable  to  interfere  with  normal 
growth  later.  {Nederl.  Tijdschr.  v.  Geneesk. 
Amst.,Se^i.  i,  191 7,  II,  No.  9, pp.  751-830.) 
(Ref.  Jour.  Am.  M.  Assn.,  Dec.  i,  1917,  p. 
1917.) 


ROENTGENOGRAMS  OF  A  CASE  OF  MYXOMA  OF  FEMUR 


BY    ALBERTUS    COTTON,    M.D. 

and 

STANDISH    MCCLEARY,    M.D. 

BALTIMORE,  MD. 


[Note.  The  interesting  cuts  of  myxoma 
oi  the  femur,  which  follow,  properly  be- 
iong  with  the  report  of  the  case  by  Cotton 
and  McCleary  which  appeared  in  the  Feb- 
fruar}^  191 8,  number  of  the  Journal,  pages 
I95-97.  Unfortunately  the  plates  were  re- 


ceived too  late  for  insertiom  in  either  the 
February  or  IMarch  numbers,  but  the  im- 
portance of  the  case  is  such  that  with  Dr. 
Cotton's  consent  we  have  printed  the  cuts 
so  that  the  bound  volume  of  the  Journal 
will  contain  them  for  the  index. — Editor.] 


Fig.  I.  Anteroposterior  Upper  End  of  Femcr,  Including  Hip-Joint. 

Taken  before  the  first  explorator\-  operation.  Shows  enlargement  of  shaft  of 
t)one;  rarefaction  of  bone  to  and  including  trochanter  maior;  irregularity'  ot 
■outline  of  cortex.  Neck  and  head  of  femur  and  acetabulum  normal. 
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Roentgenograms  of  a  Case  of  Myxoma  of  Femur 


Fig.  2.  Anteroposterior  View  of  Shaft  of  Femur 
taken  before  first  operation. 

Same  as  Fig.  3.  Note  outline  of  tumor  in  soft  tissue 
and  new  bone  formation  in  muscle. 


Fig.  3. 


Lateral  View  of  Shaft  of  Femur  taken 
BEFORE  First  Operation. 


Shows  enlargement  of  bone;  rarefaction;  irregu- 
larity of  outline  of  cortex ;  areas  of  new  bone  formation 
of  periosteum  extending  into  muscles;  operativeVound 
of  bone,  made  by  first  surgeon  in  attendance. 


(a)  The  whole  shaft  of  femur  from  neck 
to  condyles  was  involved  in  the  pathologi- 
cal process. 

(b)  There  was  enlargement  of  the  bone 
with  rarefaction  and  thinning  of  outer  com- 
pact bone. 

(c)  The  rarefaction  was  not  uniform; 
some  areas  more  marked  than  others. 

(d)  Contour  of  bone  was  irregular  on  all 
surfaces. 

(e)  At  the  middle  of  bone  an  area  about 
three  inches  long  and  involving  one-third 
circumference  was  shown  where  bone  had 
been  removed  by  operation. 

(/)  Along  the  shaft  of  bone,  especially  at 


site  of  previous  operation,  were  numerous 
small  projections  of  new  bone  extending 
outward  from  periosteum  in  different  direc- 
tions. 

An  incision  was  made  over  the  soft  part 
of  the  tumor  in  the  old  scar.  A  cystic  area 
was  found  containing  a  serosanguinolent 
fluid,  with  wall  of  soft  friable  material  like 
granulation  tissue.  The  cyst  extended  into 
the  bone  at  site  of  previous  operation.  The 
bone  itself  was  rough  and  irregular  under 
the  periosteum,  with  small  processes  of 
new  bone  extending  in  different  directions 
into  surrounding  muscles  which  were  firm 
and  hard.   No  tumor  tissue  other  than  the 


Roentgenograms  of  a  Case  of  Myxoma  of  Femur 
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Fig.  4.  Anteroposterior  View  of  Femur,  taken  before  Amputation. 

Enlargement  of  bone;  ver\'  marked  rarefaction,  with  thinning  and  irregular- 
ity of  cortex;  new  bone  formation  from  periosteum  extending  into  muscle. 
Pathological  fracture  at  site  of  old  operative  wound  in  bone. 


jft  friable  tissue  and  spicule  of  new  bone 
:as  noted  in  the  exploration. 

Tissue  removed  showed  process  of  re- 
pair, granulation  and  fibrous  tissue  with 
lew  bone  formation.  There  is  no  evidence 
if  malignancy. 

Sections  were  made  of  the  gelatinous 
material  contained  in  the  loculi  found  in 
he  bone.  This  material  is  composed  of 
jure  myxomatous  tissue,  showing  the  char- 
tcieristic  stellate  cells,  slight  fibrillar  frame- 
Aork,  and  the  gelatinous  ground  substance. 
At    places   in   the   section,    rather    robust 


bands  of  fibrous  tissue  are  seen  traversing 
the  ground  substance. 

Sections  from  the  osseous  tissue  show 
two  distinct  processes  taking  place.  Areas 
showing  distinct  resorption  of  bone  are  met 
with,  and  ^'ith  these  are  areas  in  which 
new  bone  formation  is  actively  progressing. 
There  are  present  osteoblastic  cells  form- 
ing cartilage  and  the  beginning  of  new 
lamellae. 

The  pathologist's  diagnosis  of  this  case 
is  not  osteosarcoma  but  myxoma,  a  non- 
malignant  tumor. 


Fig.  5.  Lateral  View.  Same  Appearance  as  ix  Fig.  4. 

Note  particularly  the  shadow  of  tumor  in  the  soft  tissues  and  the  enlarge- 
ment of  the  thigh. 


Congenital  Case  of  Syphilis  of  the  Stomach 
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6.    Photograph    of    Specimen 
Operation. 


Removed    at 


Fig.  7.  Photograph  of  Disarticulated  Hip  and 
Thigh  from  Head  to  Condyles,  Including 
Bone,  Soft  Tissues  and  Tumor. 

Note  circumference  of  thigh  at  middle. 


Showing  femur  split  longitudinally  from  trochanter 
0  condyles;  bone  destruction  and  pathological  frac- 
ure  of  middle  of  femur;  tumor  mass  in  medulla  and 
xtending  along  shaft  of  bone  underneath  the  perios- 
eum,  especially  from  center  of  bone  to  greater  tro- 
hanter;  tumor  mass  in  soft  tissues  with  cystic  cavi- 
ies  and  areas  of  new  bone  formation. 


REPORT  OF  A  CONGENITAL  CASE  OF  SYPHILIS  OF 

THE  STOMACH* 

BY    G.    VON  POSWIK,    M.D. 
scranton, pa. 


pATIENT  was  referred  to  me  on  May  8, 
-*-  1915-  He  was  28  years  old,  married  6 
years,  had  one  healthy  child  and  his  wife 
had  had  no  abortions.  At  the  time  of  ex- 
amination the  patient  weighed  about  118 
lbs.  He  was  weak;  appetite  was  good; 
bowels  would  not  move  unless  medicine 
was  administered,  but  always  normal  in 
consistency,  no  mucus  or  blood. 

*Read  at  the  Eighteenth  Annual  Meeting  of  The  American  Ro; 


Patient  slept  well,  had  never  been  sick 
and  denied  all  kind  of  infection.  I  was  par- 
ticularly careful  in  regard  to  that  part  of 
the  history.  His  main  symptoms  were  pain 
below  the  ensiform,  increased  on  pressure, 
and  vomiting  after  eating.  After  partaking 
of  food  he  belched  and  had  a  nasty,  sour 
taste  in  his  mouth.  His  vomitus  often  con- 
tained food  from  the  day  previous  with  a 
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great  deal  of  bile.  He  stated  he  had  lost 
43  pounds  within  a  year.  The  gastric 
contents  showed  retention  and  absence  of 
hydrochloric  acid. 

ROENTGEN    EXAMINATION 

In  the  fiuoroscope  the  diaphragm  was  per- 
fectly normal.  There  was  a  great  hypotonic- 
ity  of  the  cardiac  end.  The  entire  stomach 
was  no  larger  than  a  medium-sized  grape- 
fruit and  had  a  funnel-like  shape.  Neither 
pylorus  nor  duodenum  could  be  demon- 
strated, but  in  the  plate  a  slight  residue 
was  seen  near  the  pylorus.  It  was  evident 
that  the  entire  fundus  and  pylorus  were 
infiltrated  and  food  could  not  pass  readily. 
The  patient  could  not  take  the  entire 
barium  meal.  Although  the  food  could  not 
be  observed  passing  the  pylorus,  the  stom- 
ach emptied  at  the  normal  time.  The  food 
had  entered  the  colon  to  the  splenic  flexure 
and  a  normal  residue  was  found  in  the 
small  intestines  at  the  fifth  hour.  In  lo 
hours'  time  the  small  intestines  were  empty 
and  the  entire  colon  filled.  After  two  da^^s 
had  elapsed  I  gave  the  patient  a  second 
test  meal  with  the  administration  of  a 
hypodermic  of  atropine.  The  patient  after 
this  administration  could  not  retain  the 
food  as  readily  as  at  the  previous  test.  A'ig- 


Fir, 


I.   Condition'  of  Stomach   at  Time  of   First 
Examination. 


Fig.  2.  Condition  of  Stomach  at  Time  of  Second 
Examination, 


orous  peristalsis  was  noticeable  in  the 
anterior  wall  of  the  small  portion  of  the 
stomach  that  was  not  infiltrated.  The  pa- 
tient felt  very  much  nauseated.  The  stom- 
ach had  the  same  shape  as  during  the  first 
examination.  I  would  not  give  a  definite 
diagnosis,  but  described  the  actual  findings. 
An  anterior  gastro-enterostomy  was  ad- 
vised. The  patient  consented  within  two 
days  to  have  it  done. 

The  operation  disclosed  the  fact  that 
the  entire  stomach  except  the  cardiac  end 
was  heavily  infiltrated.  Where  the  peris- 
talsis had  shown,  during  the  roentgen 
examination,  way  up  in  the  cardiac  end, 
there  was  some  tissue  through  which  an 
anterior  gastro-enterostomy  could  be  made 
with  great  difficulty.  No  glandular  en- 
largement was  found  and  the  surgeon  and 
his  assistant  diagnosed  the  case  syphilis. 
A  Wassermann  was  made  and  found  4  plus. 
The  patient  made  an  uneventful  recover}' 
and  left  the  hospital  in  10  days.  He  is  still 
receiving  vigorous  specific  treatment.  On 
August  25,  191 7,  the  patient  returned  at 
my  request  to  the  laboratory.  I  hardly 
recognized  him.  He  weighs  150  pounds, 
feels  well  and  does  the  hardest  work  in  the 
mines,  laying  rails,  which  requires  much 
bending  and  lifting.  Upon  questioning  him 
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found  that   since  his  operation  he  had 

scovered    that    his   father   had    syphiHs. 

is  mother  has  good  health. 

But   note   the   sequence   in   which   con- 

?nital  infection  was  carried : 

No.  I.  He  is  the  oldest  and  has  syphilis 

the  stomach. 

Xo.  2.  His  younger  brother  is  apparently 
l-ell. 

I  No.  3.  His    sister   had    a    great    deal   of 
iroat  trouble  and  recovered  under  specific 
reatment;  apparently  well  now. 
I  No.  4.  Another  brother  has  a  keratitis. 

The  latest  roentgen  findings  of  my  pa- 


tient show  the  stomach  has  not  increased 
or  changed  in  size.  The  gastro-enterostom}^ 
is  working  satisfactorily.  The  food  does 
not  remain  any  length  of  time  in  the  stom- 
ach, which  is  still  funnel-shaped,  the  gas- 
tro-enterostomy  completing  the  funnel  ac- 
tion. The  stomach  has  not  regained,  under 
treatment,  its  normal  elasticity.  I  wish  to 
state  in  conclusion  that  in  cases  of  syphilis 
I  have  found  that  a  h3^podermic  of  atropine 
will  make  the  patient  very  uncomfortable, 
with  symptoms  of  vomiting,  nausea  and 
depression,  which  helps  me  in  making  a 
differential  diagnosis. 
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Kouwer  warns  that  roentgenotherapy  for 
abroma  of  the  uterus  is  still  in  the  ten- 
tative stage.  Opinions  are  still  divided  as 
to  whether  the  fibroma  itself  or  the  ovaries 
should  be  exposed.  He  warns  further  that 
jour  assumption  as  to  the  two  separate 
functions  of  the  ovary — the  production  of 
the  ovum  and  of  the  internal  secretion — 
lis  still  purely  h\^pothetical.  But  we  have 
reason  to  assume  that  roentgen  exposures 
carried  far  enough  are  equivalent  to  castra- 
tion, and  we  do  not  know  the  damage  that 
may  be  wrought  by  the  exposures  even 
stopping  considerably  short  of  this.  In- 
stances have  come  to  his  knowledge  in 
which  roentgenotherapy  has  been  applied 
to  young  women  to  relieve  dysmenorrhea, 
and  even  women  who  are  thirty-five  and 
forty  years  of  age  are  not  entirely  ex- 
cluded from  roentgenotherapy  by  those 
who  fail  to  appreciate  the  power  of  the 
roentgen  rays  acting  in  this  region.  The 
gynecologists  have  not  failed  to  warn  of 


the  dangers  from  operations,  and  the  ma- 
jority refrain  on  principle  from  operating 
for  uterine  fibroma  unless  very  serious  in- 
dications call  for  it.  But,  he  adds,  the  roent- 
genologists are  not  equally  frank  in  regard 
to  dangers  from  roentgenotherapy.  The 
medical  literature  in  the  Netherlands  has 
no  reports  of  injury  of  patients  from  roent- 
gen treatment.  He  knows  that  such  cases 
exist,  but  where  are  the  reports  of  them? 
In  referring  to  the  Freiburg  method  of  ab- 
rupt and  very  powerful  application  of  the 
rays,  he  says  that  it  is  not  difficult  to 
learn  from  the  very  reports  of  their  1,395 
cases  sent  out  by  the  Freiburg  clinic  the 
harm  done  in  this  or  that  case.  "How  does 
it  happen,"  he  exclaims,  "that  Freiburg  is 
deaf  and  blind  to  them?  How  can  it  be  ex- 
plained that,  nevertheless,  the  statements 
of  Kbnig  and  Gauss  are  accepted  by  many 
as  absolute  authority?"  (Nederl.  Tijdschr. 
V.  Geneesk.  Amst.)  (Ref.  Jour.  Am.  M. 
Assn.,  Dec.  8,   191 7,  p.  2008.) 
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The    Practice   of   Roentgenology    by 
Laymen 

Considerable  discussion  among  medi- 
cal men  has  been  aroused  over  the 
practice  of  roentgenolog}^  by  laymen.  It  is 
unfortunately  true  that  many  leading  medi- 
cal and  surgical  institutions  today  place 
their  main  reliance  in  roentgenology  upon 
the  work  of  laymen,  whose  only  qualification 
for  the  work  they  assume  is  a  more  or  less 
special  training  in  photography  or  electric- 
ity. Just  as  in  the  domain  of  physiology 
there  are  notable  exceptions,  some  of  our 
most  prominent  contributors  to    medical 


knowledge  being  men  without  medical  de- 
grees, so  there  are  also  in  the  roentgen  ray 
field  two  or  three  instances  where  scientific- ' 
ally  trained  laymen,  though  lacking  medical 
degrees,  have  made  important  and  stable 
additions  to  roentgenological  progress; 
but  the  exceptions  in  both  classes  of  cases 
have  been  men  with  highly  specialized 
training.  It  may  be  stated  as  a  general 
proposition  that  diagnostic  and  therapeu- 
tic roentgen  ray  work  can  be  safely  in- 
trusted only  to  men  and  women  with 
medical  qualifications.  As  has  been  repeat- 
edly claimed  in  the  pages  of  this  journal, 
the  real  roentgenologic  practice  does  not 
consist  in  the  making  of  so-called  "roent- 
gen ray  pictures,"  or  even  in  the  neces- 
sary electrical  manoeuvres  to  keep  the 
fluoroscopic  screen  properly  lighted  up, 
but  in  the  interpretation  of  the  findings 
obtained  by  these  means.  In  other  words 
the  real  work  of  the  physician  practicing 
roentgenology  begins  where  the  technical 
work  ends,  and  can  only  be  performed  by 
an  individual  with  medical  training. 

Our  British  friends  have  been  deeply  in- 
terested in  the  matter  of  "lay  radiogra- 
phers and  electro-therapeutists,"  as  shown 
by  the  fact  that  the  British  Medical  Journal 
has  contained  letters  and  editorial  notes  on 
the  subject  in  almost  every  number  for 
several  weeks.  The  Medico-Political  Com- 
mittee of  the  British  Medical  Association 
has  taken  up  the  subject  and  has  recom- 
mended that  "the  practice  of  radiography 
(the  term  used  by  the  British  Medical 
Journal,  corresponding  to  'roentgenology' 
in  the  pages  of  this  journal)  by  unqualified 
persons  ought  not  to  be  encouraged."  Some 
would  go  even  further  and  make  the  prac- 
tice of  roentgenology  by  laymen  a  penal 
offense,  and  they  urge  that  laws  be  passed 
rendering  it  impossible  for  the  practice  of 
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oentgenology  to  be  carried  out  by  other 
han  skilled  and  trained  medical  experts. 
On  account  of  the  necessities  of  the  war 
:he  military  establishment  has  been  obliged 
to  employ  hundreds  of  lay  assistants  in  the 
roentgen  ray  departments  of  the  numerous 
military  hospitals.  Many,  if  not  most,  of 
these  possessed  no  knowledge  whatever  of 
roentgen  ray  technique  prior  to  their  entry 
into  the  army  training  schools.  After  the 
war  no  doubt  many  of  these  laymen  will 
try  to  establish  roentgen  ray  "practices" 
on  their  own  account.  As  a  British  writer 
on  this  subject  has  said,  these  persons  will 
serve  a  useful  purpose  as  assistants  to 
roentgenologists  and  electro-therapeutists, 
but  they  should  be  made  to  understand 
clearly  that  their  training  and  experience 
as  assistants  in  roentgen  ray  departments 
no  more  qualifies  them  to  undertake  the 
diagnostic  and  therapeutic  phases  of  the 
work  than  the  experience  gained  during  the 
war  by  a  private  in  an  engineering  regiment 
warrants  him  in  setting  himself  up  as  a 
consulting  engineer.  It  should  be  constantly 
borne  in  mind  that  in  the  roentgen  rays  we 
deal  with  a  potent  means  capable  of  doing 
great  damage  when  unskillfully  employed. 
Our  contemporary  believes  the  fact  that 
sterility  can  be  brought  about  by  their 
agency  is  sufficient  in  itself  to  warrant  the 
passage  of  laws  preventing  their  use  except 
by  qualified  persons. 

The  sentiments  voiced  by  our  friends 
across  the  water  find  a  responsive  chord  in 
the  hearts  of  many  American  roentgenolo- 
gists, who  have  been  idle  witnesses  of  the 
growth  of  a  rather  wide-spread  evil,  the 
commercial  roentgen  ray  laboratory,  pre- 
viously commented  upon  in  these  columns. 
The  editor  believes  that  the  increasing 
famiHarity  of  the  best  physicians  and  sur- 
geons of  this  country  with  the  value  of 
roentgen  ray  work,  has  created  a  strong  dis- 
position in  favor  of  scientific  roentgenology'. 
But  this  disposition  is  not  universal  and  is 
not  alone  sufficient  to  solve  the  problem 
just  presented.  The  trained  medical  roent- 
genologist needs  the  protection  of  wise 
legislation  no  less  than  does  the  physician 


or  surgeon.  Even  veterinarians  and  barbers 
are,  in  many  states,  legally  protected 
against  the  exercise  of  their  professions  by 
untrained  men.  Surely  medical  men  trained 
in  roentgenology  and  engaged  in  one  of 
the  most  highly  specialized  branches  of 
scientific  work  should  be  adequately  pro- 
tected by  law.  The  protection  of  such  men 
is  the  protection  of  the  sick  pubhc  from 
both  ignorance  and  deception  and  from 
unnecessary  or  harmful  operations,  or 
other  treatment,  which  rest  upon  mistaken 
diagnoses. 

The  American  Roentgen  Ray  Society 
will  doubtless  have  the  aid  of  the  Medico- 
legal Committee  of  the  American  Medical 
Association  in  the  eft'ort  to  seciire  proper 
laws  regulating  the  practice  of  roentgen- 
olog^'  in  the  United  States. 

J.  T.  C. 

Group-Study  \\\luatiox  of  the 
Roentgen  Ray 

Two  years  ago,  the  diagnostic  section  of 
St.  Luke's  Hospital,  San  Francisco,  es- 
tablished what  is  termed  the  group-study 
method  for  clinical  investigation.  Patients 
who  are  chronically  ill  and  have  shown  no 
tendency  toward  spontaneous  improve- 
ment are  sent  to  the  hospital  by  their  own 
physicians  for  investigation.  They  are 
then  examined  by  twelve  clinicians  repre- 
senting the  following  departments:  pathol- 
ogy', bacteriology,  roentgenology',  eye.  ear, 
nose  and  throat,  cardiovascular  diseases, 
respiratory  diseases,  gastro-enterolog}', 
urologic  surgery.  neurolog\',  orthopedic 
surgery,  general  surgery  and  general  medi- 
cine. 

In  the  December,  19 17,  number  of  the 
Journal  will  be  found  a  notable  article  by 
Walter  Howard  Hill,  M.D.,  giving  the  re- 
sults of  this  group-study  in  ' '  The  Analysis 
of  the  Cases  in  Four  Hundred  Dyspeptic 
Patients  Especially  from  a  Roentgenologic 
Standpoint."  Dr.  R.  L.  Ochsner,^  in  Med- 
icine and  Surgery,  St.  Louis,  similarly  has 

'■■  Relative  Valu3  of  Fivs  Diagnostic  Procedures  in  Four  Hun- 
dred Co.i5ecativ3  Cases  Investigated  by  the  Group-Study  Method 
for  Pu'jno-iary  Tubircu'.os'.s."'  Medicine  and  Surgery,  St.  Louis, 
Xov.  r,  10 17.     No.  9- 


204 


Editorials 


given  the  results  of  this  same  group-study 
applied  to  cases  of  pulmonary  tuberculosis. 
He  gives  first  place  to  the  physical  exam- 
ination, second  to  the  history  of  the  case, 
third  to  the  tuberculin  reaction,  fourth 
to  the  roentgen  ray  and  fifth  to  the  ex- 
amination of  the  sputum.  He  states  that 
the  roentgen  ray  gives  no  positive  data  in 
nearly  50%  of  the  cases,  is  of  less  value 
than  the  tuberculin  test  and  is  useless 
excepting  in  a  negative  sense  until  exten- 
sive pathologic  changes  have  taken  place, 
long  after  the  symptomatology^  and  the 
ph\'sical  signs  are  well  marked. 

This  plan  of  group  study  is  splendidly 
e&nceived  and  it  is  clear  that  the  published 
results  will  exert  a  far-reaching  influence 
on  the  medical  profession.  It  is  no  less 
clear  that  an  able,  aggressive  and  biased 
clinician  in  one  department,  as  for  example 
that  of  the  respiratory  diseases,  may  com- 
pletely upset  true  relative  values.  To 
classify  the  roentgen  ray  examination  of 
the  chest  as  inferior  to  the  tuberculin  re- 
action is  too  much  of  a  joke  to  be  seriously 
argued. 

Roentgen  ray  battles  that  have  been 
fought  and  won  must,  it  seems,  be  fought 
and  won  many  times  over  before  our  true 
place  in  clinical  medicine  is  universally 
acknowledged. 

A.  \V.  C. 

The  Liberty  Loan 

Roentgenologists  are  a  deeply  patriotic 
class  as  shown  by  the  large  proportion  in 
uniform.  Those  who  have  not  volunteered 
are  withheld,  almost  without  exception,  by 
reasons  of  family  dependencies.  They  are 
as  a  class  no  less  patriotic  than  their  con- 
freres with  bars  or  oak  leaves  on  their 
shoulders.  If  they  cannot  mobilize  in  person 
they  can  and  will  mobilize  their  dollars. 
If  they  cannot  serve  in  the  first  line  of 
defense  they  can  and  must  form  the  re- 
serve from  which  later  armies  will  be  sup- 
plied when  still  greater  sacrifices  are  re- 


quired. In  the  interim  they  are  in  many! 
cases  serving  their  country  without  rank 
or  pay  on  Medical  Advisory  Boards  in 
helping  to  recruit  an  army  that  will  be 
first  in  health,  first  in  strength  and  first 
in  the  hearts  of  their  countrymen. 

The  Liberty  Loan  is  an  investment,  not 
a  sacrifice.  It  places  your  money  directly 
in  the  hands  of  your  Government  to  be 
used  in  your  defense  and  to  be  paid  back 
with  liberal  interest.  There  is  no  possibil- 
ity of  loss,  because  this  country  can  never 
be  conquered. 

The  empire  of  the  Caesars  held  the  world 
in  yoke  for  a  thousand  years.  Generations 
lived  and  died  in  what  they  thought  was 
the  permanent  government  of  mankind. 
We  have  dedicated,  as  a  nation,  all  that 
we  have  and  all  that  we  are  to  the  un- 
swerving purpose  of  preventing  the  Ger- 
man Kaisers  from  fastening  the  yoke  of  a 
similar  empire  upon  a  prostrate  world.  If 
we  are  to  make  good  as  a  nation  we  must 
as  individuals  be  ready  to  give  our  lives 
and  our  fortunes  to  this  cause.  But  we  are 
asked  merely  to  loan  a  certain  proportion 
of  our  income — in  other  words  to  buy  Lib- 
erty Bonds — a  test  of  patriotism  to  which 
even  the  weakest  can  respond  in  some 
measure,  and  yet  in  the  aggregate  a  test 
of  such  tremendous  importance  that  the 
fortunes  of  the  world's  war  hang  in  the 
balance. 

But  we  cannot  fail.  McAdoo  like  Ham- 
ilton twice  smote  the  rock  of  public  credit 
and  abundant  revenues  gushed  forth.  The 
springs  of  national  confidence  are  exhaust - 
less  and  again  full  measure  is  assured; 
Every  cent  of  these  loans  is  a  bulwark  of 
national  security  and  a  safeguard  for  gen- 
erations 3^et  unborn.  It  is  no  less  true  to- 
day than  in  the  days  of  Franklin  that  we 
must  hang  together  or  we  will  hang  sepa- 
rately. When  democracy  shall  have  been 
made  safe  among  the  nations  of  the  earth 
then  and  not  till  then  let  the  last  loan  be 
written. 

A.  W.  C. 


TRAKSLATIOKS  ^^  ABSTRACTS 


LiNDSEY,  John  H.  Roentgenological  Control 
after  Pylorectomy  for  Ulcer.  (Boston  Med. 
(Did  Surg.  Jour.,  Vol.  CLXXVI,  No.  31,  Jan. 
iS,  1917,13.  So.) 

Lindsey  presents  a  series  of  18  roentgeno- 
grams made  at  varying  periods  after  pylor- 
ectomy for  ulcer,  performed  in  the  Truesdale 
Clinic.  He  believes  these  plates  to  have  intrinsic 
merit  and  also  to  be  of  special  importance  as 
representing  a  roentgenological  follow-up  of 
patients  for  long  periods  after  operation. 

While  it  is  difhcult  to  standardize  the  condi- 
tion of  patients  at  repeated  gastric  roentgen 
examinations,  there  is  prima  facie  evidence  in 
this  series  of  plates  that  the  stomach,  after 
pylorectomy,  tends  to  enlarge  or  dilate,  and 
thus  compensates  for  the  part  removed  at 
operation.  In  some  cases,  where  a  wide  resec- 
tion had  been  performed,  the  stomach  does  not 
seem  to  have  much  opportunity  to  dilate.  In 
one  case,  for  instance,  a  very  rapid  emptying 
of  the  stomach  is  shown.  This  plate  was  made 
soon  after  the  administration  of  bariiun  butter- 
milk. The  stomach  in  this  case  acts  very  much 
like  a  funnel  which  merely  directs  the  liquid 
meal  into  the  intestine.  The  meal  does  not  stay 
in  the  stomach  long  enough  to  produce  a  ten- 
sion which  would  cause  dilatation. 

From  the  clinical  information  given  the  roent- 
genologist, all  of  these  patients  with  the  excep- 
tion of  two  seemed  in  good  condition.  In  gen- 
eral, the  efficient  manner  in  which  these  stom- 
achs have  performed  their  function  at  long 
periods  after  operation  testifies  to  the  essential 
conservatism  of  an  apparently  radical  opera- 
tion. 


Warnekros.  Value  of  the  Roentgen  Ray  in 
the  Prevention  of  Rectirrence  after  Can- 
cer Operation.  {Zentralbl.  f.  Gyn.,  Nov.  4, 
1916.  Ref.  Med.  Rec,  Jan.  6,  191 7,  p.  26.) 

Warnekros  places  on  record  the  work  of  four 
years  in  the  Berlin  Clinic.  During  the  period 
from  1911  to  1914,  174  cases  of  cancer  of  the 
uterus  were  temporarily  arrested  or  actually 
cured  with  the  knife.  Of  this  number  119  pa- 
tients were  not  submitted  to  post-operative 
raying  and  66  of  these  died  of  recurrence,  while 


2  others  have  disappeared.  The  remaining  55 
have  thus  far  been  free  from  recurrence,  but 
the  interval  is  much  too  brief  to  speak  of  end 
results.  It  may  therefore  simply  be  stated  that 
the  recurrences  amount  to  55.4  per  cent.  There 
were  55  women  who  have  been  systematically 
rayed  since  operation,  and  of  this  number  but 
II  died  of  recurrence,  while  44  are  alive  and 
well.  Deaths  from  recurrence  are  but  18.5  per 
cent  or  almost  one-third  of  the  corresponding 
figure  in  the  first  series.  Of  the  55  women  who 
were  roentgenized  after  operation,  31  received 
radium  in  addition.  This  was  applied  in  the 
vaginal  stump  and  at  times  in  the  rectum.  The 
rays  were  used  both  percutaneously  and  vag- 
inally. In  the  entire  material  treated  there 
were  but  ten  cases  of  cancer  of  the  uterine 
bodv. 


Jackson,  Chevalier.  Bronchiectasis  and 
Bronchiectatic  Symptoms  Due  to  Foreign 
Bodies.     {Pennsylvania    Med.    Jour.,    Aug., 

1915-) 

While  admitting  he  may  be  biased,  the 
author  can  not  but  feel  that  the  relatively 
minor  place  attributed  by  medical  literature 
to  foreign  bodies  as  a  cause  of  bronchiectasis 
is  an  error.  Be  this  as  it  may,  he  cites  a  number 
of  cases  which  prove  conclusively  that  no  case 
of  bronchiectasis  should  be  treated  without 
considering  the  possibility  of  the  presence  of  a 
foreign  body. 

Undoubtedly  bronchial  stenosis  from  what- 
ever cause  it  may  arise  may  produce  a  bron- 
chiectasis and  there  are  a  few  cases  recorded 
that  seem  to  prove  that  the  bronchoscopic 
dilatation  of  a  stenosis  may  cure  a  bronchiec- 
tasis. On  this  point  further  observation  is 
required.  At  any  rate  the  cases  cited  will 
indicate  the  necessity  for  bronchoscopy  and 
roentgenography  in  all  cases  with  symptoms  of 
bronchiectasis. 

The  author  expresses  appreciation  of  roent- 
genological help  rendered  by  Dr.  George  C. 
Johnston,  and  concludes  by  urging  that  every 
case  of  bronchiectasis,  chronic  bronchitis,  pul- 
monary tuberculosis,  pulmonary  abscess,  and 
chronic  cough  should  have  a  roentgenogram 
taken,  regardless  of  how  certain  we  may  be  of 
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our  diagnosis.  In  all  cases  with  a  foreign  body 
history,  in  which  the  foreign  body  is  one  not 
dense  to  the  ray,  roentgenograms  should  be 
made  an^-^va}',  and  in  most  cases  a  bronchos- 
copy should  be  done  also. 

Fischer,  J.  F.,  and  Knudsen,  K.  A.  The 
Shape  of  the  Vertebral  Column  in  Different 
Positions,  Illustrated  by  Roentgenograms. 
{Nord.  Med.  Arkiv,  1916,  XLIX  (Kirurgi), 
Afd.,  h.  4,  S.  1-19  (29  figs.).  Ref.  Review  of 
Neurology  of  Psychiatry,  January,  191 7.) 

The  movements  of  the  vertebral  column 
that  carry  the  head  from  a  good  carriage  of 
the  body  to  a  bad  one,  and  vice  versa,  take 
place  above  all  in  the  thoracic  part,  and 
especially  in  its  central  portion.  As  it  is  not 
possible,  by  asking  people  to  contract  the 
extensors  of  their  backs,  to  give  them  an  idea 
of  what  they  are  to  do,  and  as  the  request  that 
they  should  straighten  their  backs  will  onh- 
result  in  a  carr\dng  of  the  upper  part  of  the 
trunk  backw'ard  by  bending  the  loin,  it  is 
important  to  realize  that  b}'  asking  them  to 
lift  their  heads  with  the  chin  drawn  in,  the 
thoracic  part  of  the  vertebral  column  will  be 
straightened. 

The  intercostal  spaces  are  increased  when 
the  bending  of  the  thoracic  part  of  the  vertebral 
column  is  diminished.  The  thoracic  part  of 
the  vertebral  column  is  relatively  movable 
when  it  is  a  question  of  the  increase  of  the 
convexity  backward  from  the  normal  position, 
but  very  slightly  movable  when  it  comes  to 
diminishing  this  convexity,  especiall}?-  in  the 
central  portion. 

Voluntary  bending  sideways  of  the  thoracic 
part  of  the  vertebral  column  is  possible.  The 
ribs  are  lifted  when  the  arms  are  carried  in 
extended  position  backward,  which,  no  doubt, 
is  due  to  the  fact  that  the  pectoral  muscles  are 
greatly  stretched  by  this  position. 

Simpson,  Frank  E.  Radium  in  the  Treatment 
of  Cancer  and  Various  Other  Diseases  of  the 
Skin.  (Jour.  Am.  Med.  Assn.,  Vol.  LXVII, 
No.  21,  Nov.  i8,  1916,  p.  1508.) 

Roentgen  rays  are  described  b}^  the  author 
as  a  splendid  "  selective  "  but,  in  general,  a  poor 
"destructive  "  agent  when  good  cosmetic  effects 
are  desired,  because  of  the  dangers  and  uncer- 


tainties of  the  repair  of  the  tissues.  Radium, 
on  the  other  hand,  is  not  only  a  useful  "selec- 
tive" but  also  a  "destructive"  agent,  and  it  is 
the  latter  property  that  constitutes  one  of  its 
important  uses  because  of  the  ease  of  its  em- 
ployment and  the  elegance  of  the  reparative 
tissue.  But  it  requires  long  experience  before 
the  full  value  of  the  destructive  effects  can  be 
utilized. 

In  certain  diseases,  radium  and  roentgen 
rays  may  be  regarded  as  alternative  agents, 
while  often  the  combination  of  both  is  desirable. 
In  some  diseases,  roentgen  rays  are  much  more 
convenient  and  efficient,  while  in  a  certain 
restricted  and  peculiar  field  of  dermatolog\' 
radium  holds  an  absolutely  unique  position. 

Among  the  diseases  in  which  radium  has 
been  found  of  value  are:  cancer  of  the  skin, 
cancer  of  the  mucous  membranes,  vascular  nevi 
(birth  marks),  keloid,  verrucous  tuberculosis 
of  the  skin,  lupus  erythematosus,  sycosis  vul- 
garis, lichen  of  the  skin,  pruritus. 

The  author  has  treated  over  200  cases  of 
cancer  of  the  skin,  and  failure  to  bring  about 
recovery  has  been  rare.  Failure  occurs,  as  a 
rule,  only  in  the  very  extensive  cases.  When 
these,  as  is  often  the  case,  have  been  previously 
treated  by  other  methods,  the  loss  of  tissue  is 
so  extensive  that  repair  is  almost  impossible. 
Depending  upon  the  disposition  of  the  radium 
tubes  (50  milligram  or  more)  and  the  screening 
employed,  healing  of  very  sensitive  epithelioma 
may  be  brought  about  in  from  three  to  twenty 
or  more  hours.  With  larger  quantities  of 
radium,  however,  it  is  very  important  not  to 
produce  severe  reactions  or  burns,  as  these 
are  likely  to  be  very  painful  and  slow  of  healing. 

In  the  radium  treatment  of  epithelioma  of 
the  mucous  membranes,  the  results  range  from 
brilliant  to  disappointing.  Metastases  are  a 
great  source  of  trouble,  and  there  is  also  the 
technical  difficulty  of  holding  the  tubes  in 
place.  The  author  has  devised  a  number  of 
simple  appliances  for  the  purpose  of  meeting 
this  difficulty. 

In  certain  types  of  vascular  nevi,  radium 
treatment  is  far  in  advance  of  other  methods. 
The  application  is  painless,  and  the  cosmetic 
appearance  often  excellent.  At  the  same  time, 
the  author  admits  that  in  selected  cases  radiimi 
may  with  advantage  be  replaced  or  supple- 
mented by  electrolysis,  carbon  dioxid  snow  or 
the  Kromayer  lamp. 

In  the  treatment  of  keloid,  radium  yields 
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■xcellent  resvdts,  while  for  lupus  the  caustic 
iffect  of  radium  must  be  evoked.  In  verrucous 
niberculosis  of  the  skin  the  destructive  action 
Df  radium  is  usuall}^  excellent.  In  lupus  erythe- 
aaatosus,  relapses  may  occur,  but  with  per- 
sistent treatment  the  final  result  is  often  favor- 
able. Radium  here  often  succeeds  in  cases 
where  other  measures  have  failed.  The  same 
remark  refers  to  sycosis,  but  the  author  em- 
phasizes the  necessity  of  very  careftd  handling. 
Lichen  usually  }-ields  to  several  ten-minute 
exposures  with  tmscreened  quarter  strength. 
Localized  pruritus  (of  the  anus,  etc.)  is  often 
relieved  by  radium,  especially  where  no  local 
lesions  can  be  foimd  to  in\ite  other  treatment. 
In  external  location  of  pruritus  ani,  five  to  ten- 

I  minute  exposiires  ^vdth  the  unscreened  varnish 
apparatus  are  often  successful,  while  within 
the  anus  the  author  employs  25  to  50  milligram 
tubes,  screened  with  o .  5  mm  of  silver,  three  or 
four  expostu"es  being  given  of  fifteen  to  twenty 
minutes'   diiration — ^usually  \\ith  great  relief 

I  and  sometimes  with  recover}^  after  one  or  two 
courses  of  treatment. 


Ordway,  Thoml.\s.  Remissions  in  Leukemia 
Produced  by  Radium  in  Cases  Completely 
Resistant  to  X-Ray  and  Benzol  Treat- 
ment. (Boston  Medical  and  Surgical 
Journal,  Vol.  CLXXVI,  No.  14,  April  5, 
1917,  p.  490.) 

Those  who  have  had  extensive  personal  ex- 
perience -^nth  and  opporttmity  for  intensive 
study  of  leukemia  recognize  that  there  have 
been  cases  which  did  not  respond  to  treatment 
by  the  roentgen  ray  or  benzol.  Indeed,  follow- 
ing the  use  of  benzol,  serious,  even  fatal,  results 
have  been  reported,  and  toxic  symptoms  also 
may  occur  after  the  use  of  the  roentgen  ray. 
In  certain  instances  benzol  may  cause  a  short 
period  of  temporary  improvement,  followed  by 
rapid  fatal  termination.  Such  termination 
may  also  occur  wdth  other  forms  of  treatment 
or  without  treatment.  With  the  more  recent  im- 
provements in  roentgen  apparatus  by  CooHdge 
and  his  co-workers,  and  by  perfection  in  the 
technic  of  clinical  application,  it  is  probable 
that  the  number  of  cases  which  are  refractory 
to  the  ic-ra^^s  will  be  considerably  lessened. 

Renon,  Degrais  and  Toumemelle  in  an  ad- 
mirable article  add  a  sixth  case  of  leukemia 
to  the  five  already  reported  by  them.     They 


also  refer  to  the  French  series  of  tw^elve  cases 
of  leiikemia  in  which  marked  improvement  re- 
sidted  from  the  surface  appHcation  of  raditim 
over  the  enlarged  spleen.  Eight  of  these  had 
already  been  treated  -^-ith  roentgen  rays  with 
no  advantage  or  only  with  temporan-  improve- 
ment. Pinch,  of  the  Radiimi  Institute  of 
London,  also  makes  reference  to  a  case  of 
myelogenous  letLkemia  in  which  the  results  of 
radiimi  treatment  were  excellent.  Van  Noor- 
den  and  Falta  did  not  obtain  any  favorable 
results  in  leukemia  by  the  use  of  radiimi  ema- 
nation even  by  prolonged  treatment  in  the 
emanatorium.  Falta,  Kriser  and  Zehner,  how- 
ever, produced  remissions  in  leukemia  by  the 
injection  of  the  thorium-X.  In  the  small 
series  of  cases  reported  by  them,  the  immediate 
results  were  good,  but  the  cases  had  been  fol- 
lowed only  a  very  short  time,  so  that  the}"  did 
not  draw  any  conclusions  regarding  end  results 
of  this  treatment.  German  investigators  have 
reported  conflicting  results  from  treatment  of 
leukemia  by  thorium-X. 

The  principles  of  cross-fire  as  well  as  roent- 
genotherapy are  made  use  of  in  the  treatment 
of  leiikemia  by  surface  applications  of  radium. 
The  technic  of  such  radium  therapy  may  be 
illustrated  by  the  striking  effect  of  radium 
when  applied  in  the  proper  manner  to  the 
siirface  over  the  enlarged  spleen  in  cases  of 
myelogenous  leukemia.  For  this  the  foUomng 
details  have  been  elaborated: 

The  area  of  the  enlarged  spleen  is  carefully 
and  plainly  marked  out  with  skin  pencil  or 
grease  paint  (of  red  or  black  color),  the  outHne 
being  obtained  by  percussion  and  palpation. 
The  various  landma  ks,  such  as  costal  margins, 
anterior  superior  spine  and  crest  of  the  ilia, 
the  s}TTLphysis  pubis  and  the  umbiHcus  are 
marked.  The  patient  is  photographed  in  an 
erect  position  in  both  front  and  side  \dews. 
A  series  of  small  squares  3  cm  in  diameter, 
when  the  radium  appUcator  is  2  cm  in  diam- 
eter, are  marked  over  the  area  of  the  enlarged 
spleen.  It  is  important  not  to  have  the  suc- 
cessive appHcation  areas  too  near  together,  or 
the  skin  between  them  will  be  "burned"  by 
the  double  dose.  The  squares  thus  marked 
out  are  nimibered  serially.  A  swath  of  thin 
cotton  cloth  is  carefiilly  fitted  to  the  abdomen, 
and  the  outhne  of  the  spleen,  bony  landmarks 
and  small  squares  is  traced  upon  it.  This 
swath  must  be  smoothly  and  accurately  fitted 
and  kept  in  accurate  position  by  means  of  the 
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landmarks  above  mentioned,  for  it  is  left  in 
place  during  each  single  series  of  treatments. 
The  purpose  of  this  swath  is  to  avoid  the 
irritation  of  repeatedly  applying  and  removing 
the  adhesive  plaster  which  holds  the  radium 
applicator  in  place,  for  it  has  been  found  that 
the  area  which  is  being,  or  has  been,  radiated 
is  particularly  sensitive  to  injury  from  the 
repeated  application  and  removing  of  adhesive 
plaster.  Indeed,  such  added  irritation  may 
induce  vesiculation  or  even  superficial  ulcera- 
tion of  the  skin.  Tracings  of  the  areas  and 
landmarks  marked  on  the  swath  are  now  made 
on  tracing  cloth,  which  serves  as  a  chart  for 
guidance  in  the  following  series  of  treatments. 
With  the  chart  as  a  guide,  the  radixmi  appli- 
cator, screened  with  2  or  3  millimeters  of 
lead,  15  to  20  thicknesses  of  filter  paper,  and 
wrapped  in  gauze,  is  now  applied  to  each  of 
the  squares  in  the  order  indicated.  It  is 
necessary  also  to  add  at  least  as  much  filtra- 
tion and  protection  to  the  external  side  of  the 
applicator,  for  the  patient  may  inadvertently 
rest  the  arm  or  leg  on  the  applicator  during 
sleep,  and  a  severe  bvun  may  thus  result. 
The  filter  paper  is  applied  to  avoid  the  irri- 
tating effect  of  the  secondary  rays  from  the 
lead,  and  the  gauze  adds  to  the  comfort  of  the 
patient. 

After  four  to  six  weeks  a  second  series  of 
treatments  is  usually  necessary,  the  interval 
between  being  determined  by  examinations 
of  the  blood  and  by  the  local  condition  of  the 
skin.  If  the  details  here  described  are  fol- 
lowed, however,  no  effect  will  be  produced 
upon  the  skin  other  than  very  faint  pigmenta- 
tion after  several  series  of  radium  treatments. 

When  from  50  to  60  milligrams  of  radium 
element  or  millicuries  of  radium  emanation 
are  employed,  evenly  distributed  over  a  sur- 
face applicator  2x2  cm  in  diameter,  and  the 
filtration  and  protection  above  mentioned  is 
used,  the  radiimi  may  be  left  in  each  position 
from  4  to  6  hours — 4  hours  if  there  are  60 
milligrams,  6  hours  if  there  are  50  milligrams 
and  if  the  filtration  is  3  millimeters  of  lead. 
With  this  amount  of  radium  and  the  above 
technic,  it  is  possible  for  complete  remission 
in  leukemia  to  occur  with  three  series  of  treat- 
ments. Amotmts  of  radiimi,  however,  as  small 
as  25  milligrams,  even  when  this  is  in  the 
form  of  a  tube,  have  reduced  the  spleen  to 
normal  size,  and  caused  the  characteristic 
improvement  in  the  blood  and  in  the  general 


condition  of  the  patient,  but  the  time  required 
is  longer  and  the  series  of  applications  more 
nimierous. 

The  author  believes  that  in  practical  radio- 
therapy, radioactive  substances  will  in  certain 
instances  doubtless  be  preferable  to  the  use 
of  the  roentgen  rays,  particularly  when  there 
is  a  necessity  for  the  most  precise  localization, 
especially  within  the  body  or  in  cavities  diffi- 
cult of  access  and  also  when  the  condition  of 
the  patient  or  circumstances  demand  portabil- 
ity of  the  therapeutic  agent  for  convenience 
or  ease  of  treatment.  The  disadvantage  of 
radiimi  is  its  great  expense  for  sufficient  dosage. 
He  deems  that  when  sufficient  clinical  ex- 
perience has  been  gained  in  the  application  of 
the  recent  advances  in  the  production  of 
highly  penetrating  homogeneous  roentgen  rays 
of  great  volimie  by  Coolidge  and  his  co-workers, 
supplemented  by  careful  scientific  study  of 
the  physiological  effects,  there  will  be  in  the 
majority  of  cases  very  little  difference  in  the 
therapeutic  value  of  the  roentgen  rays  and 
radioactive  substances.  It  seems  possible 
that  similar  results  to  those  now  produced 
by  radioactive  substances  may  be  brought 
about  in  a  much  shorter  time  by  the  roentgen 
ray  when  the  desired  quantity  and  quality  of 
the  radiation  may  be  measured  in  a  ration- 
al manner,  so  that  the  results  obtained 
by  one  man  may  be  compared  with  those  of 
others  and  that  there  may  be  a  repetition  of 
results  from  day  to  day.  From  the  preceding 
it  will  be  seen  that  each  source  of  radiation 
has  certain  advantages,  as  well  as  disadvan- 
tages. Unless  in  the  near  future  the  cost  of 
production  and  the  selling  price  of  radium  are 
greatly  reduced,  it  woiild  seem,  with  the  re- 
cent development  in  roentgen  technic,  that  the 
latter  will  become  of  more  general  use  in  the 
treatment  of  many  diseases. 

A  case  report  is  cited  at  great  length. 


Pfender,  Charles  A.  Roentgenotherapy  in 
Inoperable  Carcinoma.  (Medicine  and 
Surgery,  Vol.  I,  No.  2,  April,  1917,  p.  117.) 

Deep  roentgen  therapy,  the  massive  admin- 
istration of  10  to  50  X  Kienboeck  units  through 
I  to  4  mm  of  aluminiun  and  several  layers  of 
chamois  or  a  thick  piece  of  leather,  in  the  hands 
of  an  experienced  roentgenologist,  is,  in  Pfen- 
der's  experience,  a  perfectly  safe  procedure. 
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t  it  would  be  hazardous  to  establish  a  rou- 
le  and  apply  it  irrespective  of  the  case  in 

id.    The  author  describes  three  cases  of  in- 

;rable  carcinoma  which  are  usually  classi- 
:d  as  "hopeless,"  with  the  following  results: 
The  first  patient,  ha\'ing  an  inoperable  uter- 
.6  carcinoma,  is  entirely  well  to-day  (after 
.t  18  months);  the  second  patient,  having 
.operable  secondary,"  carcinoma  of  the  chest 
id  left  limg,  died  from  exhaustion  after  en- 
vying a  respite  of  at  least  three  months  of  life 
thout  siiffering;  and  the  third  patient,  with 

inoperable  post-operative  metastatic  car- 
losis  of  the  head,  chest  and  sacrum,  was 

ptomaticaUy  well  for  eight  months  with 
"rospect  of  further  improvement,  had  she  con- 
inued  treatment. 


I'rimle,  Frederick.  Observations  upon  the 
Effects  of  Radiimi  on  Tissue  Growth  in 
Vitro.  {The  Journal  of  Cancer  Research, 
Vol.  II,  No.  2,  April,  191 7,  p.  107.) 

During  the  last  few  years  much  has  been 
written  both  for  and  against  the  usefulness  of 
radium  as  a  therapeutic  agent  in  the  treat- 
ment of  malignant  growths.  The  observ^ations 
along  this  Hne  have  been  chiefly  clinical, 
made,  that  is,  upon  tumors  in  man,  where  it 
was  impossible  to  control  the  results  -^A-ith  any 
degree  of  acoiracy.  The  employment  of  in 
vitro  cultures  of  cells  growdng  in  plasma  offers 
a  convenient  method  for  observing  growing 
tissue,  and  this,  therefore,  was  chosen  as  the 
most  suitable  means  for  studying  the  changes 
produced  by  radium  upon  the  indi\4dual  cells. 

The  author  refers  to  the  work  of  Wedd  and 
Russ,  Wassermann,  Price  Jones  and  Mottram, 
all  of  these  authors  having  made  experiments 
upon  tissue  in  \'itro.  The  author's  experiments 
were  first  conducted  on  the  embr\'o  chick 
heart  kept  alive  for  a  long  period  by  the 
method  set  forth  by  Carrel.  Hearts  were  re- 
moved from  chicks  which  had  been  incubated 
for  from  five  to  seven  days,  cut  into  smaU 
pieces  about  o.ooi  gram  in  weight,  and  some 
two  or  three  dozen  such  fragments  suspended 
in  a  hanging  drop  of  Ringer's  solution  on  a 
cover  slip  sealed  with  paraffin  over  a  hollow 
slide.  The  cultures  to  be  treated  ysnXh.  radiimi 
were  then  covered  with  0.4  mm  of  brass,  upon 
which  the  radium  tubes  were  placed,  and  thus 
exposed  to  the  action  of  100  mgm  of  radiimi 


for  one-half  and  two  hours  respectivelv.  In  a 
pre\-ious  series  of  experiments  it  had  been 
fovmd  that  the  lethal  point  of  small  pieces  of 
tissue  where  the  unfiltered  rays  were  concerned 
was  twenty,  fifteen,  and  ten  minutes  for  17, 
S3,  and  100  mgm  of  radium,  respectively. 
When  the  alpha  and  soft  beta  rays  were  re- 
moved by  filtration  with  0.4  mm  of  brass, 
three  hotirs,  one  hour,  and  forty-five  minutes, 
respective^,  were  required  for  17,  83,  and 
100  mgm  to  kill;  whereas  when  only  the 
gamma  and  secondan^  beta  rays  were  em- 
ployed, twenty  hours  were  necessary  for  17 
mgm  of  raditmi,  and  about  seven  hoirrs  for 
both  the  83  and  100  mgm  to  cause  death. 

The  two  exposures  to  100  mgm  of  radiimi 
mentioned  above  for  one-half  and  t^-o  hours 
when  both  beta  and  gamma  rays  were  used 
was  therefore  a  sublethal  and  a  lethal  dose,  re- 
spectively. After  exposure,  each  piece  of 
tissue  was  removed  from  the  Ringer's  solution, 
and  cultures  of  them  were  made  in  slightly 
diluted  chicken  plasma,  controls  being  accorded 
the  same  treatment  in  all  cases.  The  cultures 
were  all  kept  in  an  incubator  at  37"  C,  and 
dail}^  obser\-ations  made  as  to  their  condition. 

The  author  concludes  the  article  as  follows: 

1.  Radium  in  sufficiently  large  doses  will  so 
injure  the  nucleus  of  the  cell  as  to  prevent 
further  mitosis. 

2.  This  injury  to  the  mitotic  power  of  the 
cell  does  not,  however,  prevent  a  marked  in- 
crease in  the  area  of  the  culture  due  to  an 
out  wandering  of  cells. 

3.  This  power  of  the  radiumized  cells  to  wan- 
der out  from  the  main  tissue  is  limited,  ex- 
tending through  t\\'0  or  at  most  three  genera- 
tions. 

4.  When  there  is  a  marked  outwandering  of 
cells  after  radiumization,  but  no  mitosis,  the 
tissue  will  not  grow  when  inoculated  into  mice. 

5.  Radium  does  not,  therefore,  kill  the  cells 
outright,  as  is  shown  by  the  persistence  of 
beating  in  heart  muscle  cells,  but  injures  the 
nucleus  in  such  a  manner  as  to  prevent  further 
division,  which  must  eventually  result  in  the 
death  of  the  cell,  if  its  energ\-  is  expended  in 
groT\'th  and  division  and  not  in  a  purely  me- 
chanical function.  The  well-known  high  re- 
sistance to  radium  of  the  ceUs  of  the  central 
nervous  system,  which  do  not  di\'ide  in  adult 
life,  is  presumably  correlated  vnXh.  the  survival 
of  the  heart  muscle  ceUs  after  lethal  exposures. 

6.  The  stimulating  effects  of  minimal  doses 
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of  radium  are  shown  by  the  profuse  outwander- 
ing  of  the  cells  which  occurs  after  sublethal 
exposures. 

TousEY,  Sinclair.  Prevention  and  Treat- 
ment of  Cancer  Based  Upon  X-Ray  Find- 
ings of  Dental  Infection  and  the  Use  of 
Autogenous  Vaccine.  (N.  Y.  Med.  Jour., 
Vol.  CV,  No.  II,  March  17,  1917,  p.  485.) 

The  title  of  this  paper  raises  hopes  too  good 
to  be  true,  and  the  contents  bear  out  the  appre- 
hension that  the  hopes'  are  prematiu-e  and  the 
title  misleading.  Dr.  Tousey  throws  out  the 
suggestion  that  defective  teeth  may  be  the  un- 
derlying cause  of  cancer,  because  a  number  of 
cancer  patients  have  been  found  to  be  so  in- 
flicted. Tentative  treatment  with  autogenous 
vaccine  prepared  from  the  infected  areas  has 
also  been  instituted.  The  object  of  the  com- 
munication is,  according  to  Dr.  Tousey's  frank 
avowal,  to  put  in  a  claim  for  priority  in  case 
further  investigations  by  himself  and  others 
should  bear  out  the  correctness  of  his  sugges- 
tions. It  is  just  possible,  however,  that  the 
profession  will  prefer  to  give  credit  to  those 
men  who  establish  facts  and  make  a  practical 
success  of  ideas  rather  than  bestow  eulogies 
upon  claims  for  priority  before  the  object  is 
accomplished. 

Ratera,  J.  AND  S.  Roentgenotherapy  for  Tu- 
berculous Glands.  (Siglo  Medico,  Madrid, 
July  21,  191 7.  Ref.  Jour.  Am.  Med.  Assoc, 
Sep.  8,  1917,  p.  856.) 

The  authors  have  treated  thirty  patients 
with  tuberculous  glands  b}^  exposure  to  the 
roentgen  rays  and  have  been  impressed  by  the 
prompt  cures  effected.  They  declare  that  it  is 
so  effectual  that  it  can  be  relied  upon  to  dif- 
ferentiate ordinary  tuberculous  glands  from 
Hodgkin's  disease,  as  in  their  five  cases  of  the 
latter  not  the  slightest  benefit  was  apparent. 
It  even  seemed  in  some  of  the  cases  as  if  the 
disease  had  been  whipped  up  by  the  exposures. 

Barringer,  B.  S.  Report  of  Four  Cases  of 
Carcinoma  of  the  Bladder  Locally  Re- 
moved by  Radium.  (Am.  J.  Surg.,  Vol. 
XXXI,  No.  12,  December,  1917,  p.  325.) 

In  a  large  majority  of  cases  in  which  the 
author  has  applied  raditmi  to  bladder  tumors, 


the  hematuria  has  stopped  two  or  three  dc 
after  the  irradiation.  There  is  a  suggestion 
this  that  the  primary  effect  of  the  radium 
upon  the  blood  vessels.  If  this  is  so  it  would 
a  measure  explain  why  papillomata  of  1 
bladder,  rich  in  blood  vessels,  react  somew? 
more  slowly  to  radium  than  true  carcinomc  i 
which  have  poor  and  imperfectly  develop  I 
blood  vessels. 

In  some  cases  the  rapidity  of  the  action 
radium  is  astonishing.  In  one  case,  which  ^^ 
irradiated   January    19th,    on   February    41 
(sixteen  days  later)  cystoscopy  showed  that 
extensive  carcinoma  had  entirely  disappeart , 

Radiimi  bums  of  normal  portions  of  t : 
bladder  have  occiured  only  in  those  cases 
which  carcinoma  was  around  the  bladder  nee 
and  in  which  the  radium  was  pulled  into  t 
urethra  and  kept  there  for  a  long  time.  T 
author  has  had  two  such  cases.  The  bums  la 
a  long  time,  and  cause  considerable  irritatio 
Division  of  the  radium  dose  into  two  or  mo 
tubes;  use  of  smaller  quantities;  change  in  ti 
position  of  the  patient  during  application;  ai 
a  fairly  long  interval  between  irradiations — s 
weeks  or  more — ought  to  prevent  such  bums. 

The  four  cases  reported  are  selected  fro 
some  twenty-five  cases  of  carcinoma  of  tl 
bladder  which  have  been,  or  are  being,  treats 
by  radium.  The  author  believes  them  interes 
ing  because  they  probably  all  fall  into  th; 
class  of  bladder  carcinomata  which  is  mo: 
malignant. 


Cole,  L.  G.  Ileocecal  Incompetency.  (Met 
Clin.  No.  Am.,  Vol.  I,  No.  3,  Novembe 
1917,  p.  689.) 

The  author  discusses  what  he  considers  th 
direct  causes,  constitutional  symptoms  an^ 
clinical  significance  of  ileocecal  incompetencj 

Cole  considers  some  of  the  direct  causes  ar 
pregnancy  and  its  sequelae,  chronic  appendi 
citis  with  adhesions,  post-operative  adhesions  1 
pericolonic  veils  or  Jackson's  membrane. 

The  constitutional  symptoms  are  due  to  th' 
ileal  absorption  of  putrid  colonic  contents 
and  a  failure  to  repair  the  incompetent  valv< 
ultimately  forces  the  terminal  ileum  to  assum< 
a  colonic  function.  The  rich  Ijonphatic  supph 
of  the  ileum  makes  it  ill  suited  for  this  function 
as  there  ^vill  result  an  absorption  of  putrefying 
material. 
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Under  s}Tnptoms,  the  author  mentions  pain 

esembling  gallbladder  or  iirinar>"  coHc  and  a 

umor  mass  in  the  right  iHac  fossa.  The  con- 

titutional  s}Tnptoms   are  varied,   sometimes 

.-,  Ividenced  by  localized  pains  to  the  left  of  the 

-  imbilicus  accompanied  by  flatulence  and  con- 

tipation.  Periodicity  is  one  of  the  most  preva- 

ent  symptoms.  The  relation  between  ileocecal 

.  incompetency  and  spasmodic  or  other  func- 

^  lional  lesions  of  the  stomach  is  mentioned. 

The  author  has  advised  operative  procedure 
.  for  a  nimiber  of  his  cases,  the  technic  recom- 
.  Inended  following  closely  that  described  by 
..jKellogg.  The  results  have  been  gratifying;  and 
"J5ubsequent  roentgen  ray  study  has  shown  that 
in  very  few  cases  where  the  valve  was  properly 
^repaired  was  the  valve  found  incompetent. 
-IHe  states  that  if  the  valve  is  properly  repaired, 
ithe  results  are  permanent. 

''  GiFFiN,  Herbert  Z.  Treatment  of  Myelocytic 
Leukemia  by  Radiimi.  {Boston  M.  &  S.  J., 
November  15,  191 7,  p.  686.) 

The  author  reports  a  series  of  30  consecutive 
cases  which  have  been  treated  by  means  of  sur- 
face application  of  radium  element  over  the 
spleen. 

In  some  instances  in  this  series  the  author 
used  50  mg.  and  in  others  100  mg.  of  the  radium 
element  in  tubes.  The  enlarged  spleen  was 
mapped  out  into  squares  in  the  manner  de- 
scribed by  Ordway,  and  the  radiimi  exposed 
over  each  area  for  periods  of  three  or  four 
hours.  The  total  length  of  time  for  each  series 
of  applications  varied  from  twelve  to  forty- 
eight  hours;  usually,  however,  the  time  was 
from  twenty-four  to  thirty-six  hours.  Patients 
remained  in  bed  during  exposure.  In  the  early 
cases  the  protection  consisted  only  of  2  mm.  of 
lead  beneath  the  radium  and  2  mm.  of  lead 
over  the  radium.  The  raditmi  was  held  in  place 
by  means  of  adhesive  plaster.  Superficial  burns 
resulted,  but  they  were  never  serious  and 
healed  without  difficulty.  As  pre\'iously  pointed 
out  by  Ordway,  experience  demonstrated  that 
the  skin  formerly  tratmiatized  by  adhesive 
plaster  was  especially  susceptible  to  bum.  After 
adding  1.2  inch  of  wool  beneath  the  2  mm.  of 
lead  equally  satisfactory  results  were  obtained, 
■with  only  occasionally  a  slight  bum.  The  ra- 
dium may  be  raised  so  far  from  the  skin  by 
means  of  gauze  that  little  result  is  obtained 
from  the  exposures.  When  a  satisfactory  re- 
sponse does  not  occur,  one  should  reduce  the 


protection,  even  to  the  point  of  burning  the 
patient. 

Dr.  W.  J.  Tucker  devised  a  biscuit-shaped 
block  which  has  been  used  routinely  for  several 
months.  This  consists  of  }/^  inch  of  wood,  2  mm. 
of  lead,  }4  inch  of  wood  bored  to  receive  the 
tubes  of  radiimi,  and  above  this  2  mm.  of  lead 
and  another  }4  inch  of  wood.  This  block  is  held 
in  position  by  means  of  a  simple  canvas  belt. 
An  endeavor  is  made  to  concentrate  the  fire 
through  the  most  massive  portions  of  the  spleen. 

A  certain  degree  of  general  improvement, 
together  with  reduction  of  the  size  of  the  spleen 
and  of  the  leukocytic  coiint,  occurred  in  every 
instance,  even  in  the  most  advanced  and  toxic 
cases.  Marked  temporary  improvement  oc- 
curred in  26  patients,  and  a  remarkable  im- 
provement in  13.  It  is  impossible  satisfactorily 
to  discuss  the  subsequent  histories  of  these 
cases  at  this  time. 

Hemorrhage  ceased  as  a  rule  after  one  or  two 
series  of  exposures.  In  two  instances,  hemor- 
rhage occurred  after  radium  exposures  when  it 
had  not  occurred  previous  to  treatment.  In 
these  instances  the  hemorrhage  seemed  to  be 
the  result  of  over-exposure;  an  anemia  also 
developed;  both  the  hemorrhage  and  the 
anemia  were  successfully  combated  by  means 
of  transfusion. 

In  25  patients  there  was  definite  improve- 
ment of  the  anemia  concomitant  with  the  im- 
provement of  the  general  condition.  The  re- 
duction of  the  number  of  leukocytes  was  due 
chiefly  to  not  only  an  absolute  but  also  a  strik- 
ing relative  fall  in  the  myeloc}i:es;  there  was  a 
striking  fall  in  the  absolute  count  of  polynu- 
clears,  while  their  relative  percentage  re- 
mained approximately  the  same.  There  was 
also  a  marked  fall  in  the  absolute  count  of 
small  hTuphocj-tes. 

Surface  exposures  of  radiimi  over  the  spleen 
of  myeloc>i;ic  leukemia  usually  affect  a  very 
rapid  reduction  of  the  size  of  the  spleen,  a  fall 
in  the  leukocyte  count,  and  improvement  in 
the  general  condition.  Together  with  trans- 
fusion, they  constitute  at  present  the  most 
effective  temporary  measiire  in  the  treatment 
of  the  disease. 

Holland,  Arthur  L.  Fluoroscopic  Method  of 

Diagnosis  in  Disease.  {Med.  Clin.  No.  Am., 

Vol.  I,  No.  3,  p.  767,  November,  1917.) 

The  author  holds  that  the  fluoroscope  is  an 

instrument  of  medical  diagnosis  and  that  it 
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should  be  used  only  by  those  who  are  actually 
engaged  in  clinical  medicine  and  are  experi- 
enced, or  at  least  familiar  with  modern  labora- 
tory methods.  The  field  for  fluoroscopy  is  a 
large  one;  it  overlaps  that  of  roentgenography, 
but  does  not  substitute  for  the  latter 
method. 

The  fluoroscope  in  trained  hands  will  yield 
information  that  roentgen  ray  plates,  even  in 
long,  expensive  series,  cannot  always  disclose. 
This  information  is:  A  correct  estimation  of 
peristalsis  or  the  presence  of  a  reversed  peris- 
talsis; the  effect  of  adhesions  on  the  position, 
contour,  mobility,  motility  and  relation  of  the 
viscera;  the  possibility  of  direct  dermatographic 
charting;  the  better  placing  of  mass  and  pres- 
sure pain  with  combined  palpation;  and  the 
detection  and  estimation  of  spasm.  Roentgen 
ray  plates  in  series  may  suggest  these  possibil- 
ities, but  only  when  interpreted  by  a  master 
roentgenologist . 

On  the  other  hand,  the  fluoroscope  cannot 
compete  with  serial  roentgenography  in:  The 
detection  of  obscure  filling  defects  in  the  duo- 
denal bulb,  pyloric  region,  and  the  intes- 
tines; the  outlining  of  diseased  gallbladders; 
the  detection  of  gall  or  kidney  stones;  and  the 
accurate  mapping  out  of  a  diseased  area  as  an 
aid  to  the  surgeon  in  determining  his  mode  of 
procedure.  Then,  too,  the  obese  patient  pre- 
sents a  problem  to  the  fluoroscopist  which  is 
not  nearly  so  perplexing  when  plates  are 
used. 

When  in  routine  diagnosis  the  fluoroscopic 
findings  are  at  variance  with  clinical  and  labora- 
tory findings  and  a  diagnosis  remains  cloudy, 
supplementary  roentgenography  should  be 
employed.  Operative  cases  should  be  studied 
b}''  a  combination  of  both  methods  prior  to 
operation. 

This  excellent  article  is  apparently  written 
by  a  man  who  has  not  had  large  laboratory 
training  in  roentgen  ray  work,  if  one  may  judge 
by  Fig.  71,  showing  a  patient  being  fluoro- 
scoped  in  the  horizontal  position.  Although 
the  author  urges  that  every  possible  protection 
be  insisted  upon,  and  that  the  roentgenologist 
wear  a  leaded  rubber  apron,  the  observ^er  in 
this  figure  is  sitting  on  the  edge  of  the  table  on 
which  the  patient  is  being  examined.  This 
rather  comfortable  looking  position  reverses 
the  logic  for  the  use  of  the  rubber  apron.  If  the 
observer  wishes  to  maintain  this  position  he 
should  sit  on  the  apron  instead  of  wearing  it. 


This,  however,  is  a  minor  detail.  The  author  is 
to  be  complimented  on  the  ver}^  logical  andu 
lucid  discussion  of  the  subject  undertaken. 

At  the  close  of  the  article,  the  author  refe^ 
to  stereoscopic  fluoroscopy,  but  no  credit 
given  to  our  colleague.  Dr.  E.  W.  Caldwell 
New  York,  the  father  of  stereoscopic  fluoroi 
copy,  whose  tireless  efforts  in  the  experimental| 
field  are  alone  responsible  for  the  early  prospect 
of  realizing  this  "dream  of  roentgenologists.'' 


KouwER,  B.  J.  Roentgenotherapy  in  Gyne- 
cology. {N  ederlandsch  Tijdschrift  voot 
Geneeskunde,  Amsterdam,  Sept.  8,  1917 
II,  No.  10.  Ref.  /.  Am.  Med.  Ass.  Dec.  8 
1917.) 

Kouwer  warns  that  roentgenotherapy  foi 
fibroma  of  the  uterus  is  still  in  the  tentative 
stage.  Opinions  are  still  divided  as  to  whethei 
the  fibroma  itself  or  the  ovaries  should  be  ex- 
posed. He  warns  further  that  our  assumption  as 
to  the  two  separate  functions  of  the  ovary— 
the  production  of  the  ovimi  and  of  the  interna 
secretion — ^is  still  purely  hypothetical.  But  w( 
have  reason  to  assimie  that  roentgen  exposures 
carried  far  enough  are  equivalent  to  castration, 
and  we  do  not  know  the  damage  that  may  be 
wrought  by  the  exposures  even  stopping  con- 
siderably short  of  this.  Instances  have  come  tc 
his  knowledge  in  which  roentgenotherapy  has 
been  applied  to  young  women  to  relieve  dys- 
menorrhea, and  even  women  of  35  and  40  are 
not  excluded  from  roentgenotherapy  by  those 
who  fail  to  appreciate  the  power  of  the  roentgen 
rays  acting  in  this  region.  The  gynecologists 
have  not  failed  to  warn  of  the  dangers  from 
operations,  and  the  majority  refrain  on  prin- 
ciple from  operating  for  uterine  fibroma  unless 
very  serious  indications  call  for  it.  But,  he 
adds,  the  roentgenologists  are  not  equally  frank 
in  regard  to  dangers  from  roentgenotherapy. 
The  medical  literature  of  the  Netherlands  has 
no  reports  of  injury  of  patients  from  roentgen 
treatment.  He  knows  that  such  cases  exist,  but 
where  are  the  reports  of  them?  In  referring  to 
the  Freiburg  method  of  abrupt  and  very  power- 
ful application  of  the  rays,  he  says  that  it  is 
not  difficult  to  learn  from  the  very  reports  of 
their  1,395  cases  sent  out  by  the  Freiburg  cHnic 
the  harm  done  in  this  or  that  case.  "How  does 
it  happen,"  he  exclaims,  "that  Freiburg  is  deaf 
and  blind  to  them?  How  can  it  be  explained 
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hat,  nevertheless,  the  statements  of  Konig 
,nd  Gauss  are  accepted  by  many  as  absolute 
.uthoritv?" 


\IacKee,  Geo.  M.  X-ray  and  Radium  in  the 
Treatment  of  Skin  Diseases  in  Children. 
{Tr.  N.  York  Acad.  M.,  Section  on  Pedi- 
atrics, Am.  J.  Obst.,  Dec,  191 7.) 

We  quote  the  following  remarks  by  Dr. 
MacKee  on  the  above  subject:  "I  am  limited 
■•to  a  discussion  of  the  results  of  the  .r-ray  and 
j-adium  in  the  treatment  of  dermatoses  in  in- 
ifancy  and  childhood  and  this  confines  my  re- 
marks to  ver\'  narrow  limits  as  there  are  not 
ver\'  many  skin  diseases  peculiar  to  infancy  and 
not  many  more  in  children  that  are  amenable 
to  treatment  by  the  x-rsty  and  radium.  One 
of  the  conditions  frequently  met  mth  by  the 
I  pediatrician  and  one  in  which  roentgenology 
has  given  good  results  is  fa\'us  or  ring%vorm. 
This  is  a  condition  which  has  given  much 
trouble  in  different  parts  of  the  world.  It  is 
much  more  difficult  to  treat  in  early  life  than 
when  it  occxirs  near  the  time  of  puberty.  It  has 
been  almost  eradicated  in  London  and  other 
European  cities  by  the  use  of  the  .T-ray,  and  it 
seems  a  pity  that  we  have  not  employed  this 
method  more  generally  in  the  United  States. 
Children  with  ring^vorm  are  not  allowed  to  go 
to  school  but  they  mingle  with  others  on  the 
streets  and  are  therefore  a  menace.  As  a  result 
they  never  receive  a  school  education.  I  believe 
that  Dr.  Fordyce's  clinic  is  the  only  free  institu- 
tion in  this  city  where  this  method  of  treatment 
is  being  employed,  but  ever}'  hospital  and  dis- 
pensary- should  be  similarly  equipped;  it  can 
be  given  by  a  n\u*se  vmder  supervision.  It  is 
possible  where  there  is  only  a  single  lesion  to 
treat  merely  the  diseased  area.  It  is  not  always 
necessary  to  depilate  the  entire  scalp.  When 
depilation  occurs,  care  must  be  taken  that  the 
hairs  which  fall  out  do  not  become  scattered 
and  spread  the  infection.  To  avoid  this  among 
intelligent  people  the  lesion  may  be  covered 
with  zinc  plaster  after  the  treatment.  As  the 
hair  falls  out  three  weeks  after  the  treatment, 
by  removing  the  plaster  at  that  time  the  hair 
will  be  found  adherent  to  it.  In  the  treatment 
of  this  condition  by  the  .T-ray  the  dosage  must 
be  ver\^  accurately  meastured.  It  takes  a  certain 
amount  of  .r-rav  to  make  the  hair  come  out 


and  a  very  little  more  to  prevent  its  ever  com- 
ing in  again,  so  that  the  limits  of  the  dosage  are 
not  ver\^  mde.  We  have  treated  300  or  more 
cases,  three  different  men  giving  the  treatment, 
and  we  have  had  no  instance  of  permanent 
alopecia.  It  is  e\'ident  that  in  apphing  the 
-r-ray  to  the  skull  all  points  of  the  skull  are  not 
equally  distant  from  the  focus,  and  that  the 
oblique  rays  will  be  less  powerful  than  the 
direct  rays.  To  overcome  this  discrepancy 
Adamson  devised  the  method  of  mapping  the 
skull  into  five  areas  and  apphHng  the  a;-ray  to 
each  of  these  successively.  We  have  used  no 
protection  for  the  scalp  but  have  protected  the 
face,  ears  and  neck.  It  takes  from  one  half  hour 
to  forty-five  minutes  to  treat  the  entire  scalp 
and  it  is  not  necessar}^  to  treat  all  on  the  same 
day  or  to  apply  a  full  depilitating  dose  at  one 
sitting;  one  may  give  a  fractional  part  of  the 
dose  each  day  until  the  total  dose  is  adminis- 
tered. If  the  correct  dose  is  given  the  hair  falls 
out  in  three  weeks.  There  are  a  few  contraindi- 
cations. It  cannot  be  used  in  very  young  chil- 
dren, but  only  because  they  cannot  be  kept 
still.  A  child  of  two  or  three  years,  however, 
may  be  treated  ver\-  easily.  The  a;-ray  must  not 
be  applied  to  the  scalp  for  three  weeks  after 
the  application  of  irritating  chemicals  and  such 
chemicals  must  not  be  used  for  several  weeks 
after  the  a;-ray  has  been  employed.  If  the  .r-ray 
has  been  applied  at  such  a  time  a  permanent 
depilation  may  result.  Sometimes  it  is  not  nec- 
essary to  obtain  complete  depilation  as  the 
diseased  hairs  may  fall  out  under  very  small 
doses,  and  if  we  only  get  a  partial  depilation 
of  the  affected  area  we  will  often  effect  a  cure. 

'•'Blastomycosis  and  actinomycosis  are  con- 
ditions that  respond  well  to  .T-ray  treatment. 

"In  vascular  nevi  we  get  good  resvdts  with 
radiimi,  but  not  so  good  with  the  x-ray. 
Cavernous  angiomata  can  be  cured  by  the 
.r-ray,  but  only  by  persistent  treatment,  and 
such  persistent  treatment  is  not  ad\asable.  It 
is  apparently  the  beta  rays  of  the  radium  to 
which  the  therapeutic  results  can  probably  be 
attributed.  These  are  also  present  in  the  x-ray, 
but  they  cannot  be  used.  The  radiimi  tube  is 
not  as  satisfactory-  as  the  radium  plaque  be- 
cause one  gets  a  reticulate  effect  with  the  tube. 
The  port-w-ine  mark  does  not  respond  to  .%--ray 
or  raditun.  Pigmented  nevi  do  not  do  well 
under  the  .r-ray  or  radium.  Hairy  ne\'i,  on  the 
other  hand,  respond  well  ^o  the  x-ray  treat- 
ment. 
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"Acne  likewise  responds  to,x-ray  treatment 
but  it  is  not  necessary  nor  is  it  advisable  to 
resort  to  this  unless  the  ordinary  methods  fail. 

"Keloid  occurs  in  infants  and  children  usu- 
ally as  the  result  of  bums  and  both  a;-ray  and 
radium  are  very  efficacious.  All  forms  of  keloid 
are  amenable  to  such  treatment. 

"Of  the  different  varieties  of  warts,  the  com- 
mon wart,  verruca  vulgaris  is  very  amenable 
to  treatment  by  the  a;-ray  or  radiimi.  One  treat- 
ment with  either  of  these  agents  will  usually 
effect  a  cure.  The  small  flat  juvenile  warts  do 
not  do  so  well  under  this  form  of  treatment. 
Plantar  warts,  keratomata,  which  are  not  very 
satisfactorily  treated  by  other  methods,  respond 
to  this  form  of  treatment  and  I  have  never 
known  a  case  to  relapse. 

"Sarcoma  in  children  is  curable  by  this 
method  if  it  is  attacked  sufficiently  early. 
If  a  pigmented  mole  begins  to  develop  into  a 
sarcoma,  it  can  be  cured  provided  no  metastasis 
has  occurred.  I  have  a  picture  of  a  case  of 
melanosarcoma  which  was  apparently  cured 
by  the  x-ray  five  years  ago.  The  patient  had 
one  relapse  and  was  given  further  rK-ray  treat- 
ment, after  which  the  cure  appeared  to  be  com- 
plete. I  have  had  two  or  three  other  patients 
who  have  had  no  trouble  after  periods  of  three 
years. 

"  In  speaking  of  eczema  I  do  not  wish  to  be 
understood  as  advocating  the  use  of  the  a;-ray 
as  a  routine  method  of  treatment,  but  in  squam- 
ous eczema  it  causes  the  lesion  to  disappear 
and  it  requires  only  small  doses  to  produce  this 
result.  I  would,  however,  use  the  a;-ray  in 
eczema  only  in  obstinate  cases  that  failed  to 
respond  to  the  ordinary  methods  of  treatment. 

"Psoriasis  occurs  frequently  in  children  and 
is  easy  to  treat  by  means  of  the  x-vay  and  ra- 
dium. Chrysarobin  is,  however,  usually  satis- 
factory. Radium  and  the  a;-ray  are  both  effec- 
tive but  with  radium  one  cannot  treat  as  wide 
areas  as  with  the  a:-ray. 

"Lichen  planus  is  a  recalcitrant  disease, 
but  it  usually  responds  to  ordinary  treatment. 
When  it  is  limited  to  small  areas  the  x-ray  or 
raditrai  is  indicated. 

*' Lupus  vulgaris  of  hypertrophic  or  ulcera- 
tive type  yields  well  to  treatment  with  the 
x-ray  or  radiiim.  The  atrophic  type  is  very  re- 
calcitrant. The  .x-ray,  if  properly  administered, 
gives  very  good  results  in  tuberctdous  adenitis. 
Scrofuloderma  may  also  be  treated  in  this  way 
successfully." 


Montgomery,  Douglas  W.,  and  Culver, 
George  D.  The  Preoperative  Reduction  of 
Epithelioma  by  Roentgen  Rays  or  Ra- 
diimi.  (J.Cutan.  Dis.,Yo\.XXXY,'No.  421, 
December,  191 7,  p.  837.) 

A  primary  radiation  with  radium  is  now  an 
accepted  principle  in  the  operative  treatment  of 
cancer  in  certain  situations,  as,  for  example, 
of  the  uterus  including  the  cervix,  of  the  vagina, 
of  the  rectum,  of  the  tongue  and  even  of  the 
lips.  This  principle  may  be  made  use  of  ir 
cancer  of  the  skin,  and  by  it  in  some  cases  the 
resulting  scarring  and  deformity  may  be 
notably  reduced,  also  cancers  justly  regarded 
as  inoperable,  may  be  brought  well  within  the 
limits  of  more  easy  radiation. 

The  author,  as  an  example  of  what  may  be 
obtained  by  employing  the  roentgen  rays  withir 
the  limitations  in  which  they  could  be  of  bene- 
fit, reports  an  exceedingly  interesting  case  ol 
a  man  ninety-one  years  of  age  with  an  epi 
theliomatous  ulcer  occupying  almost  the  entire 
left  side  of  the  nose. 

It  was  impossible  to  curette  the  whole  lesion 
as  the  shock  would  probably  have  killed  the 
patient.  He  was  first  given  five  roentgen  ra^ 
exposures  of  thirty  minutes  each,  from  a  me- 
ditmi  tube  at  4  inches  distance,  spread  over  £ 
period  of  twenty-two  days,  after  which  there 
was  a  marked  reaction  with  flattening  of  the 
edges  of  the  lesion.  By  December  14,  there  was 
decided  improvement,  and  on  this  day,  the 
authors  gave  him  another  roentgen  ray  ex- 
posure of  thirty  minutes  directed  into  the  deep 
portion  of  the  ulcer  near  the  eye. 

On  December  20,  it  was  possible  to  curette 
the  area  nearest  the  tip  of  the  nose,  after  whict 
we  applied  roentgen  rays  to  the  raw  surface  foi 
thirty  minutes,  then  swabbed  it  with  the  acid 
nitrate  of  mercury. 

On  December  28,  the  surface  nearest  the 
eye  was  treated  in  the  same  manner,  a  pro- 
cedirre  that  previously  the  authors  would  not 
have  thought  feasible. 

By  January  25,  ever3rthing  was  healed  but 
the  upper  part  of  the  ulcer.  On  April  4,  the 
authors  had  to  ciu-ette  this  also,  and  on  doing 
so  came  down  on  uncovered  bone,  and  beside 
this  there  was  a  cushion-like  ridge  above  the 
edge  of  the  idcer  which  was  scraped  away 
The  raw  surface  was  exposed  to  the  roentger 
rays  for  thirty  minutes,  and  then  chromie 
acid  crystals  were  poured  on  and  pressed  in 
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he  resiilting  crust  came  away  the  following 
lonth,  and  during  May,  June,  July  and  August 
he  authors  gave  in  all  125  minutes  of  roentgen 
ay  exposure  in  broken  doses.  In  the  meantime 
ome  small  pieces  of  necrotic  bone  were  ex- 
oliated,  and  the  lesion  healed  entirely,  leaving 
,  small  hole  leading  into  the  nasal  cavity. 

At  no  time  was  the  patient  seriously  in- 
commoded by  the  treatment,  and  the  pain  oc- 
pasioned  by  the  procedures  was  obtunded  to 
k  bearable  degree  by  infiltrations  of  weak  co- 
Liaine  solution. 

Valuable  as  the  roentgen  ra3's  are  in  the 
treatment  of  epithelioma  of  the  skin  there  is 
also  no  doubt  of  the  deceptive  nature  of  a  heal- 
ing depending  wholly  on  them.  The  theory  of 
their  action  and  of  the  action  of  radium  in  this 
disease  is  the  same.  As  the  young  cells  of  the 
neoplasm  divide,  the  rays  strike  them  at  this 
(tender  period  of  their  development  and  kill 
'them.  When  this  theory  is  borne  in  mind,  a  pro- 
longed moderate,  rather  than  an  intensive 
short,  treatment  with  roentgen  rays  is  prefer- 
able. It  is  possible  that,  because  it  is  steadier 
and  more  prolonged,  radium  is  better  than 
roentgen  rays  in  these  forms  of  radiant  energy-, 
which  are  so  alike  in  their  therapeutic  action. 
Nevertheless,  from  the  very  nature  of  things 
some  cells  may  escape  or  be  only  inhibited. 


Ritchie,  Harry  P.  Duodenal  Diverticula. 
(/.  Surg.,  Gynec.  6^  Ohst.,Yo\.  XXV,  No.  5, 
November,  1917,  p.  485.) 

The  author,  after  re\-iewing  the  literature, 
finds  reports  of  76  cases,  and  in  addition  10 
cases  reported  by  Case  and  one  by  Stewart  as 
ha\'ing  been  discovered  roentgenologicall}'. 
The  author  also  refers  to  findings  by  Case,  Car- 
man and  others  of  a  sort  of  sacculation  or 
pseudo-diverticulimi  which  may  arise  from  a 
duodenal  ulcer  scar. 

The  present  case,  which  is  reported  in  full 
with  roentgenological,  surgical  and  pathological 
findings  is  of  special  interest  because  the  duo- 
denal diverticulum  occurred  in  association  with 
duodenal  ulcer. 

The  author  reports  the  unusual  features  as 
follows : 

1.  The  diverticultmi  was  demonstrated  at 
operation. 

2.  It  was  of  -unusual  size,  being  the  largest 
reported. 


3.  The  position  was  in  the  first  portion  of 
the  duodenum  just  below  the  pylorus. 

4.  It  is  the  only  case  reported  where  a 
diverticulum  was  found  in  close  prox- 
imity to  an  ulcer  of  the  duodenal  bulb. 

(See  case  reported  by  Shoup,  Am.  J.  Roent- 
genol., Novemher,  19 1 7 — Editor.)  An  extensive 
bibliography  is  quoted. 


Simmons,  Chaxning  C,  and  Benet,  George. 
Hodgkin's  Disease  wHth  Special  Reference 
to  X-Ray  Treatment.  {Boston  M.  b"  S.  J., 
Dec.  13,  1917,  p.  819.) 

The  authors  report  a  series  of  cases  observed 
at  the  Huntington  Memorial  Hospital  in  Bos- 
ton in  connection  with  the  work  of  the  Cancer 
Commission  of  Har\'ard  University.  The  re- 
port covers  a  period  of  three  years  and  includes 
not  only  Hodgkin's  disease  but  three  cases 
which  though  clinically  Hodgkin's  disease,  were 
hTTLphosarcoma. 

The  roentgenotherapy  was  conducted  under 
the  direction  of  Dr.  Wm.  Duane.  31  cases  were 
diagnosed  and  treated  as  Hodgkin's  disease,  in- 
cluding three  which  proved  on  microscopical 
examination  of  the  glands  to  be  lymphosar- 
coma. For  various  reasons,  1 1  other  cases  were 
eliminated  so  that  the  report  is  based  on  19 
cases. 

The  radium  has  been  used  in  the  form  of 
emanation,  which  is  collected  and  sealed  in  a 
capillar}^  tube.  This  in  tiim  is  enclosed  in  a 
small  metal  jacket.  Each  tube  represents  from 
10  to  250  milliciiries  of  emanation,  the  strength 
var\4ng  vnth.  the  age  of  the  tube.  The  tubes  are 
applied  to  the  patient  with  a  2  mm  lead  and 
2  or  3  cm  gauze  screen,  and  are  left  in  position 
from  I  to  1 2  hoiu-s.  In  a  few  instances  the  tubes 
have  been  inserted  directly  into  the  mass  of 
glands.  In  the  treatment  of  the  mediastinal 
and  other  deeply  situated  glands,  the  tubes  are 
raised  2  to  4  cm  above  the  skin  in  order  to 
obtain  a  maximimi  dose  with  less  danger  of 
burning  the  skin.  Some  skin  reaction  is  very 
apt  to  appear  in  from  one  to  two  weeks.  There 
may  be  a  marked  constitutional  disttirbance 
with  nausea  and  vomiting,  prostration  and 
some  fever  following  treatment  with  either 
radium  or  roentgen  ray.  These  symptoms  ap- 
pear soon  after  exposvire. 

There  were  but  9  cases  of  Hodgkin's  disease 
that  have  had  sufficient  treatment  with  radivim 
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to  allow  of  conclusions  being  drawn  as  to  its 
value.  What  sufficient  treatment  is,  is  difficult 
to  say.  The  cases  received  applications  from 
one  to  three  times  a  month  over  periods  from 
three  to  twelve  months,  the  usual  t  eatment 
being  from  600  to  1000  or  more  millicurie  hours. 
We  are  now  using  larger  doses.  In  analyzing 
these  nine  cases,  ever}?-  one  showed  benefit  by 
diminution  in  the  size  of  the  glands  and  im- 
provement in  the  general  condition.  The  first 
effects  on  the  glands  were  noted  in  from  nine 
days  to  three  weeks,  averaging  two  weeks. 

There  are  in  this  series  but  five  cases  care- 
fully treated  mth  the  roentgen  ray  where  the 
dose  is  known.  Four  improved  tmder  treat- 
ment, and  in  all  of  them  the  improvement  is 
noted  as  beginning  about  two  weeks  after  the 
first  treatment.  In  the  fifth  case  there  was  no 
change  noted  in  the  size  of  the  glands.  All  but 
one  of  the  cases  are  now  dead,  and  that  one 
also  received  considerable  radium. 

The  roentgen  rays  when  measured  were  usu- 
ally given  at  a  distance  of  25  cm  through  an 
aluminimi  filter,  and  with  a  brass  cone.  The 
voltage  was  70  K.  V. 

The  impression  is  that  the  patients  improve  in 
general  condition,  and  that  the  glands  treated 
diminish  in  size  with  the  roentgen  ray,  but  that 
the  improvement  is  not  as  marked  as  with 
radium.  The  roentgen  rav  treatments  were  also 


directed  against  definite  masses  of  glands,  and 
no  attempt  was  made  to  radiate  all  the  lymph- 
adenoid  tissue  of  the  body,  as  we  believe  should 
be  done. 
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Stein,  Otto  J.  A  Case  of  Nasal  Sarcoma  Cured 
by  Radium.  (N.  Y.  M.  J.,  Vol.  CVI,  No. 
23,  Dec.  8,  I9i7,p.  1075.) 

This  article  reports  the  case  of  a  young  man, 
age  20,  with  a  diagnosis  of  nasal  sarcoma  in- 
volving the  right  antrum,  ethmoid  and  nostril. 
Between  September  25,  1916,  and  January  27, 
191 7,  the  patient  received  over  6000  milligram- 
hours  of  radivun  appHcation,  part  of  the  time 
filtered  through  one  to  two  millimeters  of  lead 
and  part  of  the  time  through  one  millimeter  of 
platinum  and  rubber. 

Examination  on  April,  191 7,  gave  no  evi- 
dence of  a  timior  within  the  nasal  pharyx. 
Some  four  or  five  weeks  later,  he  was  reported 
to  be  suffering  from  metastases  and  the  family 
physician  stated  that  the  malignancy  was  mani- 
fested within  the  intestinal  tract.  About  ten 
days  later,  the  patient  died.  Postmortem  was 
obtained  and  careful  study  made  of  the  skull. 
No  evidence  of  malignancy  was  found.  Exam- 
ination of  the  abdomen  showed  that  death  oc- , 
curred  from  peritonitis  caused  by  a  ruptured 
appendix. 


BOOK  REVIEWS 


^HE  Medical  Clinics  of  North  America, 
September,  1917,  Vol.  I,  No.  2.  Pub- 
lished by  W.  B.  Saunders  Co.,  Phila- 
delphia. 

It  is  satisfacton"  to  note  that  the  second 
"lumber  of  this  new  publication  has  given  some 
consideration  to  the  claims  of  roentgenology^ 
Upon  the  attention  of  clinicians,  there  being  a 
contribution  by  Pancoast  on  the  Diagnosis  of 
Pulmonar}^  Tuberculosis  by  the  Roentgen 
Ray.  There  are  7  roentgen  illustrations,  num- 
bered from  17  to  23,  and  it  is  a  matter  of  spec- 
lidation  what  has  become  of  the  preceding  16 
roentgenograms.  The  illustrations  embrace 
the  bronchopneumonic  type  of  pulmonary 
tuberculosis,  hilus  tuberculosis  with  infiltra- 
tion into  the  lung,  diffuse  pneiimonoconiosis, 
I  fibrosis  resulting  from  pulmonan^  tuberculosis, 
from  infection  following  inhalation  of  foreign 
body,  from  pneumonoconiosis  and  from  "Pot- 
ter's Astlima." 

The  complications  of  pulmonary  tuberciilosis 
that  are  subject  to  satisfactory'  roentgen  study 
are  mainly  in  the  pleural  cavity,  comprising 
empyema  and  pneumothorax,  and  Pancoast 
thinks  it  needless  to  dwell  upon  the  importance 
of  a  roentgen  examination  in  these  conditions. 
This  is  a  strong  standpoint  which,  we  trust, 
will  be  duly  pondered  and  heeded  by  the  clini- 
cian. 

The  essence  of  Pancoast 's  paper  is  embodied 
in  the  following  conclusions: 

1.  The  characteristic  roentgen  feature  of 
early  pulmonary  tuberciilosis  is  the  individual 
or  conglomerate  tubercle,  when  found  in  nvun- 
bers.  The  appearance  is  usually  typical  of  the 
disease,  but  not  always. 

2.  From  the  roentgenologic  standpoint  early 
pulmonary  tuberculosis  may  manifest  itself  in 
three  ways,  depending  upon  the  anatomic  dis- 
tribution— the  hilus  region,  peribronchial  in- 
filtration along  the  larger  trunks,  or  infiltra- 
tion in  the  parenchyma  further  remote  from 
the  larger  subdi^'isions  of  the  bronchial  tree. 

3.  Fibrosis  may  result  from  tuberculosis,  but 
when  seen  does  not  necessarily  imply  a  tuber- 
culous process. 

4.  A  roentgenologic  study  of  every  case  is 
not  essential.  Its  greatest  value  is  to  deter- 
mine, the  exact  nature  amd  extent  of  the  lesion 


when  the  diagnosis  is  certain  and  to  assist  in 
the  diagnosis  of  doubtful  cases. 

5.  The  policy  of  treatment  is  largely  to  be 
determined  clinically  when  the  diagnosis  is  as- 
sured, although  the  frequent  aid  of  the  roentgen 
examination  is  not  to  be  denied. 

6.  The  best  interests  of  the  patients  are 
served  by  cooperation  between  a  competent 
clinician  and  roentgenologist. 

Radiography  and  Radio-Therapeutics.  By 
Robert  Knox,  M.D.  (Edin.),  M.R.C.S. 
(Eng.),  L.R.C.P.  (Lond.),  Consulting  ra- 
diologist, Great  Northern  Central  Hospi- 
tal, London;  Hon.  Radiographer,  King's 
College  Hospital,  London;  Director,  Elec- 
trical and  Radio-therapeutic  Department, 
Cancer  Hospital,  London;  Captain,  R.A.- 
M.C.  (T.)  4th  London  General  Hospital 
(in  charge  of  :r-Ray  Department).  Part  L 
Radiography.  With  seventy-eight  plates 
(one  in  color)  and  three  hundred  and 
thirty-seven  illustrations  in  the  text.  New 
York:  The  Macmillan  Company.  London: 
A.  &  C.  Black,  Ltd.  191 7.  Pp.  382.  Price, 
cloth,  $9.00. 

The  very  favorable  impression  made  every- 
where by  the  appearance  of  the  first  edition  of 
this  work  is  only  accentuated  by  the  second 
edition  before  us.  This  is  the  most  comprehen- 
sive, understandable  and  generally  rehable 
work  on  radiology  which  has  appeared  in  the 
English  language,  and,  as  such,  it  should  ex- 
cite a  feeling  of  pride  in  ever}'  member  of  our 
profession. 

The  author  has  taken  advantage  of  the  op- 
portunities offered  for  a  new  edition  to  add 
much  material  of  a  military  nature,  such  as 
ought  to  be  very  helpful  to  others  at  the  pres- 
ent time.  Twenty-four  plates  and  one  hundred 
and  fifty  illustrations  have  been  added  in  the 
text,  and  the  entire  work  revised  and  enlarged 
so  that  it  is  now  being  issued  in  two  volimies, 
the  first  of  which  is  before  us. 

Aside  from  ver}'  complete  and  authoritative 
discussions  relating  to  the  ph}'sical  considera- 
tions of  roentgen  ray  work,  apparatus,  and  in- 
stallations, and  the  diagnostic  features  of  bone 
and  joint  work,  there  are  comprehensive  chap- 
ters on  the  examination  of  the  thorax,  the  ex- 
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amination  of  the  alimentary  system,  the  study 
of  the  urinary  tract,  and  a  final  chapter  on 
congenital  malformations. 

The  new  material  which  especially  interests 
us  at  the  present  time  is  that  relating  to  the 
installation  of  military  radiographic  outfits  and 
the  methods  employed  in  the  localization  and 
extraction  of  foreign  bodies.  The  author  com- 
bines his  experience  with  that  of  his  colleagues 
in  the  military  service,  and  describes  their 
ideal  of  equipments  for  base  hospital  work, 
the  roentgen  ray  mobile  outfit,  the  outfit  for 
the  collecting  hospital  or  clearing  station,  and 
the  field  outfit. 

The  roentgen  ray  mobile  outfit  is  a  2  or  3 
ton  lorry  which  has  a  3  K.W.  dynamo  having 
an  output  of  20  amperes  at  150  volts.  The  dy- 
namo is  driven  from  the  main  gear-box  and  is 
so  arranged  that  it  gives  this  output  when  run- 
ning at  normal  engine  speed.  Behind  the  driv- 
er's seat  is  situated  the  photographic  dark 
room,  which  is  arranged  with  a  seat  for  the 
operator,  a  developing  tank  on  one  side,  and 
a  printing  desk  on  the  other ;  it  is  also  provided 
with  ample  water  supply,  with  hot  drying  cup- 
board, ventilator,  lead-lined  cupboard,  dark- 
room lamps  and  all  the  necessary  fittings.  Be- 
hind the  dark  room  the  remainder  of  the  body 
is  converted  into  either  a  store-room  for  ap- 
paratus (during  transportation)  to  be  used  in 
the  tent  outside,  or  into  a  permanent  dark 
room.  This  mobile  outfit  provides  for  a  plant 
with  a  tent  for  use  as  an  operating  room. 

The  field  outfit  calls  for  a  small  but  service- 
able installation  fitted  up  in  a  motor  trans- 


port, the  engine  of  which  can  be  used  to  drive 
the  dynamo  which  generates  the  electricity. 
The  whole  apparatus  can  be  fitted  up  in  a  mo- 
tor ambulance  wagon,  a  portion  of  which  can 
be  screened  off  to  form  a  small  dark  room. 
(The  French  have  found  the  plan  of  having 
the  engine  of  the  motor  transport  drive  the 
dynamo  which  generates  the  electricity,  very 
unsatisfactor3%  as  have  also  some  of  the  Brit- 
ish workers  to  whom  the  writer  has  spoken, 
but  we  have  learned  that  recently  the  French 
have  again  taken  up  the  production  of  roent- 
gen ray  mobile  units  of  an  improved  pattern, 
in  which  the  dynamo  is  mounted  on  the  for- 
ward part  of  the  chassis  which  is  extended  in  a 
very  unusual  form  in  front  of  the  engine,  the 
dynamo  occupying  a  position  in  the  line  of  the 
crankshaft,  in  front  of  the  engine  of  the  car. 

We  cannot  refrain  from  making  one  serious 
criticism  of  the  work  before  us.  The  frontis- 
piece shows  a  roentgenogram  of  the  thorax 
"showing  early  tuberculosis  of  the  lungs."  Our 
curiosity  is  great  as  to  the  points  in  this  plate 
which  enable  the  author  to  make  the  diagnosis 
from  this  single  plate.  No  reference  is  made 
to  a  study  of  the  case  having  been  made 
vnth  stereoscopic  plates,  without  which  we 
should  hesitate  to  make  a  diagnosis  of  early 
tuberculosis  in  this  case  by  roentgen  ray  means 
alone.  Whether  or  not  the  author  is  right  we 
do  not  attempt  to  say.  We  do  feel  that  it  is 
dangerous  doctrine  to  print  such  a  plate  with 
such  a  diagnosis  and  with  no  more  explanation 
than  is  afforded  in  the  brief  paragraph  beneath 
it.  J.  T.  C. 
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:o:  editor,  American  journal  of  roentgenology, 


BATTLE    CREEK,    MICHIGAN 

1.  I  wish  to  call  to  the  attention  of  the 
profession  at  large  the  iirgent  need  of 
additional  medical  officers.  As  the  w-ar 
progresses  the  need  for  additional  officers 
becomes  each  day  more  and  more  appar- 
ent. Although  the  medical  profession  of 
the  country  has  responded  as  has  no  other 
profession,  future  response  must  be  greater 
and  greater.  The  Department  has  almost 
reached  the  limit  of  medical  officers  avail- 
able for  assignment. 

2.  I  am,  therefore,  appealing  to  you  to 
bring  to  the  attention  of  the  profession  at 
large  the  necessity  for  additional  volini- 
teers.  So  far  the  United  States  has  been 
involved  only  in  the  preparatory  phase  of 
this  war.  We  are  now  about  to  enter  upon 
the  active,  or  the  fighting  phase,  a  phase 
which  wall  make  enormous  demands  upon 
the  resources  of  the  country.  The  conserva- 
tion of  these  resources,  especially  that  of 
man-power,  depends  entirely  upon  an  ade- 
quate medical  service.  The  morning  papers 
publish  a  statement  that  by  the  end  of 
the  year  a  million  and  a  half  of  men  wall  be 
in  France.  Fifteen  thousand  medical  offi- 
cers will  be  required  for  that  army  alone. 
There  are  to-day  on  active  duty  15,174 
officers  of  the  Medical  Reserve  Corps. 

3.  Within  the  next  two  or  three  months 
the  second  draft  wdll  be  made,  to  be  fol- 
lowed by  other  drafts,  each  of  which  will 


require  its  proportionate  number  of  medical 
officers.  There  are  at  this  time  on  the  avail- 
able list  of  the  Reserve  Corps,  an  insuffi- 
cient number  of  officers  to  meet  the  de- 
mands of  this  draft. 

4.  I  cannot  emphasize  too  strongly  the 
supreme  demand  for  medical  officers.  Will 
you  give  the  Department  yoiu:  assistance 
in  obtaining  these  officers?  It  is  not  now  a 
question  of  a  few-  hundred  medical  men 
volunteering  for  service,  but  it  is  a  question 
of  the  mobilization  of  the  profession.  In 
the  large  centers  of  population  and  at  other 
convenient  points  as  well  as  at  all  Army 
camps  and  cantonments,  boards  of  officers 
have  been  convened  for  the  piupose  of  ex- 
amining candidates  for  commission  in  the 
Medical  Reserve  Corps  of  the  Army.  An 
appUcant  for  the  Reserve  should  apply  to 
the  board  nearest  his  home. 

5.  The  requirements  for  commission  in 
the  Medical  Reserve  Corps  are  that  the 
applicant  be  a  male  citizen  of  the  United 
States ;  a  graduate  of  a  reputable  school  of 
medicine,  authorized  to  confer  the  degree 
of  M.D.;  between  the  ages  of  22  and  55 
years  of  age;  and  professionally,  morally 
and  physically  quaUfied  for  service. 

6.  With  deep  appreciation  of  any  service 
you  may  be  able  to  render  the  Department, 
I  am  (Signed)  W.  C.  Gorgas, 

Surgeon  General,  U.  S.  Army 
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Major  C.  B.  Hollings,  M.R.C.,  U.S.A. 
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OBSERVATIONS  ON  ROENTGENOSCOPY  AT  THE  FRONT  * 


BY    R.    DESPLATS,    M.D. 

Major,  Of  the  French  Army  Ambulance  Chirurgical  Automobile  No.  I6 


THESE  few  pages  are  only  a  summary 
of  our  personal  experience  in  roent- 
genoscopy of  the  wounded  at  the  front. 
Their  purpose  is  to  render  service  to  our 
American  colleagues,  b}^  giving  them  the 
benefit  of  the  experience  gained  during 
three  years  of  war.  We  must  not,  there- 
fore, expect  to  find  in  them  aught  but  a 
clear,  simple  and  brief  outline. 

The  information  furnished  the  surgeon 
by  the  medical  roentgenologist  is  of  such 
importance  as  to  decide  the  indication  for 
an  operation— more  or  less  extended,  ac- 
cording to  the  size  of  the  projectiles,  their 
anatomical  position,  depth,  and  trajectory 
in  the  tissues;  and  in  accordance  with  the 
bony  or  other  lesions  observed  in  the 
course  of  the  examination.  These  findings 
justify  the  numerous  methods  of  localiza- 
tion, of  operative  guidance,  and  of  extrac- 
tion, described  since  19 14,  and  encourage 
greater  rapidity,  more  absolute  precision, 
more  certain  extraction;  such,  indeed,  are 
the  desires  of  the  surgeons  at  the  front, 
whom  we  must  satisfy,  and  with  whom  we 
must  work  as  sympathetically  as  possible. 

The  experience  of  18  months'  practice 
in  mobile  hospitals  and  the  criticism  which 
we  have  heard  from  surgeons  and  roentgen- 
ologists themselves,  have  taught  us  that 
the  roentgenographical  methods,  the  com- 
passes, and  extractions  under  screen  should 
be  used  at  the  front  only  in  exceptional 
cases,  and  that  a  careful  screen  examina- 
tion with  an  exact  notation  of  the  number 
and  volume  of  the  projectiles,  the  depth 
and,  as  far  as  possible,  the  anatomical  po- 
sition of  those  which  must  be  found  and 
extracted,  should  suffice  in  most  cases. 

There  is  no  doubt  that  this  method  of 
procedure  is  more  rapid,  once  we  have 
famiHarized  ourselves  with  fluorescent 
screen  shadows  and  with  certain  common 
technical  procedures.  In  order  to  have  an 


exact  understanding  with  the  siirgeon, 
there  are  certain  principles  which  must  be 
applied,  without  which  the  screen  examina- 
tion is  incomplete,  insufficient,  and  often 
misleading. 

We  would  like  here  to  review  these  di- 
recting principles,  and  discuss  briefly  the 
simple,  rapid  and  precise  technique  which 
has  alwa^^s  been  sufficient  for  us. 

/.  General  Instructions  for  Recognizing 
Projectiles. — The  record  of  the  screen  ex- 
amination which  accompanies  the  patient 
to  the  operating  room  should  indicate 
numerically  all  the  projectiles  imbedded 
in  the  tissues  and  describe  them  briefly, 
according  to  their  volume  (metallic  dust, 
bean-size,  pea-size,  etc.) ;  somewhat  ac- 
cording to  their  form  (round,  cubical, 
elongated,  sharp-edged  splinter) ;  always 
according  to  their  position  (external  pos- 
terior aspect  of  the  leg,  dorsal  aspect  of 
the  third  metatarsal  near  its  middle,  etc.). 

It  is  the  result,  more  or  less  approximate, 
of  a  first  examination  that  the  roentgen- 
ologist registers  in  his  record.  Without  this 
record,  the  surgeon  might  be  led  to  be- 
lieve there  was  an  omission,  if  he  observes 
that  no  projectiles  have  been  recorded  for 
a  certain  part  of  the  body  containing  one 
or  more  wounds.  It  is  enough  to  say  that 
a  negative  examination  of  a  member  (free 
from  projectiles,  but  not  free  from  wounds) 
should  be  specially  noted  on  the  examina- 
tion card.  Such  is  the  case  with  the  so- 
called  "seton"  wounds,  which  often  cor- 
respond to  the  wounds  of  entry  of  two 
projectiles  still  remaining  in  the  tissues. 

//.  Recognition  of  Anatomical  Lesions. - 
The  patient's  card  should  not  only  record 
the  foreign  bodies  but  also  the  fractures 
observed,  with  their  situation,  the  direc- 
tion of  the  fracture  line,  the  visible  frag- 
ments of  bone,  the  apparent  displacements, 
the  bloody  effusions  (more  or  less  abun- 


♦  Translation  from  advance  sheets  of  a  forthcoming  work  by  Desplats  and  Wickham. 
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^ant  when  coming  from  the  pleura),  the 
mmobiHty  or  mobihty  of  the  diaphragm, 
tnd  when  the  projectile  is  located  in  the 
horax  or  abdomen,  its  coincidence  of 
novement  with  the  diaphragm  or  the 
leartbeat.  This  information  is  of  great 
s'alue  to  the  surgeon  from  the  point  of 
\'iew  of  anatomical  localization. 

Insufficient  in  most  cases,  and  often  ne- 
glected, these  details  are  none  the  less 
necessar}^  We  have  seen  large  dissections 
made  to  find  a  small  projectile,  because 
its  size  was  not  indicated.  We  have  seen 
two  enormous  projectiles  left  in  a  member 
where  they  caused  suppuration,  because 
on  the  strength  of  a  hasty  and  insufficient 
diagnosis  of  a  "set on  wound"  made  at 
I  the  dressing  station,  a  further  examina- 
tion of  the  member  had  not  been  made. 
We  have  seen  projectiles  in  the  knee  not 
indicated  on  the  patient's  card,  probably 
because  they  were  considered  too  small. 
These  are  faults  imputable  to  the  roentgen- 
ologist. Although  no  one  is  exempt  from 
such  faults,  this  fact  does  not  lessen  their 
importance  from  the  point  of  view  of  the 
patients'  welfare,  and  the  too  frequent 
repetition  of  apparent  errors  practically 
takes  away  the  siu"geons'  confidence  in  the 
value  of  the  roentgen  ray  examination. 

///.  Examination  for  Superficial  Projec- 
tiles.— Armed  with  a  metallic  instrument 
which  serves  as  a  probe,  the  roentgenologist 
searches  rapidly  among  the  foreign  bodies 
for  superficial  ones,  which  he  localizes 
easily  on  one  side  or  the  other;  and  with 
a  dermographic  pencil,  he  indicates  them 
on  the  skin  by  means  of  a  cross  and  a 
corresponding  number,  also  making  on  the 
record  sheet  a  notation,  such  as  "super- 
ficial projectile  under  cross  No.  X.,  such 
and  such  a  region."  It  is  quite  evident  that 
the  signs  should  be  marked  on  the  skin 
rather  than  on  the  dressings.  Many  siir- 
geons  have  remarked  to  us  that  many 
wounded  arrive  in  the  operating  room, 
with  their  dressings  untouched  and  with 
numerous  crosses  on  their  dressings. 

IV.  Cases  in  Which  We  Can  Omit  Local- 
ization.— There    remain    the     projectiles, 


more  or  less  deep  and  more  or  less  nimier- 
ous,  sometimes  so  numerous  that  the 
roentgenologist  would  hesitate  at  locaHzing 
them  all  exactty.  Facts  concerning  position 
and  voliune  must  be  taken  into  considera- 
tion here.  We  can  only  dispense  with  an 
exact  localization  in  cases  in  which  a  small 
foreign  body  is  deeply  imbedded  in  a  thick 


Fig.  I.  Mobilization  of  a  Superficial  Projectile 
BY  THE  Indicator  Held  in  the  Hand  of  the 
Roentgenologist. 


region  outside  the  peritoneal  cavity  and 
far  from  neurovascular  masses.  In  such 
cases  we  find  it  sufficient  to  indicate  briefly 
on  the  patient's  card  "a  projectile  of  the 
size  of  a  lentil,  in  such  and  such  a  region," 
with  the  words  "to  be  left  in  place." 

In  principle,  all  projectiles  which  are 
not  too  small  or  superficial  should  be  ex- 
actly localized  as  to  depth. 

V.  Methods  to  Be  Employed  Exceptionally 
or  to  Be  Rejected. — We  have  seen  many 
roentgenologists  who  insisted  on  using  the 
two-axis  method,  which  in  France  has  come 
to  be  called  the  method  of  Debieme.  Ac- 
cording to  them,  this  method  is  more 
acceptable  to  the  surgeon.  But  it  has  the 
inconvenience  of  multiplying  the  marks  on 
the  skin,  and  sometimes  involves  an  im- 
necessary  amount  of  movement  of  the 
wounded  man  on  the  examining  table.  It 
seems  to  us  that  this  method  is  not  gen- 
erally applicable,  especially  in  cases  of 
multiple  wounds,  or  when  the  man  is  so 
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dangerously  wounded  that  all  unnecessary 
movements  should  be  avoided. 

This  method,  however,  can  be  employed 
in  certain  cases  (projectiles  in  the  skull 
for  example)  when  the  two  axes  cross  at 
right  angles. 

Many  others,  who  only  occasionally  re- 
sort to  the  two-axis  method,  indicate  the 
position  of  all  their  projectiles  in  relation 
to  only  one  point  marked  on  the  skin,  on 
the  side  closer  to  the  projectiles,  forgetting 
that  it  is  impossible  to  orient  one's  self  in 
the  depth  of  the  tissues  with  this  insuffi- 
cient information.  This  faulty  method  of 
procedure  is  so  common  that  we  have 
seen    surgeons    surprised    to    observe    us 


-o 


Fig.  2.  Deteriiixation  of  the  Axis  by  the  Means 
OF  THE  Indicator  axd  the  Perforated  Rule. 


mark  two  points,  corresponding  to  the 
axis  on  which  the  projectile  is  foimd,  as- 
suring us  that  never  had  they  seen  this 
procedure  before. 

It  is  not  surprising  that  under  those 
conditions  many  surgeons  take  no  notice 
of  roentgenoscopic  information  and  do 
without  it  so  easily.  They  prefer  to  follow 
the  direction  of  the  woimd,  which  guides 
them  more  surely  to  the  projectile  and  in 
case  of  difficulty  there  is  always  the  meth- 
od of  extraction  under  the  screen  to  fall 
back  on. 

VI.  The  Importance  of  Indicating  on  the 
Skin  the  Axis  of  the  Normal  Incident  Ray. — 
It  is  then  necessary  in  principle  to  indicate 
always  on  the  skin  the  point  of  incidence 
and  the  point  of  emergence  of  the  normal 


incident  ray  (Fig.  2) ;  in  other  w^ords,  the 
axis  on  which  the  estimation  in  depth  has 
been  made.  The  surgeon,  always  at  liberty 
to  look  for  the  projectile  in  following  the 
direction  of  the  wound  and  during  its  de- 
bridement (cutting  away  soiled  and  bruised 
tissues),  will  continually  have  the  oppor- 
tunity of  orientation  in  relation  to  this 
axis  which  he  can  reconstruct  in  space. 
Under  these  conditions  (and  only  under 
these  conditions)  mistakes  will  be  rare, 
and  the  roentgenologist  can  rest  assured 
that  these  will  not  be  charged  to  him. 

The  localization  itself  can  be  made  by 
any  method,  provided  it  be  a  rapid  and 
precise  one. 

VII.  Localization  in  Reference  to  the 
Skin. — Amongst  the  elements  of  rapidity 
and  precision,  there  is  one  which  seems  to 
us  very  little  known.  It  is  the  marking  of 
the  skin  by  an  opaque  marker,  placed  tan- 
gentially  to  one  edge  of  the  shadow  of  the 
foreign  body  on  the  axis  of  the  incident 
normal  ray  (on  the  side  of  the  tube  shift) . 

We  usually  employ  a  square  piece  of 
adhesive  sheet  lead  (neotectine) ,  or  in  cases 
where  the  precision  is  less  exact,  a  metallic 
indicator  in  the  form  of  a  hook,  whose  end 
is  flat  and  sufficiently  opaque,  which  the 
operator  must  take  care  to  hold  immobile. 

VIII.  Exact  Method  of  Localization  in 
Depth. — Most  of  the  screen  methods  of 
localization  actually  employed  are  based 
on  the  method  of  the  double  image  of  the 
projectile  obtained  simultaneously  by  a 
tube  of  double  anticathode  or  successively 
by  two  positions  of  the  anticathode;  the 
calculations,  the  geometrical  construc- 
tions, and  the  special  apparatus  permit 
one  to  infer  from  the  separation  of  the 
shadows  the  distance  from  the  projectile 
to  the  screen,  and  also  the  depth  of  the 
projectile  in  reference  to  a  given  point  on 
the  skin. 

The  method  which  w^e  employ,  communi- 
cated to  the  Academy  of  Sciences  on  the 
6th  of  December,  191 5,  seems  to  us  worthy 
of  recommendation  because  of  its  sim- 
plicity. It  is,  in  fact,  a  method  of  direct 
reading,   thanks  to  the  graphic  here  in- 
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:luded,  which  permits  measurement  of  the 
iepth  of  the  projectile  from  the  skin,  in 
"he  same  manner  that  one  would  measure 
kvith  a  graduated  rule. 

If  we  suppose  that  coinciding  with  OP 
'(distance  from  the  projectile  to  the  screen) 


Ecran 


sn-Tab/e 


'i* Oiaphraairji 


Fig.  3.  Projection  ox  the  Screen  of  a  Graduated 
Ruler,  Placed  ox  the  Incidext  Xorm.al  Ray  by 
A  Pencil  of  Rays,  Produced  by  the  Tube  After 
Shifting  It  id  cm. 


we  place  a  ruler  OB,  graduated  in  centi- 
meters, and  that  we  move  the  tube  10  cm. 
from  A  to  A',  the  ruler  OB  would  be  pro- 
jected on  the  screen  at  00'  and  we  could 
read  directly  at  what  point  of  graduation 
of  OB  the  projectile  can  be  found;  this 
would  constitute  the  direct  reading  of  the 
distance  OP  (see  Fig.  3). 

In  practice  this  arrangement  can  not  be 
realized,  but  we  can  for  each  distance,  AO 
(anticathode-screen) ,  project,  according  to 
A'O',  the  same  graduated  ruler,  and  we 
will  thus  obtain  projections  corresponding 
to  an  increasing  value  of  AO  from  one 
centkneter  to  another. 

To  represent  the  diiEferent  graduated 
rulers,  corresponding  to  the  different  values 
of  AO,  we  have  marked  on  the  ordinate 
line  these  values  (arbitrary  scale),  and 
for  each  ordinate  line  in  abscissa  the  values 
of  00'  in  the  proper  size  (see  graphic  ap- 
pended to  this  article). 


The  formula  demonstrates  that  all  points 
corresponding  to  a  given  value  of  OP  will 
be  on  the  same  hyperbole  which  we  con- 
struct. This  will  give  graphically  the  values 
of  00'  for  the  distances  OA.  ^ 

The  steps  of  the  procedure  are  as  follows : 
(i)  The  patient  is  placed  on  the  examina- 
tion table  in  such  a  position  that  the  pro- 
jectile will  be  closest  to  the  screen. 

(2)  The  incident  normal  ray  passes  tan- 
gential to  one  side  of  the  projectile. 

(3)  We  place  on  the  skin  a  square  piece 
of  adhesive  lead  in  such  a  position  that  the 
shadow  of  this  indicator  is  tangent  to  the 
shadow  of  the  foreign  body. 

(4)  Alove  the  tube  10  cm.  to  one  side  of 
the  indicator  (see  Figs.  4  and  5). 

(5)  We  draw  on  the  glass  of  the  screen 
two  marks  corresponding  to  the  separation 
of  the  shadows,  or  practically  with  two 
pointers  movable  on  a  rule,  parallel  to  one 
side  of  the  screen  (see  Fig.  6). 

(6)  The  tube  is  brought  back  to  its  orig- 
inal position.  This  permits  us  to  verify  if 
the  patient  has  moved  and  if  the  indicator 
has  remained  in  its  original  position. 

(7)  We  introduce  under  the  region  ex- 
amined, that  is,  under  the  side  towards 
the  tube,  a  fiat,  perforated  ruler,  having 
at  one  extremity  an  opaque  ring  (see 
Fig.  2)  in  such  a  manner  that  the  shadow 
of   the   ring   on   the   screen   encircles   the 
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Fig.  4.  Localization  of  a  Projectile  by  the  An- 
terior Face.  The  Indicator  Is  Placed  on  the 
Side  of  the  Excursion  of  the  Tube. 
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shadow  of  the  projectile  and  the  shadow 
of  the  indicator  held  in  the  observer's  hand. 

(8)  Having  turned  on  the  light,  we  mark 
on  the  skin  with  an  indelible  pencil,  or  with 
ink,  the  axis  of  the  incident  normal  ray 
(see  Section  VI). 

(9)  We  measure  the  distance  separating 
the  screen  from  the  operating  table.  Added 
to  the  known  and  fixed  distance  separating 
the  anticathode  from  the  table,  we  obtain 
the  anticathode-screen  distance. 

Having  traced  on  a  piece  of  paper  the 
two  lines  indicating  the  separation  of  the 
shadows,  we  place  this  paper  on  the 
graphic,  by  having  one  of  the  lines  coinci- 
dent with  the  line  of  the  zeros,  wdth  the 
known  anticathode-screen  distance.  The 
position  of  the  second  point  gives  the 
depth,  in  centimeters,  of  the  projectile 
under  the  indicated  point,  by  simply  read- 
ing the  nimiber  of  intervals  which  separate 
the  two  points. 

The  explanation  of  this  technique  is 
more  complicated  than  the  technique 
itself.  We  have  thought  it  advisable  to 
discuss  all  the  details,  because  each  one  is 
important.  It  is  on  their  rigorous  applica- 
tion that  the  acciiracy  of  the  results  will 
depend.  E| 

IX.  Localization  of  the  Projectile  in  Depth 
in  Reference  to  a  Posterior  Landmark. — It 
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Fig.  5.  Localization  of  a  Projectile  by  a  Marker 
ON  THE  Posterior  Aspect.  The  Indicator  Is 
Placed  on  the  Opposite  Side  of  the  Excursion  of 
the  Tube. 


is  very  important  when  dealing  with  a  se- 
riously woimded  patient,  or  one  with  mul- 
tiple w^ounds,  to  avoid  turning  the  patient 
over  on  the  operating  table  under  pretext 
of  making  the  localization  in  reference  to 
the  point  nearest  the  projectile. 


Fig.  6.  Screen  with  Two  ]Mobile  Indicators,  to 
Measure  the  Distance  Between  the  Shadow  of 
THE  Projectile  and  the  Shadow  of  the  Indicatobi 
After  Moving  the  Tube  id  cm. 


As  soon  as  the  patient  is  brought  into 
the  examining  ward,  we  endeavor  to  locate 
the  point  of  penetration  of  the  projectile 
and  we  lay  him  on  his  back  or  on  his  ab- 
domen, according  to  the  case.  If  we  discover 
that  one  or  more  projectiles  are  closer  to 
the  side  nearest  the  table,  it  is  in  reference 
to  this  side  that  we  operate. 

Without  moving  the  patient  we  proceed 
in  a  method  the  reverse  of  the  one  ordina- 
rily emplo3'ed.  We  place  the  square  of  lead, 
or  more  simply  we  apply  the  metallic 
(hand-held)  indicator,  tangentially  to  the 
shadow  of  the  projectile,  to  the  part  of 
the  body  nearest  the  table. 

X.  Practical  Method  of  Localization  in 
Reference  to  Posterior  Direction. — In  prac- 
tice we  must 

(i)  Place  the  metallic  indicator  on  the 
skin  on  the  side  of  the  point  of  incidence 
(posterior  face)  in  such  a  way  that  the 
shadow  will  be  tangent  to  the  shadow  of 
the  foreign  body  on  the  incident  normal 
ray. 

(2)  Move  the  tube  10  cm.  towards  the 
side  opposite  to  the  tangent  line  of  the 
shadows  (see  Fig.  5). 

(3)  Record  by  means  of  the  metallic 
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.ides  or  by  two  pencil  lines,  the  distance 

etween  the  two  shadows. 

(4)   Measure  with  the  caliper   (Fig.   7) 

he  length  of  the  axis  (point  of  incidence  to 

l)oint  of  emergence  of  the  incident  normal 


IFiG.  7.  Utilization  of  the  C.\liper  in  Connection 
I    WITH  Author's  Technique  for  the  Localization 
'    of  the  Projectiles  by  a  Marker  or  Indicator 
Held  Posteriorly. 


ray),  adding  to  it  if  necessary  the  distance 
from  the  screen  to  the  point  of  emergence. 
(5)  It  will  then  be  easy  to  find  the  depth 
of  the  projectile  on  the  centimeter  ruler 
corresponding  to  the  anticathode- screen 
distance. 

XI.  Depth  Verification  in  Certain  Delicate 
Cases. — It  happens  in  some  rather  delicate 
cases  that  the  roentgenologist  is  doubtful 
as  to  the  value  of  the  information  he  gives 
to  the  surgeon;  to  which  method  shall  he 
have  recourse  to  verify  his  diagnosis? 

In  such  cases  we  usually  turn  the  in- 
jured member  at  an  angle  of  90°  and  hav- 
ing made  sure  that  the  line  joining  the 
point  of  incidence  to  the  point  of  emer- 
gence is  parallel  to  the  table,  w^e  pass  the 
incident  normal  ray  successively  through 
the  projectile  and  through  the  marker, 
thus  indicating  on  the  screen  the  exact 
depth  of  the  projectile  (see  Figs.  8  and  9). 

XII.  Anatomical  Localization  and  Or- 
thodiagrams.— It  will  not  be  difficult  in 
many  cases  to  draw  exact  conclusions 
from  the  point  of  view  of  anatomical  local- 
ization. We  have  said  (see  paragraph  II) 
that  other  roentgen  ray  findings  could  be 
taken  into  consideration. 

In  other  cases  (intra-articular  projec- 
tiles) it  is  in  the  best  interest  of  the  sur- 
geon to  have  a  document  which  will  clearly 
indicate  to  him  the  relation  of  the  pro- 


jectile to  the  bones  in  the  vicinity.  This 
is  of  much  more  importance  to  him  than 
a  landmark  on  the  skin. 

The  document  which  we  furnish  is  an 
anteroposterior  and  a  lateral  orthodiagram 


Repere. 


ProJecti/e.I. 


Fig.  8. 

in  preference  to  a  simple  screen  tracing 
which  gives  distorted  shadows  and  which 
may  falsify  the  record.  It  is  sufficient  to 
trace  with  an  indelible  pencil  on  the  glass 
of  the  screen  the  incidence  of  the  rays 
coming  out  of  a  small  diaphragm  above 
the  tube.  This  the  assistant  moves  while 
the  operator  traces. 

XIII.  The  Uses  of  Roentgenography,  of 
the  Hirtz  Compass,  and  of  Extraction  Under 


—  Prqjecti/e 
Nepere 


sL^fJs 


Fig.  9.  Verification  of  the  Method  by  Turning 

THE  AIeMBER  90°,  AND  MEASURING  ON  THE    SCREEN 

THE  Distance  Between  the  Shadow  of  the  Pro- 
jectile AND  THE  Shadow  of  the  Indicator. 
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a  Screen. — We  shall  only  mention  roent- 
genography as  an  exceptional  method. 
There  is  no  doubt  that  for  the  majority 
of   French   roentgenologists   at   the   front 


Fig.  10. 


Fig.  II. 


FiG.1 10.  Orthodiagram  Showing  a  Complicated 
Fracture  of  the  Superior  of  the  Femur,  and  a 
Projectile  Apparently  at  the  Level  of  the 
Femoral  Head. 

Fig.  II.  A  Projection  of  the  Same  Fracture, 
Showing  the  Bones  Enlarged  and  Disforiied. 
The  Projectile  Is  at  a  Level  Above  the  Femoral 
Head. 

roentgenoscopy  furnishes,  from  the  point 
of  view  of  the  localization  of  the  projectiles, 
information  just  as  precise  as  roentgen- 
ography. Why  then  prefer  a  long,  costly 
and  complicated  method,  which  can  only 
be  a  method  of  complement,  to  a  simple 
and  rapid  method  which  is  sufficient  in 
itself?  Let  it  be  well  imderstood  that 
roentgenography  is  properly  indicated  in 
the  study  of  fractures,  except  perhaps 
those  of  the  extremities. 

We  will  speak  only  of  the  compass  of 
Hirtz,  and  similar  instruments,  to  point 
out  that  it  is  an  instriiment  of  guidance 


for  the  operator,  based  on  data  obtained 
by  screen  or  plate  localization.  It  has  the 
inconvenience  of  being  able  to  be  used 
for  only  one  projectile  at  a  time. 

As  to  extraction  under  the  screen,  it 
seems  to  us  that  we  must  have  recourse 
to  it  more  and  more  frequently  at  the 
front  during  quiet  intervals,  because  we 
have  a  preference  for  primary  suture  of 
the  surgical  wounds;  it  therefore  seems 
illogical,  inider  those  conditions,  to  leave 
in  the  muscular  tissues  even  small  pro- 
jectiles which  are  hard  to  extract.  We  insist 
on  the  fact  that  extraction  under  the 
screen  should  always  be  preceded  by  an 
exact  localization  in  the  fluoroscopic  room. 
This  is  the  only  method  of  giving  to  the 
surgeon  exact  information  as  to  the  depth 
of  the  projectile. 

Shall  we  recommend  operating  in  a 
darkened  room  under  a  fluorescent  screen, 
or  in  the  operating  room  with  a  bonnet 
fluoroscope  for  the  roentgenologist  only? 
The  first  method  is  certainly  preferable 
from  the  point  of  view  of  good  visibility 
for  the  roentgenologist  himself;  it  also 
permits  the  surgeon  to  glance  at  the  screen 
if  necessary.  The  second  has  the  advantage 
of  being  practicable  in  any  operating  room, 
but  requires  perfect  adaptation  of  the  eyes 
of  the  observer  and  a  greater  milliamperage 
through  the  tube  (3  to  4  milliamperes). 
We  should  hold  ourselves  in  readiness  to 
employ  one  or  the  other  of  these  methods, 
according  to  circumstances.  To  make  a 
habit  of  either  would  be  a  practice  both 
useless  and  dangerous. 
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7XPERIENCE  in  military  service  dur- 

— '  ing    the    present  war    has    served   to 

■nphasize  the    importance    of  rapid  and 

a,-onably  accurate   methods  for  the  lo- 

idization  of  foreign  bodies.   The  ordinary 

^actice  of  roentgenology,  as  a  rule,  has 

:tle  to  do  with  this  phase  of  the  subject. 

1  civil  practice  methods  could  be  used 

hich  required  a  considerable  amount  of 

me.  and  it  was  usually  possible  to  con- 

ilt  with  the  surgeon  and  to  repeat  obser- 

ations  to  an  extent  quite  impossible  in 

le  present  emergency.  The  localization  of 

mall  projectiles  in  the  eye  had  been  de- 

leloped  in  quite  a  satisfactory  manner  and 

o  distinct  improvement  therein  has  been 

ttempted.  During  the  war  abroad  a  vari- 

ty  of  methods  and  appliances  have  been 

sed  and  the  choice  of  method  has  been 

rft  largely  to  the  individual  operator,  since 

jircumstances  prevented  systematic  atten- 

jion   to   either   mechanical   equipment    or 

ipecial  training. 

j  According  to  the  reports  received  from 
[everal  excellent  surgeons  in  active  service 
It  the  front,  it  would  be  desirable,  and  may 
n'en  be  regarded  as  necessary,  that  all  of 
;he  injured  should  have  the  benefit  of  an 
t"-ray  examination ;  since  it  has  been  found 
:hat  there  are  many  cases  where  foreign 
Dodies  split  off  after  entry,  or  are  in  such 
inexpected  or  peculiar  positions  that  they 
:an  hardly  be  successfully  handled  without 
the  evidence  available  from  such  an  exam- 
.nation. 

In  order  to  work  on  such  an  extensive 
scale  it  is  necessary  to  consider  very  care- 
fully the  relation  of  .r-ray  work  to  surger\', 
and  to  analyze  the  methods  which  are  to  be 
employed  with  reference  to  simplicity  and 
"ertainty,  and  to  pay  particular  attention 
to  the  reports  and  information  needed  by 


the  surgeon  in  order  to  facilitate  his  work. 
In  this  connection  it  may  be  remarked  that 
there  is  a  distinction  between  the  x-ray  re- 
quirements in  evacuation  hospitals  and  base 
hospitals.  In  the  former,  speed  is  essen- 
tial and  simple  apparatus  must  suffice.  In 
the  latter,  a  more  complete  equipment 
would  be  expected.  It  may  be  well  to  recog- 
nize that  time  will  not  permit  the  use  of 
plates  or  films  in  the  evacuation  hospitals 
and  dependence  must  be  put  almost  en- 
tirely upon  fluoroscopic  work.  Conse- 
quently, all  arrangements  in  hospitals  near 
the  front  must  conform  to  the  conditions 
imposed  by  fluoroscopy. 

As  regards  the  methods  that  have  been 
selected,  it  is  not  claimed  that  they  are  orig- 
inal, and  no  effort  has  been  made  to  get  any 
universal  or  entirely  new  procedure.  After 
consideration  of  many  methods  it  has 
been  deemed  wise  to  limit  selection  to  those 
that  best  meet  certain  requirements. 
Among  the  desirable  features  more  or  less 
well  met  by  various  methods  we  may 
mention : 

1.  The  apparatus  required  should  be 
simple. 

2.  The  manipulation  should  not  require 
an  undue  amount  of  skill. 

3.  The  time  required  should  be  a  mini- 
mum consistent  with  reasonable  accuracy. 

4.  All  operations  likely  to  lead  to  error 
must  be  excluded. 

5.  The  comfort  of  the  patient  should  be 
considered. 

It  must  also  be  remembered  that  the 
operator  is  an  essential  part  of  the  localiz- 
ing apparatus  and  it  is  perfectly  evident 
that  medical  men  have  not  generally  been 
trained  in  geometry  and  algebra.  It  is 
therefore  necessary  to  devise  methods 
which  will  relieve  the  operator  of  computa- 
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tion  and  thus  reduce  the  chances  of  error, 
especially  when  an  enormous  amount  of 
work  is  to  be  done  under  trying  conditions. 
Among  the  operations  giving  opportunity 
for  error  even  in  ordinarily  competent 
hands  we  may  note: 

1.  Reading  of  fine  scales. 

2.  Reading  any  scale  in  bad  light. 

3.  Making  arithmetical  computations. 

4.  Drawing  diagrams. 

5.  Changing  from  bright  light  to  read 
scales  and  back  to  fluoroscopic  work. 

Attention  has  therefore  been  directed  to 
such  accessory  devices  and  organization 
of  steps  as  would  tend  to  eliminate  these 
contributing  sources  of  error. 

In  limiting  the  number  of  methods  for 
which  provision  is  made  there  is  no  inten- 
tion of  denying  that  others  may  be  equally 
useful  and  accurate,  and  it  is  no  criticism 
of  the  methods  or  their  advocates  that  they 
have  not  been  selected.  It  was  deemed 
more  desirable  to  have  a  few  methods  for 
which  careful  provision  had  been  made  and 
in  which  men  could  be  well  drilled,  but  it 
is  entirely  optional  with  the  roentgenologist 
which  method  he  will  use  in  any  given  case. 
It  would  be  impossible  to  provide  appara- 
tus for  all  the  methods  that  might  have 
been  proposed  or  advocated. 

Reference  to  the  standard  methods  has 
been  made  by  letters  instead  of  by  the 
names  of  those  responsible  for  their  devel- 
opment. This  is  not  done  with  any  idea  of 
detracting  from  the  credit  of  the  authors 
or  of  indicating  novelty,  since  no  claim  of 
priority  is  made  or  desired,  but  simply  be- 
cause descriptions  vary  in  the  literature 
and  might  be  quite  confusing  to  the  reader 
who  tries  to  follow  directions  that  do  not 
apply  to  our  apparatus. 

Before  discussing  the  various  methods 
in  detail,  it  may  well  be  pointed  out  that 
refined  mathematical  accuracy  is  not  gen- 
erally a  requisite  for  good  service  in  this 
connection.  As  was  remarked  by  Major 
James  T.  Case,  Director  of  Roentgenology 
of  the  American  Expeditionary  Forces, 
"This  war  is  not  being  fought  with  bird 
shot  and  a  localization,  as  a  rule,  to  Yi  cm. 


will  be  entirely  satisfactory."  In  a  few 
cases,  such  as  bodies  in  the  eye  or  where 
a  small  foreign  body  is  in  a  particularly 
dangerous  and  troublesome  place,  greater 
accuracy  may  be  required,  but  it  is  neces- 
sary for  the  surgeon  to  keep  in  mind  the 
fact  that  because  of  the  incision  and  the 
introduction  of  retractors  there  may  re- 
sult a  considerable  displacement  of  the  pro- 
jectile and  it  is  often  difficult  to  connect 
its  position  with  displaced  skin  marks.  It 
may  also  be  remarked  that  in  the  major- 
ity of  cases  a  certain  amount  of  anatomi- 
cal localization  should  be  given  by  experi- 
enced and  well-trained  roentgenologists 
which  in  many  cases  may  be  of  greater 
value  than  a  simple  depth  determination. 
Whether  or  not  this  is  well  done  will  de- 
termine to  a  considerable  extent  the  value 
of  the  .T-ray  service,  and  every  opportun- 
ity should  be  given  the  roentgenologist  to 
ascertain  the  landmarks  used  in  surgery 
and  to  adapt  his  work  to  the  requirements 
of  the  surgeon  using  his  data.  | 

The  various  localization  methods  may 
be  divided  into  two  distinct  groups.  In  the 
first  of  these  a  mark  is  made  upon  the  skin 
and  the  distance  of  the  projectile  from  this  | 
mark  is  determined.  It  is  generally  assumed 
that  the  skin  mark  was  made  at  the  place 
of  emergence  of  the  beam  which  formed  a 
shadow  of  the  projectile  and  that  the  tube 
focus  was  adjusted  vertically  beneath  the 
projectile.  A  vertical  line  drawn  later 
through  the  skin  point  can  only  strike  the 
projectile  if  the  body  of  the  patient  is 
placed  in  the  same  position  on  the  operat- 
ing table  as  it  occupied  during  the  x-ray 
examination,  and  careful  distinction  must 
be  made  between  a  vertical  line  as  so  de- 
scribed, and  a  line  perpendicular  to  the 
surface  of  the  skin  at  the  marked  point. 
The  amount  by  which  the  surgeon  may 
miss  the  projectile  by  failure  to  get  a  cor- 
rect sight  line  increases  materially  with  in- 
creased depth  of  the  projectile  and  with  de- 
creased dimensions,  and  some  idea  of  the  size 
of  the  body  sought  should  always  be  given. 
Much  greater  care  will  surely  be  needed 
in  the  localization  of  the  smaller  bodies. 


I  In  the  other  group  of  methods  some  ma- 

lerial  guide  is  given  to  the  surgeon  to  assist 

lim.  during  operation  and  as  a  rule  these 

lequire  more  time,  both  on  the  part  of  the 

oentgenologist   and  the   surgeon's  assist- 

mts.  They  are  naturally  better  adapted  to 

he  work  done  in  the  permanent  or  base 

lospitals. 

After  receiving  reports  from  both  sur- 
;eons   and   roentgenologists   abroad,    and 
iter    conference    with    Major    James    T. 
^ase.    Director  of   Roentgenology'  of  the 
/^erican  Forces  in  France,  in  which  ap- 
pliances and  methods  were  carefully  con- 
sidered,  it   was   decided  by   the   Surgeon 
General's  Office  to  adopt  and  provide  ap- 
paratus for  the  following  methods: 

A.  Two  wire,  double  tube  shift  method. 

B.  Parallax  method. 

C.  Tube  shift  method  with  mechanical 
triangulation. 

D.  Profondometer. 

E.  Hirtz  compass  with  accessory  de- 
vices. 

F.  Cannula  and  trochar  with  harpoon. 
It  happens  that  the  first  three  of  these 

are  simple  depth  measurements,  although 
B  may  give  more  than  one  depth,  whereas 
the  last  three  may  be  used  to  give  more 
definite  guidance  to  the  surgeon  during 
operation. 

Brief  descriptions  of  these  methods  will 
probably  suffice  excepting  for  those  who  are 
to  specifically  undertake  the  .v-ra}'  work 
and  the}'  will  find  detailed  instructions  in 
the  revised  Army  X-Ray  Manual  which  is 
shortly  to  be  issued. 

It  is  assumed  that  the  majority  of  the 
work  wiU  be  done  with  the  standard  .v-ray 
table  by  fluoroscopic  methods  and  with  the 
tube  below  the  table.  The  tube  box  is 
movable  in  two  directions  as  in  the  usual 
trochoscope  and  is  provided  with  a  double 
shutter  giving  a  diamond-shaped  opening 
with  the  diagonals  parallel  and  perpendic- 
ular to  the  length  of  the  table  and  also  with 
an  adjustable  slit,  under  separate  control, 
parallel  to  the  length  of  the  table.  The 
tube  box  runs  freely  and  may  be  locked  in 
any  position  against  both  lateral  and  Ion- 
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gitudinal  movement,  and  is  also  provided 
with  a  simple  means  for  fixing  the  amount 
of  tube  shift  for  a  particular  purpose  or 
for  measuring  any  shift  from  a  fixed  posi- 
tion. 

The  fluoroscopic  screen  is  carried  by  a 
ball  bearing  carriage  mounted  on  the  table 
rails  and  provision  is  made  for  a  move- 
m.ent  parallel  to  the  table,  for  rotation 
about  a  vertical  axis  and  also  for  a  vertical 
shift.  Each  of  these  movements  may  be  pre- 
vented by  a  suitable,  convenient  lock.  The 
fluoroscopic  screens  are  perforated  with 
a  small  hole  through  which  a  marking  de- 
vice may  be  inserted  to  mark  the  skin  in 
the  vertical  ra}'.  When  this  ray  is  spoken  of 
it  is  assumed  that  the  table  will  be  substan- 
tially in  a  horizontal  position  and  that  a 
line  joining  the  target  with  the  center  of  the 
diaphragm  will  be  perpendicular  to  the 
plane  in  which  the  tube  may  move.  The 
opening  in  the  screen  also  serves  a  very 
convenient  purpose  in  temporarily  fixing 
in  position  the  scales  and  other  pieces  of 
apparatus  which  it  is  desired  to  use  on  the 
fluoroscopic  screen. 

Method  A.  Probably  the  most  generally 
used  fluoroscopic  method  is  that  designated 
in  our  work  as  Alethod  A.  This  method  was 
proposed  since  the  beginning  of  the  war  by 
Professor  Strohl  of  the  French  Roent- 
genological Service.  It  is  extremely  rapid, 
reasonably  accurate,  and,  as  it  requires  a 
minimum  of  manipulation  it  is  likeh'  to  be 
the  method  of  preference  for  work  in  the 
evacuation  hospitals.  In  this,  as  in  the 
other  methods  here  described,  it  is  assumed 
that  the  standard  apparatus  adopted  by 
the  .v-ray  division  of  the  army  will  be  used. 

The  apparatus  supphed  for  the  standard 
equipment  includes  a  substantial  brass 
frame,  carrying  two  wires  firmly  attached 
across  two  opposite  comers  and  protected 
by  a  thin  sheet  of  aluminum.  These  wires 
move  with  the  tube  box  and  when  the  dia- 
mond-shaped shutter  is  wide  open  they 
would  cast  shadows  upon  the  fluorescent 
screen  and  these  shadows,  of  course,  move 
with  the  tube  box.  After  bringing  the 
shadow  of  the  projectile  to  the  center  of 
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the  fluoroscopic  screen  and  marking  the 
skin  through  the  opening  provided,  the 
operator  places  in  position  a  small  cellu- 
loid scale  with  two  sliders.  He  then  shifts 
the  tube  until  the  shadow  of  one  of  the 


Pz     P> 


Fig.  "i.  Prinxiple  of  th^e  Method  A  Above- 
Simple  Slider  for  Measurement  of  the  Distanxe 
between  the  Two  Images  Shown  below  Diagram. 


wires  carried  by  the  box  coincides  with  the 
now  displaced  shadow  of  the  projectile 
and  adjusts  one  of  the  sliders  to  mark 
this  position;  then  shifting  in  the  opposite 
direction  and  leaving  the  first  slider  and 
the  center  of  the  device  fixed,  the  shadow 
of  the  other  wire  is  brought  to  coincidence 
with  that  of  the  projectile  and  the  second 
slider  fixed  accordingly.  The  distance  be- 
tween these  two  markers  is  in  a  definite 
proportion  to  the  distance  from  the  fluoro- 
scopic screen  to  the  projectile  in  question, 
and  by  means  of  a  properly  designed  scale 
the  depth  in  centimeters  and  fractions  of  a 
centimeter  can  be  read  directly.  In  case 
the  central  point  of  the  screen  is  not  in 
contact  with  the  skin  where  a  mark  is 
made,  it  will  be  necessary  to  correct  for 
the  distance  between  the  skin  and  the 
screen.  This  is  not  necessary  when  the 
point  marked  is  actually  in  contact  with 
the  horizontal  screen. 

On  account  of  its  extreme  simplicity  and 
the  fact  that  only  a  single  measurement 
has  to  be  made,  and  that  the  target-screen 
distance  need  not  be  known,  this  method 


has  been  placed  first  in  order  of  prefer- 
ence. 

The  principle  of  method  A  is  illustrated 
by  Fig.   I,  which  shows  a  vertical  section 
through  the  foreign  body  P,  and  the  target 
focus  Fq.  B  is  the  foot  of  a  perpendicular    | 
from  Fo  on  the  line  AC.  A  and  C are  the  two    ; 
metal  wires  rigidly  attached  to  the  tube 
box  and  equidistant  from  B.  Let  Po  be  the 
shadow  of  P  by  the  vertical  ray.  If  we  shift 
the  target  parallel  to  the  screen  and  to  the 
left,  both  A  and  C  being  fixed  to  the  box. 
they  must  move  with  it  and  at  a  certain  j 
point  Pi,  Ci  and  P  will  fall  on  the  same  line,   ' 
and  the  shadow  of  C  in  the  position  Ci  will 
coincide  with  that  of  P  at  Pi.  Likewise, 
shifting  the  target  to  the  right  will  bring 
Ax,  F<i  and  P  into  the  same  straight  line,  I 
P2PP2. 

Since  PiPi  is  parallel  to  PqC, 
P.P.  "         "       "  F,A, 

and  P.2P1  "  "  "  AC, 
the  triangles  FqAC  and  PP1P2  are  sim- 
ilar. Consequently  PqP  =  depth  of  P  below 
Po  =d,  is  in  the  same  proportion  to  P1P2  as 
BFo  is  to  AC.  Or  we  may  write, 

Depth  of  projectile Height  of  B  above  Fp 


n 


Image  shift 


Distance  between  A  and  C 


Fig.  2.  Successive  Appearances   on   Fluoroscopic 
Screen  in  Method  A. 

(i)  Shadow  of  projectile  with  small  diaphragm  at 
the  central  point  of  the  screen.  (2)  Rectangular  dia- 
phragm replaced  by  slit  opening,  shadow  of  wires  at 
right  and  left.  (3)  Tube  has  been  shifted  to  the  left, 
bringing  the  shadow  of  the  projectile  and  the  right 
hand  wire  to  coincidence.  (4)  Reverse  shift  of  the 
tube  bringing  left  wire  and  projectile  shadow  to 
coincidence. 
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The  latter  ratio  is  constant  and  is  fixed 
the  set-up  on  the  regular  armv  .v-ray 
ble. 

Hence  d  =  image  shift  multiplied  by  a 
nstant,  k,  that  is 

d  =PiP,  X  k. 
we  read  P1P2  in  centimeters  and  multiply 
Y  k,  d  will  be  found  in  centimeters. 
The  special  sliding  markers,  described 
hove,  are  shown  in  Fig.  i.  The  center 
»in  drops  into  the  hole  in  the  lead  glass 
,nd  prevents  slipping. 

To  avoid  multiplication  a  special  scale  is 
)rovided.  The  distance,  PiP-2,  read  on  this 
icale  gives  the  required  depth.  This  scale  is 
lot  a  centimeter  scale,  but  the  readings 
^ve  depth  in  centimeters  and  fractions 
;hereof  for  a  proper  height  adjustment  of 
the  tube. 

Fig.  2  shows  screen  shadows  in  steps  of 
this  method.  In  i  is  seen  shadows  in  cen- 
'tral  ray ;  2  shows  open  slit  and  shadows  of 
wires;  3  shows  coincidence  of  shadow  and 
right  hand  wire,  and  4  points  for  measure- 
ments. 

Method  B.  This  method  utiHzes  the  op- 
tical principle  of  parallax  and  may  be  car- 
ried out  with  extremely  simple  apparatus, 
although  a  more  elaborate  device  has  been 
provided.  If  one  observes  the  shadow  of  a 
projectile    upon    the    fluoroscopic    screen. 


Screen 


B 


/ 


// 


/ 
/ 

)^B 


Fig.  3.  Prinxiple  of  the  Parallax  Method. 

Auxilian,'  body,  B,  below  P  and  distal  from  the  screen 
shows  greater  shadow  displacement  to  5'. 


while  the  tube  is  moving  and  the  projectile 
is  very  close  to  the  screen,  the  shadow 
movement  for  a  given  tube  shift  will  be 
very  slight  and  the  farther  the  body  is  re- 
moved from  the  screen  the  greater  will  be 
the  extent  of  the  shadow  motion.  If  we  ad- 


FiG.  4.  Ruled  Celluloid  Sheet  to  Indicate  Equal- 
ity OF  Motion  of  Two  Shadow^s  in  Method  B. 


just  a  suitable  opaque  body  outside  of  the 
patient  until  its  shadow  moves  the  same 
distance  for  a  definite  tube  shift  as  was 
moved  by  the  shadow  of  the  projectile  for 
the  same  tube  displacement,  the  auxiliary 
body  must  then  be  as  far  from  the  screen 
as  the  projectile  whose  depth  is  sought. 

In  the  case  of  a  projectile  in  the  abdo- 
men, so  far  from  the  lateral  boundary  of 
the  body  as  to  preclude  simultaneous  ob- 
servation of  the  indicator  shadow  and  that 
of  the  projectile,  the  adjustment  of  the  lat- 
ter may  be  made  after  the  patient  has  been 
removed,  provided  the  screen  has  been  locked 
against  vertical  motion  so  as  to  remain  at 
the  same  distance  from  the  target  as  be- 
fore. Generally,  however,  the  indicator 
may  be  moved  up  and  down  in  a  plane, 
passing  through  the  projectile  and  perpen- 
dicular to  the  axis  of  the  body,  close  enough 
to  the  patient  to  permit  free  motion  and  al- 
low both  shadows  to  be  seen  at  once. 

By  means  of  parallel  lines  ruled  on  a 
transparent  piece  of  celluloid  it  is  fairly 
easy  to  ascertain  when  equality  of  motion 
of  the  two  shadows  is  secured.  In  the  more 
complete  apparatus  furnished  for  this  work. 
Fig.  5,  it  is  possible  to  mark  the  skin  at 
the  entrance  and  emergence  point  of  the 
vertical  ray  and  also  along  a  continuation 
of  the  rod  carrying  the  special  indicator. 
This  really  gives  three  independent  depths 
with  some  corresponding  advantage  to  the 
surgeon. 
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The  principle  of  this  method  is  shown  in 
Fig.  3  where 

FqPo  represents  the  vertical  ray. 

P  "  "  foreign  body, 

B  "  an    auxiliary'    body 

opaque  to  the  rays  and  adjustable  at  will. 


Fig.  5.  Schematic  Drawing  of  the  Blaine  Model 
Parallax  Localizer. 


The  shadows  of  P  and  B  are  shown  as 
though  they  were  in  the  plane  of  the  pa- 
per, but  this  is  not  the  actual  case,  as  B 
will  be  quite  outside  this  plane. 

If,  now,  the  target  is  moved  toward  the 
left  to  Fi,  the  shadows  appear  at  P'  and  B', 
and  P(,B'  is  greater  than  P^P'  if  B  is  farther 
from  the  screen  than  P. 

By  raising  or  lowering  B  a  position  may 
be  found  where,  on  shifting  the  tube,  the 
shadow  of  B  and  P  move  at  the  same  rate. 
Then  B  and  P  are  the  same  distance  below 
the  screen.  The  ruled  sheet  of  celluloid, 
Fig.  4,  is  a  convenience  in  making  sure 
that  P  and  B  move  the  same  amount  when 
a  convenient  tube  shift  is  made. 

Apparatus. — The  apparatus  may  consist 
essentially  of  the  following  parts.  Fig.  5. 

A  base  of  suitable  size  carries  a  vertical 
post,  V.  Shding  on  this  post  are  two  rods  at 
right  angles  to  P  that  may  be  adjusted 
vertically  at  will.  The  upper  of  these  is  not 
adjustable  laterally  so  that  the  ring,  R,  is  at 
a  fixed  distance  from  the  upright,  V.  The 
other  rod  carries  a  ball,  B.  This  may  be 
perforated  to  permit  of  a  projecting  skin 
m.arker.  B  m.av  be  shifted  in  two  directions 


at  will.  When  adjusted  so  that  its  shadow- 
moves  at  the  same  rate  as  that  of  P,  when 
the  tube  is  shifted,  the  distance  between 
the  rods,  d,  is  the  depth  of  P  below  the  ring, 
R.  This  is  true  independently  of  the  screen  ; 
position. 

By  using  three  scales,  D,  H,  and  T^  we 
may  find  the  distance  from  the  skin  to  P  in 
three  directions,  viz.,  PR,  PB,  and  PC.  In 
all  cases  d  and  h  should  be  observed  and  R 
and  B  marked.  If  the  opening  in  the  base, 
C,  is  used  in  centering,  RC  and  PB  are  at 
90°. 

Method  C.  The  single  tube  shift  method 
with  triangulation  has  appeared  in  a  great 
variety  of  forms.  Some  of  these  involve  the 
drawing  of  diagrams  and  the  use  of  alge- 
braic computation.  In  many  cases  the  ap- 
paratus was  designed  to  work  at  a  fixed 
tube  screen  distance,  which  has  certain 
disadvantages.  The  principle  of  the  m.ethod 
is  shown  in  Fig.  6. 

Let  Fo  be  the  target  in  such  a  position 
that  the  vertical  ray  at  right  angles  to  the 
plane  of  the  tube  movement  projects  the 
shadow  of  the  foreign  body,  P,  on  the  hole 
in  the  screen. 

Shifting  the  tube  to  Fi,  there  will  result 
an  image  shift  to  Pi, 

and   the   triangles   PoPiP   and    F^FiP  are 
similar.  Also  FyQPi  is  similar  to  each. 
Therefore  P^Q 


F.Q 


Z^  or  pp  =  P  P  y^ 
PoP.  "     ^'^'^  F,Q 


i.e.  depth  of  foreign  body  =  image  shift 
X  target-screen  distance  divided  by  sum  of 
tube  shift  and  image  shift. 


?o     ?, 


/F; 


^<^ 


-<^ 


Fig.  6.   Principle  of  the  Single  Tibe  Shift  Method. 
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Where  no  auxiliary  apparatus  is  sup- 
ed,  one  must  measure  the  various  lengths 
a  scale  and  make  a  numerical  computa- 
m.  This  may  be  made  easier  b}^  the  use 
special  devices. 

1.  One  may  use  a  fixed  tube  shift  of  10 
15  cm.  or  an  image  shift  of  an  exact 

mber  of  centimeters. 

2.  One  may  use  a  fixed  target-screen  dis- 
mce.  This  is  not,  however,  always  con- 
enient. 

3.  One  may  reproduce  the  exact  set-up 
f  Fig.  6  by  use  of  a  device  as  shown  in  Fig. 

,■  and  which  may  be  supplied  in  case  of  a 
lesire  to  use  this  method. 

This  consists  of  two  straight  bars,  A  and 
3,  at  right  angles  to  each  other.  B  carries 
ill  adjustable  slider,  R.  A  carries  two 
kliders,  E  and  G.  E  is  not  moved  after  one 
adjustment  unless  a  new  table  is  used.  The 
glider,  G,  has  notches,  i,  2,  etc.,  i  cm. 
apart,  and  a  slider,  Pi,  with  a  latch  engaging 
these  notches.  A  scale,  S,  with  its  zero  point 
at  the  upper  end  is  carried  by  G.  A  lug  at 
H  is  in  line  with  the  zero  of  G. 

If,  now,  DH  =tube  shift, 

GH  =  target  screen  distance, 
PiO  =  image  shift, 
then  a  straight  line,  PiD,  will  cross  the 
scale,  S,  at  the  depth  of  the  foreign  body 
below  the  screen.  The  instrument  should  be 
fastened  to  the  wall  in  a  convenient  place 
and  the  measurements  needed  should  be 
made  by  a  caliper,  thus  avoiding  any  read- 
ing of  scales  except  the  final  depth. 

If  in  the  particular  case  illustrated,  the 
image  shift  were  4  cm.  and  the  zero  point 
of  scale,  S,  is  set  above  H,  an  amount 
equal  to  the  target-screen  distance,  and 
DH  is  the  tube  shift  for  an  image  shift  of 
4  cm.,  a  string  drawn  as  indicated  will 
cross  the  scale  at  a  point  P  and  the  scale 
reading  at  this  point  is  the  depth  sought. 

When  using  the  standard  table  the 
slider,  E,  is  adjusted  so  that  a  length  meas- 
ured on  the  screen-carrier  support  will 
show  how  much  above  E  we  must  place  G  in 
order  that  GH  may  represent  the  target- 
screen  distance. 

It  will  be  observed  that  this  instrument 


serves  to  reproduce  tube  and  image  posi- 
tions as  actually  observed  by  the  roentgen- 
ologist; i.e.,  one  vertical  ray  in  which  the 
skin  is  marked  and  one  oblique  ray  whose 
intersection  with  the  former  corresponds 
to  the  distance  of  the  projectile  from  the 
screen. 

An    accessory    device    is    also    supplied 
consisting  of  a  strip  of  celluloid  with  a 


Fig.  7.  Wall  Meter  or  Indicator  for  Tube  Shift 
Method,  also  Showing  Method  of  Using  Adjust- 
able Double  Slider  Caliper. 


pin  centering  in  the  perforation  of  the 
screen  and  having  centimeter  divisions 
clearly  marked  both  ways  from  the  center, 
making  it  quite  easy  to  secure  an  exact 
number  of  centimeters  displacement. 

There  is  a  considerable  advantage  in 
making  the  distance  the  image  is  shifted  a 
definite  number  of  centimeters  and  meas- 
uring the  tube  shift,  since  the  relative  error 
in  measuring  the  small  length  of  image  shift 
is  greater  than  that  in  the  longer  tube  shift. 

When  supplied  with  the  accessories  in- 
dicated  above,    this   method   becomes   as 
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expeditious  as  others,  and  is  as  accurate  as 
any  of  the  depth  methods.  The  exact  de- 
tails of  manipulation  are,  of  course,  given 
in  the  regular  Army  X-Ray  Manual. 

All  of  the  second  group  of  methods  re- 
quire somewhat  different  manipulation  and 


0<ferlop 


Hinge  of  Metal  Strop 

Fig.  8.  Principle  of  Profondometer  Strip. 

an  added  amount  of  data  which  may  give 
the  surgeon  rather  more  definite  indications 
and  assist  him  materially  in  many  cases. 

Method  D.  This  method  has  been  de- 
scribed by  Major  Joseph  M.  Flint  in  The 
Military  Surgeon  of  March,  191 7,  and  while 
the  method  is  not  new  in  principle  it  had 
not  been  generally  used  heretofore,  as  ap- 
paratus for  its  application  was  rarely  avail- 
able. It  consists  essentially  in  securing 
three  lines  of  sight  through  the  body,  each 
of  which  is  to  pass  through  the  projectile. 
The  points  where  the  rays  enter  and  emerge 
in  establishing  these  lines  are  plainly 
marked  on  the  skin.  Two  pieces  of  flexible 
metal,  such  as  a  composition  of  tin,  are 
hinged  together  in  the  middle  and  placed 
around  the  body  in  the  plane  of  the  skin 
marks  and  made  to  conform  to  the  shape  of 
the  body.  The  strip  is  marked,  showing  the 
distance  that  one  unhinged  end  overlaps 
the  other,  and  the  skin  marks  are  trans- 
ferred to  this  metal  band.  Carefully  re- 
moving the  latter  from  the  body,  it  may  be 
laid  down  on  a  card  or  a  sheet  of  paper,  and 
by  bringing  the  overlapping  end  to  its 
original  position  a  tracing  with  a  pencil 


will  show  the  outline  of  the  body  in  the 
plane  of  examination.  The  skin  mark  posi- 
tions are  then  transferred  to  the  diagram 
and  we  have  an  approximate  duplicate  of 
the  shape  of  the  body  and  the  locations  of 
the  external  skin  markings.  1 

If,  on  this  diagram.  Fig.  8,  one  numbers  I 
the  skin  marks  in  series  i,  2,  3,  4,  5,  and  6, 
and  joins  i  and  4,  2  and  5,  and  3  and  6, 
and  if  the  work  has  been  strictly  accurate, 
that  is,  if  the  sight  lines  were  properly 
established,  and  if  the  shape  of  the  body 
did  not  change  by  change  of  position  when 
the  band  was  put  on,  supposing  the 
band  has  been  properly  formed  and  not 
distorted  afterwards,  these  three  lines  will 
intersect  in  a  point;  practically  they  are 
likely  to  form  a  small  triangle,  but  with  an 
excellent  chance  of  the  projectile  being 
located  in  this  small  area.  If  one  now  iden- 
tifies the  diagram,  so  formed,  with  a  cross 
section  anatomy  for  the  same  region  of  the 
body,  definite  anatomical  information  as  to 
the  position  of  the  projectile  and  the  rela- 
tive position  of  muscles  or  organs  likely  to 
be  encountered  in  its  removal  is  gained. 

It  is  also  possible  to  use  two  short  bands 
at  right  angles  to  each  other,  that  may  be 
made  to  conform  to  the  body  at  a  desired 
point,  and  to  mount  an  indicating  rod  for 
use  during  operation. 

The  value  of  this  method  will  depend  to 
a  considerable  extent  upon  the  care  exer- 
cised in  forming  and  handling  the  strip  and 
in  properly  adjusting  it  to  the  cross  section 
anatomy.  It  is  suggested  that  in  man}^  cases 
at  least  one  of  the  skin  marks  might  well 
have  definite  relation  to  some  anatomical 
landmark,  so  that  there  could  be  little  op- 
portunity for  a  rotation  of  the  band  with 
reference  to  the  anatomical  chart.  This  will 
be  especially  true  of  portions  where  the 
cross  section  is  nearly  a  circle.  It  should 
also  be  observed  that  the  accuracy  of  this 
method  increases  when  the  three  sight 
lines  are  made  to  differ  materially  in  direc- 
tion. In  some  cases  this  would  be  a  difficult 
matter,  as  in  the  case  of  a  seriously 
wounded  patient  or  one  for  whom  change 
of  position  on  the  .v-ray  table  is  painful. 
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It  is  advised  in  every  case  that  three  lines 

if  sight  be  determined,  marking  six  skin 

loints,  and  for  this  purpose  the  parallax 

3calizer  furnished  in  the  army  outfit  will 

<e  found  very  valuable,  as  it  permits  of 

narking  the  skin  on  the  under  side  with  the 

ame  degree  of  certainty  as  on  top.  It  may 

)e  noted  also  that  the  method  here  de- 

cribed  eliminates  the  necessity  of  using 

nore  than  one  distinctive  skin  mark,  and 

t  would   do   no   harm,    when   using   this 

nethod  with  a  parallax  localizer  as  a  mark- 

ng  device,  if  at  least  one  depth  were  de- 

lermined  as  a  check  upon  the  accuracy  of 

adjustment  of  the  profondometer  band. 

Those  who  are  especially  interested  will 
find  articles  by  Major  Flint  giving  more  de- 
tails with  reference  to  this  method  in  The 
Military  Surgeon  of  March,  191 7  and  the 
Annals  of  Surgery  for  August,  191 7. 

Method  E.  There  have  been  devised 
both  before  and  during  the  war  a  very  con- 
siderable number  of  mechanical  indicators 
or  compasses  to  be  used  during  the  opera- 
tion as  a  surgical  guide  to  better  utilize  in- 
formation acquired  by  the  x-ray  examina- 
tion. Of  these,  the  one  devised  by  Dr. 
Hirtz  of  the  French  Roentgenological  Serv- 
ice has  been  most  generally  approved  by 
roentgenologists  and  surgeons. 

As  originally  proposed  this  instrument 
was  intended  to  be  used  in  connection  with 
photographic  work,  whereby  a  permanent 
record  could  be  made  for  the  later  setting 
of  the  compass,  provided  the  identifying 
skin  marks  were  not  obliterated.  On  ac- 
count of  the  very  considerable  time  neces- 
sary to  prepare  a  negative  for  examination 
and  measurement,  it  has  been  found  de- 
sirable in  many  cases  to  operate  the  com- 
pass by  data  secured  from  fluoroscopic  ex- 
amination, which  is  much  more  expeditious 
and  in  many  cases  will  serve  fully  as  well. 

The  essential  feature  of  the  Hirtz  com- 
pass is  the  possibility  of  adjustment  of  the 
movable  legs  that  support  the  instrument, 
so  that  when  resting  on  fixed  marks  on  the 
body  of  the  patient  the  foreign  bod}^  will 
be  at  the  center  of  a  sphere,  a  meridian  arc 
of  which  is  carried  by  the  compass.  This 


arc  is  capable  of  adjustment  in  any  position 
about  a  central  axis.  An  indicating  rod 
passes  through  a  sHder  attached  to  the 
movable  arc  in  such  a  way  as  to  coincide  in 


Fig.  q.  Hirtz  Compass. 


all  positions  with  a  radius  of  the  sphere, 
and  whether  it  actually  reaches  the  center 
or  not  it  is  always  directed  toward  that 
point.  If  its  movement  to  the  center  of  the 
sphere  is  obstructed  by  the  body  of  the  pa- 
tient, the  amount  it  lacks  of  reaching  the 
center  will  be  the  depth  of  the  projectile  in 
the  direction  indicated  by  the  pointer. 

The  value  of  the  compass  lies  in  its  wide 
possibility  as  a  surgical  guide,  in  that  it 
does  not  confine  the  attention  of  the  sur- 
geon to  a  single  point  marked  on  the  skin, 
with  a  possible  uncertainty  as  to  the  direc- 
tion in  which  he  should  proceed  in  order 
to  reach  the  projectile,  but  gives  him  a  wide 
latitude  of  approach  and  explicit  informa- 
tion as  to  depth  in  a  direction  of  his  own 
selection. 

The  compass  is  shown  in  Fig.  9  and 
schematically  in  Fig.  10.  Three  metal  arms 
respectively  labeled  1,2,  and  3  in  clockwise 
rotation  are  so  mounted  as  to  turn  freely 
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upon  a  central  pivot  and  have  their  upper 
surfaces  all  in  a  single  plane.  Each  of  these 
arms  carries  a  slider,  which  may  be  ad- 
justed to  any  position  along  the  length  of 
the  arm.  Each  slider  has  an  adjustable  leg 


Fig.  10.  wScHEMATic  Drawing  of  Hirtz  Compass 
WITH  THE  Legs  Adjusted  at  Zero  Points  and 
Resting  on  a  Plane. 


at  right  angles  to  the  plane  of  the  arms, 
that^may  be  held  in  any  position  by  a  small 
thumb  screw.  These  legs  are  graduated  and 
the  zero  point  is  not  at  either  end  of  the 
legs,' but  a  few  centimeters  below  the  upper 
portion,  which  terminates  in  a  small  knob. 
The  center  post  about  which  the  arms  ro- 
tate has  a  hole  at  right  angles  to  the  plane 
of  the  arms  and  is  also  shaped  to  carry  the 
curved  metal  arc,  A  (Fig.  lo).  The  hole  in 
the  slider  on  arc,  A ,  carrying  the  indicating 
rod,  can  be  made  to  coincide  with  the  open- 
ing through  the  center  post. 

When  the  three  legs  are  set  at  zero,  quite 
irrespective  of  the  position  of  the  slider  on 
the  arms  or  of  their  angular  position,  and 
the  compass  stands  on  a  plane  surface,  the 
indicating  rod,  passed  through  the  slider  on 
arc.  A,  will  touch  the  supporting  plane  at 
the  center  of  the  sphere  of  which  ^  is  a 
meridian  arc.  A  friction  clip  on  the  indicat- 
ing rod  may  be  adjusted  in  contact  with  the 
slider  on  A ,  and  the  distance  from  the  lower 
end  of  this  clip  to  the  pointed  end  of  the 
indicator  will  be  the  radius  of  the  sphere  of 
which  A  is  an  arc. 

Fig.  1 1  shows  the  compass  with  the  legs 
shifted  so  that  they  no  longer  stand  on  the 


base  plane,  and  in  fact  are  at  quite  different 
heights,  but  the  arc.  A,  and  the  arms  of  the 
compass  have  not  been  displaced,  so  thai 
the  pointer  still  reaches  the  center  point 
P,  in  this  plane. 

Fig.  12  shows  the  compass  actually  set 
upon  the  body  of  a  patient,  its  legs  resting 
on  three  skin  marks,  M,  N,  and  0,  and  witt 
the  indicating  rod  pointing  toward  the  pro- 
jectile, but  failing  to  reach  it  because  oi 
contact  with  the  skin  of  the  patient  at  5, 
The  depth  of  the  projectile  in  this  particu- 
lar direction  is  indicated  in  Fig.  I2  hy  d 
If,  now,  the  indicating  rod  is  placed  in  thf 
slider  carried  by  the  arc.  A,  the  rod  touches 
the  skin  at  a  different  point,  S',  and  the  dis 
tance  between  the  friction  clamp  on  the 
rod  and  the  upper  surface  of  the  slider  or 
the  arc.  A,  will  be  the  depth  of  the  foreigr 
body  along  the  direction  indicated  by  th( 
dotted  line.  It  is  evident  from  the  con- 
struction that  the  surgeon  may  place  the 
arc,  A,  in  any  position  throughout  360*^ 
and  the  slider  at  any  position  from  the  cen- 
ter to  the  extreme  end  of  the  arc  and  still  j 
have  the  indicating  rod  point  to  the  foreigr 
body  and  show  its  depth  from  the  point  oi 
contact  with  the  skin. 

The  exact  amount  which  each  leg  of  the 
compass  must  be  shifted  from  its  zero  point 
in  order  to  stand  on  the  marker  to  which  it 
belongs  and  yet  have  the  indicating  rod  in 
the  proper  position  is  easiest  seen  in  Fig. 
13  in  which  only  a  single  leg  of  the  com- 


Fig.  II.  Arms  and  Indicator  of  the  Hirtz  Compass. 

Same  position  as  in  Fig.  lo,  but  with  the  legs  ele- 
vated on  blocks  whose  tops  might  correspond  to  a  skin 
marker. 
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)ass  is  shown,  but  the  same  will  apply  to 
;ach  of  the  legs  in  turn.  Imagine  a  plane 
mrallel  to  the  plane  of  the  three  arms  of  the 
:ompass  to  be  drawn  through  the  projec- 
tile and  that  the  leg  attached  at  arm  num- 
ber one,  standing  on  the  marker,  M,  would. 
Hf  it  could  pass  down  to  this  plane,  intersect 
the  plane  at  the  point,  E,  and  that  under 
rthese  circumstances  the  indicator  passing 
through  the  central  post  of  the  instrument 
Iwould  touch  the  skin  at  S,  vertically  above 
\P.  If  the  distance  from  the  plane,  from 
jwhich  measurements  are  made,  to  the  low- 
er plane,  containing  the  projectile,  is  meas- 
ured and  likewise  the  distance  MM\  it  is 
seen  that  the  amount  by  which  this  par- 
ticular leg  is  raised  from  its  zero  point. 
where  it  would  be  set  if  it  reached  the 
point,  E,  will  be  the  difference  between 
the  depth  of  the  foreign  body  and  the 
depth  of  the  marker  from  a)iy  plane  of 
measurement,  for  example,  that  of  the  fluor- 
oscopic screen  or  a  photographic  plate. 
The  fluoroscopic  screen  may  be  placed  in 
any  position  parallel  to  the  base  plane. 
EP,  and  the  difference.  J/£.  would  be 
quite  independent  of  the  height  of  the  plane 
from  which  all  measurements  are  made. 

This  may  be  summarized  by  saying  that 
each  rod  is  to  be  shifted  from  its  zero  point 
an  amount  equal  to  the  difference  between 
the  depth  of  the  projectile  below  the  flu- 
oroscopic screen,  or  other  plane  of  refer- 
ence, and  the  depth  of  the  skin  mark  upon 


which  this  particular  leg  would  stand, 
measured  from  the  same  plane.  It  is  abso- 
lutely essential  in  the  use  of  the  compass  to 
adopt  a  systematic  procedure,  so  that  the 
arm  to  carry  the  leg  is  identified  with  the 
depth  measurement  of  its  own  skin  point. 


Fig.  12.  vScHEMATic  Drawing  of  Hirtz  Compass  Set 
UP  ox  Skin  of  Patient. 


Fig.  13.  Reason  for  Shift  of  Leg  of  Compass  from 
Zero  Point  by  the  Amount  Stated. 


The  data  necessar}^  to  properly  adjust 
the  compass  ma}^  now  be  stated  by  refer- 
ence to  Figs.  10  and  13.  The  indicating  rod 
in  the  central  position  and  the  three  legs  of 
the  compass  mark  out,  in  any  plane  par- 
allel to  the  base  plane  of  Fig.  10,  four 
points  of  definite  position  in  the  plane. 
Any  vertical  shift  of  the  legs  will  still  al- 
low them  to  retain  their  position  in  lines 
passing  through  the  points,  £.  F,  G  and 
P.  The  point  G,  Fig.  10.  is  then  in  a  ver- 
tical Une  passing  through  the  marker.  J/, 
and  the  data  necessary  to  set  the  compass 
must  give  the  position  in  a  plane  of  these 
four  points  and.  in  addition  to  this,  must 
give  the  depth  from  a  fixed  plane,  parallel 
to  the  base  plane.  E  F  G,  oi  the  three 
markers  on  the  skin  of  the  patient  and  of 
the  projectile  within  the  patient's  body. 
Whether  this  data  is  to  be  found  by  a  pho- 
tographic or  a  fluoroscopic  process  is  im- 
m.aterial.  as  the  steps  in  its  use  will  be 
identical. 

When  a  fluoroscopic  method  is  to  be 
used,  an  auxiliary  device  may  be  found  of 
considerable  aid  in  rapidly  and  accurately 
securing  the  requisite  data.  Such  a  device  is 
shown  in  Fig.  14  (a)  and  consists  of  three 
arms,  each  with  a  slider  very  similar  to  the 
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original  compass.  In  fact  the  latter  may 
be  used  with  rather  less  convenience,  by 
removing  arc,  A,  and  allowing  the  indi- 
cating rod  to  project  a  short  distance  be- 
low the  center  and  with  the  legs  tempora- 
rily removed.  The  auxiliary  compass  has 
its  arms  numbered  in  the  same  way  as  the 
original  Hirtz  compass  and  has  a  projecting 


the  projectile,  for  which  one  of  the  meth- 
ods, A,  B,  or  C,  should  be  employed  and 
also  to  determine  the  distance  from  the 
screen  to  the  opaque  markers.  When  using 
the  fluoroscopic  method,  the  latter  depth 
can  be  very  readily  determined  by  simply 
passing  a  suitable  measuring  rod  through 
the    perforated    screen,    which    has    been 


Fig.   14.    Accessory  Apparatus  for  Fluoroscopic  Work  with  Hirtz 

Compass. 

(a)  Auxiliary  compass,  pedestal  support  and  three  markers  with  friction  clips. 

(b)  Hirtz  compass  mounted  with  the  three  legs  at  different  levels,  so  that  a 
pointer  reaches  white  spot  on  the  base  plane  below  at  the  center  of  the  sphere 
of  which  the  curved  arc  is  a  part. 


pin  which  fits  the  perforation  in  the  screen. 
One  of  the  arms  is  rigidly  attached  to  a  ring 
concentric  with  the  axis  of  rotation  about 
the  pin,  while  the  other  two  are  movable, 
but  may  be  clamped  by  thumb  nuts  to  the 
ring.  It  is  evident  that  placing  the  perfora- 
tion in  the  screen  in  the  vertical  ray  passing 
through  the  projectile  definitely  fixes  the 
position  of  the  center  post.  If  then,  each 
marker  in  turn  is  brought  into  the  vertical 
ray  and  the  arm  and  slider  adjusted  so  that 
the  hole  in  the  slider  matches  such  a  pro- 
jection of  each  marker,  the  three  openings 
in  the  sliders  and  the  central  pin  fix  the 
four  points  which  it  is  necessary  to  obtain. 
It  then  remains  to  determine  the  depth  of 


brought  into  the  vertical  ray  passing 
through  the  marker.  This  depth  is  to  be 
recorded  and  accurately  identified  with  the 
arm  carrying  the  slider  corresponding  to 
that  particular  skin  marker.  In  order  to 
facilitate  this  measurement  a  set  of  three 
measuring  rods  with  friction  clips,  differ- 
ing slightly  in  shape,  are  provided.  As  soon 
as  these  four  depths  and  the  four  marks  in 
the  plane  of  the  screen  have  been  deter- 
mined, the  work  of  the  roentgenologist  is 
completed,  provided  he  has  made  sure 
that  the  skin  marks  are  plainly  visible. 
The  adjustment  of  the  compass  may  then 
be  carried  out  by  an  assistant  to  either  the 
roentgenologist  or  the  surgeon,  after  which 
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he  instrument  can  be  sterilized  and  is 
eady  for  the  surgeon's  use. 

In  making  this  adjustment  the  operator 
inust  first  bring  the  central  opening  in  the 
ihaft  of  the  compass  over  the  projection  Po 
^f  the  projectile  in  the  fluoroscopic  plane, 
knd  this  must  be  retained  in  that  position 
during  the  adjustment  of  the  arms.  It  is  ad- 
Used  that  a  small  hole  in  a  drawing  board 
be  provided  in  case  the  adjustment  is  to  be 
made  from  a  diagram  and  that  Pq  be 
brought  over  this  opening  and  the  paper 
attached  by  thumb  tacks  or  otherwise  to 
I  the  drawing  board.  Then  each  of  the  sliders 
I  on  arms  i,  2,  and  3  are  to  be  brought  into 
position,  so  that  the  feet  of  the  compass 
rest  on  the  projections  of  the  markers. 
After  tightening  the  thumb  nuts  on  the 
sliders  and  the  wing  nut  at  the  center  of 
the  compass,  which  is  used  to  lock  the 
arms  in  angular  position,  one  should  again 
see  that  these  feet  are  adjusted  to  the  prop- 
er points.  Next,  bring  each  leg  so  that  its 
zero  point  coincides  with  the  top  of  the 
slider  by  which  it  is  carried.  Then,  for  each 
leg,  subtract  the  depth  of  the  skin  marker 
from  that  of  the  foreign  body  and  adjust 
the  corresponding  leg  from  its  zero  point 
by  the  number  of  centimeters  so  obtained, 
being  sure  to  lock  each  leg  in  position.  The 
compass  is  then  ready  for  use  by  the  sim- 
ple attachment  of  the  curved  arc  and  the 
indicator,  provided  the  skin  marks  which 
indicate  its  proper  position  are  not,  in  the 
meantime,  obliterated.  Probably  the  best 
way  to  insure  the  permanence  of  these 
marks  is  to  tattoo  them,  which  may  be 
done  by  simple  apparatus  and  not  be  unde- 
sirably conspicuous. 

When  using  the  special  adapter  provided 
with  the  army  outfit,  if  the  compass  is  to 
be  used  at  once  it  may  be  very  quickh'  ad- 
justed as  follows: 

1.  Remove  curved  arc  and  indicating 
rod,  lower  each  leg  until  the  rounded  end  is 
about  a  centimeter  from  the  slider,  and 
loosen  the  central  lock. 

2.  Invert" the  compass  and  place  upon 
the  inverted  adapter  so  that  the  pin  on  the 
adapter  engages  the  central  opening  of  the 
compass. 


3.  Adjust  each  leg  in  turn  to  engage  the 
small  opening  in  the  sliders  on  the  adapter. 

4.  Lock  all  the  sliders  on  the  arms  and 
the  central  lock  of  the  Hirtz  compass. 

5.  Turn  the  compass  right  side  up  and 
put  it  on  the  stand  provided,  having  pre- 
viously firmly  adjusted  the  sliding  clip  on 
the  vertical  rod  of  this  stand,  so  that  when 
the  compass  is  placed  thereon  and  the  legs 
loosened  in  their  holders,  all  three  legs  will 
come  to  their  zero,  if  the  base  stands  on  a 
plane  surface. 

6.  Leaving  the  compass  supported  by 
the  stand,  adjust  each  rod  as  previously  in- 
dicated, always  starting  from  its  zero 
point. 

When  the  operation  is  to  take  place  a 
considerable  period  after  an  .r-ray  examina- 
tion is  made,  a  suitable  record  must  be  en- 
tered as  a  part  of  the  temporary  record  of 
the  patient  and  care  must  be  taken  that  it 
is  accurately  labeled,  so  as  to  be  identified 
with  certainty  at  the  time  of  operation. 

When  using  the  Hirtz  compass  roentgen- 
ographically  two  exposures  are  necessar}^ 
either  made  upon  a  single  plate  which  re- 
mains in  a  fixed  position  relative  to  the  pa- 
tient while  the  tube  is  shifted,  or  else  two 
plates  may  be  used  with  proper  markings, 
one  being  exposed  with  the  tube  in  the  first 
position,  the  other  in  a  second  position. 
The  use  of  the  two  plates  is  recommended 
and  in  order  to  superimpose  them  for  the 
purpose  of  m.easurement  a  small  piece  of 
celluloid,  which  may  be  attached  to  the 
tunnel  plate  changer,  is  used  and  carries 
two  small  metal  wires  forming  a  cross; 
when  these  crosses  are  made  to  coincide  on 
superimposing  the  negatives,  the  proper 
measurements  may  be  made. 

In  order  to  explain  the  procedure  neces' 
sary  in  this  case  reference  is  made  to  Fig. 
15,  in  which  is  shown  the  position  of  the 
tube  for  two  successive  exposures  with  ref- 
erence to  the  plate  and  the  formation  of  the 
shadows  of  one  of  the  skin  markers.  It 
should  be  noted  that  each  skin  marker  and 
the  foreign  body  will  be  projected  in  the 
same  way,  only  the  displacement  of  their 
shadows  in  the  two  exposures  will  differ  ac- 
cording to  their  distance  from  the  plate. 
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In  the  method  approved,  the  distance, 
CX,  from  the  central  position  of  the  tube 
to  the  plate  in  the  vertical  direction  is  to  be 
60  cm.  and  the  tube  shift,  FiFo.  is  to  be  6 
cm.,  that  is,  from  a  point  3  cm.  to  the  left  of 


Fig.   I- 


Fig.  16. 


Fig.  15.  Schematic  Represextatiox  of  Plate, 
Cross  Wire  Marker  and  Tube  Focus  Positions 
FOR  Radiographic  Use  of  the  Hirtz  Compass. 

Fig.  16.  Construction  for  Finding  One  of  the  Foot 
Points  M  from  the  Shadows  of  a  Corresponding 
Marker  as  Shown  at  Mi  and  M-i  and  the  Shadow 
OF  the  Cross  Marker,  A'. 


C,  to  a  point  3  cm.  to  the  right  of  C.  For 
this  arrangement  a  table  is  suppHed  which 
gives  the  height  of  a  point  above  the  plane 
of  the  plate,  corresponding  to  any  probable 
shift  of  image  measured  on  the  completed 
negative,  that  is,  Fig.  15,  for  a  measured 
1/1^2  there  is  given  the  height  J/J/q. 

The  reason  for  the  procedure  given  with 
reference  to  measurements  on  the  negative 
may  be  shown  as  follows : 

Let  X  be  the  crossed  wire  marker  at  the 
center  of  the  plate ;  CX  a  perpendicular  to 
the  plate  at  X  and  C  the  level  of  the  tube 
focus.  If  M  is  one  of  the  markers  on  the 
skin,  it  is  required  to  determine  ilfo,  the 
foot  of  the  perpendicular  dropped  from  M 
to  the  plate,  and  the  height  MqM. 

According  to  instructions  the  exposures 
are  made  with  the  focus  at  Fy  and  F^  where 
F.C  =  F,C.  The  shadow  M^  is  cast  by  M 
when  the  focus  is  at  Fi.  If  we  draw  F^F^ 
perpendicular  to  the  plate,  the  plane, 
FiMiFi,  is  perpendicular  to  the  plate  and 
passes  through  M.  The  same  is  true  of 
F2M2F2'.  From  this  it  follows  that  the  line 


of  intersection  of  these  two  planes,  MMo,  is 
also  perpendicular  to  the  plate. 

But  F'/Fi'  is  parallel  to  FoFi  and  of  equal 
length.  Also  J/iil/o  is  parallel  to  F2F1  and 
therefore  to  F-^'Fi.  This  at  once  gives  the 
construction  of  Fig.  16.  There  appears  on 
the  negative  the  shadow  of  the  marker  X 
and  the  two  shadows  of  M  at  Mi  and  i/o. 
Hence,  join  Mi  and  M2  and  draw  a  line 
through  X  parallel  to  M1M2.  Mark  one 
half  of  the  tube  shift  on  each  side  of  X  on 
the  line  so  drawn  as  Fo'  and  Fi'.  Join  Mi 
and  Fi'  also  M2  and  F2'.  Then  Mo,  the  in- 
tersection of  these  two  lines  is  the  foot 
point  sought. 

Measure  MiMo  in  centimeters  and  frac- 
tions thereof  and  find  this  length  in  column 
marked  displacement  in  the  table  for  this 
setting  and  opposite  this  number  read  the 
height  of  marker  or  projectile  above  the 
plate. 

Fig.  1 7  shows  the  full  chart  construction 
for  the  feet  i,  2,  3  and  the  center  rod  Pq. 

The  only  difference  between  the  plate 
method  and  the  fluoroscopic  is  that  in  the 
former  the  reference  plane  is  below  the  pa- 
tient and  in  the  latter  it  is  above.  The 
method  of  setting  the  compass  is  the  same 
in  each  case. 

Fig.  18  shows  the  compass  in  position 
on  the  patient  at  operation. 

Method  F.  This  method  is  one  that  has 
been  known  under  various  designations 
and  attributed  to  a  variety  of  authors.  It 
may  be  described  as  the  method  of  direct 


PLftTE 


Fig.   17.  Complete    Chart    for    Setting    Feet    of 
Hirtz  Compass. 
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Dproach  through  the  skin  and  tissue  to  the 
)reign  body,  under  fluoroscopic  guidance, 
r,  according  to  the  apparatus  used,  as  the 
lethod  of  cannula  and  trochar.  While  the 
lethod  has  been  advocated  by  some  excel- 
mt  surgeons  and  has  naturally  given  good 
esults  in  many  cases,  it  is  regarded  by  the 
-ervice  as  the  least  desirable  of  the  methods 
dopted  and  it  is  urgently  advised  that  it 
hould  never  be  used  excepting  in  the  hands 
)f  an  operator  who  will  either  work  under 
he  direct  supervision  of  a  competent  sur- 
geon or  anatomist  or  who  has  acquired  that 
degree  of  anatomical  knowledge  and  surgi- 
cal judgment  which  would  permit  of  its 
use  without  danger  to  the  patient. 

The  illustrations  in  various  publications 
showing  the  introduction  of  the  instru- 
ments at  an  angle  with  the  line  of  sight 
should  be  completely  forgotten,  as  this 
method  is  bound  to  result  in  a  consider- 
able mutilation  of  the  tissue  before  one  is 
likely  to  come  in  contact  with  the  projec- 
tile. 

In  using  the  standard  army  outfit,  one 
should  bring  the  target  vertically  beneath 
the  projectile,  stop  down  the  diaphragm  to 
a  moderate  size  and  lock  the  screen  against 
all  excepting  vertical  motion,  with  the  cen- 
tral perforation  in  the  vertical  ray  passing 
through  the  projectile.  Then  insert  the  can- 
nula and  trochar  through  the  perforation 
in  the  screen  and  after  puncturing  the  skin 
press  slowly  and  carefully  down  in  a 
strictly  vertical  direction  until  either  con- 
tact with  the  projectile  is  felt  or  vision  at 
two  slight  angles  indicates  that  contact  has 
been  made.  After  this  remove  the  trochar 
and  pass  the  hooked  piano  wire  or  harpoon 
through  the  cannula,  being  sure  that  it 
passes  beyond  the  end  of  the  tube  and  that 
it  is  not  withdrawn  on  removal  of  the  can- 
nula. While  inserting  the  cannula  it  will 
best  be  held  by  use  of  a  strong  pair  of  for- 
ceps as  provided.  These  may  lie  flat  upon 
the  fluoroscopic  screen  and,  in  this  way, 
keeping  of  the  cannula  in  a  vertical  position 
will  be  somewhat  easier.  The  wire  which 
has  been  inserted  may,  if  one  desires,  be  cut 
off  a  short  distance,   3^  inch,   above  the 


skin,  or  it  may  be  bent  down  close  to  the 
skin  and,  knowing  the  length  of  the  original 
wire,  the  amount  projecting  gives  the  sur- 
geon a  definite  idea  of  depth. 

Fig.  19  shows  the  complete  set  of  acces- 
sories   for    localization,    as    supplied    and 


Fig.  18.  HiRTz   Compass   ix   Position. 

grouped  according  to  the  designating  let- 
ters. 

Fluoroscopic  Assistanxe  During  Op- 
eration. Several  methods  have  been  pro- 
posed for  the  utilization  of  the  fluoroscope 
at  the  time  of  operation,  especially  where 
the  mobility  of  the  projectile  in  the  tissue 
and  the  uncertainty  of  its  position  are  such 
as  to  delay,  unduly,  the  work  of  the  sur- 
geon. The  methods  so  far  proposed  may  be 
grouped  as  follows  under  four  heads : 

1.  The  .v-ray  work  may  be  done  in  the 
surgical  operating  room,  thus  requiring  the 
surgeon  to  operate  in  special  light  which 
may  be  extinguished  when  he  desires  to 
examine  fluoroscopically. 

2.  The  patient  may  be  returned  to  the 
.\--ray  room  when  the  surgeon  requires 
further  information. 

3.  The  roentgenologist  may  be  called  to 
the  operating  room  for  temporary  assist- 
ance in  pointing  out  the  position  of  the 
projectile. 

4.  The  operation  may  be  performed  with 
special  forceps  while  using  the  fluoroscopic 
light  as  a  guide. 

Each  of  these  propositions  has  its  own 
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difficulties  and  its  own  merits.  The  objec- 
tions to  the  first  are  the  bad  fluoroscopic 
conditions  which  would  be  likely  to  prevail 
and  the  fact  that  the  .v-ray  apparatus  would 
be  operated  at  low  efficiency,  being  neces- 
sarily delayed  by  the  surgical  operation. 

In  the  second,  the  transfer  of  the  patient 
back  to  the  .\'-ray  room,  provided  a  suitable 


or  removed,  when  the  fluoroscope  comes 
into  position. 

In  this  case  the  process  can  perhaps  be 
illustrated  best  by  Figs.  20  and  21  showing 
also  the  type  of  indicator  used  by  the 
roentgenologist  and  the  surgeon;  it  being 
understood  that  the  roentgenologist  work- 
ing above  the  sterile  sheet  can  give  an  ap- 


FiG.  19.  Set  of  Localization  Accessories  Supplied  in  the  Regular  Army  Outfit. 


stretcher  top  is  used,  may,  of  course,  be 
accomplished,  but  it  involves  moving  the 
patient  back  again  for  operation  and  the 
possible  displacement  of  parts  during  the 
transfer. 

The  objection  usually  raised  to  number 
three  is  the  requirement  of  x-ray  apparatus 
in  the  operating  room  and  the  possible 
danger  from  sparks  igniting  an  ether-air  or 
chloroform-air  mixture.  The  latter  can  be 
avoided  either  by  making  the  .x-ray  ap- 
paratus spark  proof  or  by  avoiding  these 
fumes  from  the  anaesthetic  in  the  room. 
The  roentgenologist  must  be  supplied  with 
a  bonnet  fluoroscope  which  automatically 
screens  the  eyes  by  suitably  colored  glasses 
when  he  seeks  to  find  his  way  about  a 
lighted  room,  and  is  automatically  lifted 


proximate  indication,  after  which  the  sur- 
geon, using  a  sterile  pointer  below  the 
sheet,  may,  under  fluoroscopic  guidance  by 
the  roentgenologist,  insert  his  indicator  un- 
til contact  is  attained,  after  which  the  op- 
eration may  proceed  as  before. 

The  fourth  method  is  essentially  one  for 
the  expert  and  will  probably  be  of  more 
value  when  a  practical  stereofluoroscope 
is  provided. 

The  following  extract  from  the  report  of 
the  Director  of  Roentgenology  of  the 
American  Expeditionary  Forces  in  France 
indicates  the  preparation  which  will  be 
made  for  this  class  of  work. 

"The  ordinary  base  hospital  or  portable 
table  regularly  furnished  by  the  X-Ray  Di- 
vision of  the  Surgeon  General's   Depart- 
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Fig.  20.  Intermittent  Control. 

Roentgenologist  with  fluoroscope  raised  ready  to  lower  it  and  proceed  with  examination. 


lent  of  the  Army  will  serve  admirably  for 
bhis  type  of  surgery,  either  operating  with 
the  bonnet  fluoroscope  in  the  usual  bright 
light  of  the  operating  room,  or  by  artificial 
light  of  suitable  color  in  the  fluoroscopic 


port,  to  be  issued  to  operating  rooms  for 
this  very  purpose,  our  anticipation  being 
that  the  bonnet  method  will  be  far  more 
popular  than  the  open  screen  method.  We 
have  acquired  in  France  a  small  supply  of 


Fig.  21.  Intermittent  Control. 
Surgeon  and  roentgenologist  working  simultaneously 


room  of  the  .r-ray  department,  with  prop- 
er arrangements  for  conveniently  extin- 
guishing the  artificial  light,  and  turning  on 
the  current  going  to  the  x-ray  tube.  An 
order  has  been  placed  for  a  hundred  extra 
base  hospital  tables  without  the  screen  sup- 


collapsible  operating  tables  with  aluminum 
tops,  also  designed  for  this  special  type  of 
roentgenosurgical  work.  Lacking  any  of 
these  tables,  the  roentgenologist  will  be  able 
to  improvise  a  suitable  equipment  by  com- 
bining the  bedside  outfit  with  an  ordinary 


246 


Localization  of  Foreign  Bodies 


stretcher,  resting  on  the  regular  stretcher 
supports  which  will  be  available  in  the  field. 

"It  is  anticipated  that  the  usual  ar- 
rangement will  be  a  base  hospital  table 
(without  screen  support)  with  overhead 
wire  connections  from  the  neighboring 
.Y-ray  room,  or  there  may  be  provided  a 
special  bedside  unit  without  a  tube  stand 
with  the  tube  under  the  table. 

"For  operations  in  the  usual  light  of  the 
operating  room,  there  will  be  needed  a 
bonnet  fluoroscope  so  arranged  that  when 
the  roentgenologist  is  not  actually  working 
with  the  .v-ray,  his  accommodation  will  be 
preserved  by  means  of  dark  glasses,  which 
are  automatically  dropped  before  his  eyes 
when  the  hood  of  the  bonnet  fluoroscope  is 
turned  up;  a  special  metal  pointer  (indica- 
teur)  for  the  roentgenologist,  one  for  the 
surgeon,  and  a  special  forceps  for  projec- 
tile extracting  of  special  design  to  protect 
the  hands  of  the  surgeon  from  the  .v-ray s. 
A  foot  switch  will  be  a  help,  but  in  the 
absence  of  one,  an  assistant  can  turn  the 
current  on  or  off  at  will.  Both  hands  of 
the  roentgenologist  must  be  free,  so  that 
he  may  be  able  to  work." 

The  following  abstract  and  table  is  from 
an  article  by  J.  Metcalf  and  Keys- Wells  in 
the  Lancet  of  Alay  27,  1916. 

Depth   of   Anatomical    Landmarks    Be- 


neath the  Skin. — Surgeons  will  find  the 
table  given  below  of  value  in  determining  the 
exact  position  of  a  foreign  body  in  relation 
to  points  on  the  skeleton.  In  the  article 
published  with  this  table,  the  authors  state 
that  the  surgeon  often  experiences  manv 
difficulties  when  operating  for  the  removal 
of  a  foreign  body  even  after  the  roentgenol- 
ogist has  made  an  accurate  localization. 
Previous  to  the  war,  the  surgeon  studied 
the  ultimate  depth  of  his  operation  only 
with  regard  to  certain  surrounding  anatom- 
ical landmarks,  and  not  in  terms  of  centi- 
meters or  inches  beneath  a  point  on  the 
skin.  If  the  roentgenologist  reports  a  pro- 
jectile as  being  4.5  cm.,  from  a  point  on  the 
skin  of  the  back  overlying  the  transverse 
process  of  the  12th  dorsal  vertebra,  the 
surgeon  has  little  knowledge  as  to  where 
this  depth  will  lead  him.  If,  however, 
the  surgeon  knows  that  the  average  depth 
of  this  structure  is  less  than  4  cm.  from  the 
skin  he  appreciates  the  fact  that  the  pro- 
jectile must  lie  in  or  just  anterior  to  the 
transverse  process.  The  objection  is,  of 
course,  that  individuals  vary  greatly  in 
thickness  of  various  parts,  but  the  authors 
call  attention  to  the  fact  that  the  soldier 
is  selected  after  rigid  examination  and  as  a 
result  the  extremely  thin  and  extremely 
obese  are  not  present. 


TABLE 


HEAD:  LATERALLY 
Incision 

Just  above  zygoma 
Just  below  zygoma 
To  coronoid  process  or  condA'le  of  mandible 

XECK:  AXTEROPOSTERIORLY 

Through  center  of  lar\-nx 

1 14  in.  to  side  of  center  of  lar>'nx 

I M  in.  to  side  of  center  of  lar^'nx 

Through  middle  line  of  trachea  just  below  cricoid 

I  ]4  in.  to  side  of  center  of  trachea 

From  center  of  suprasternal  notch 

NECK:  LATERALLY 

From  center  of  middle  of  neck. 
From  center  of  middle  of  neck 
From  just  below  tip  of  mastoid  process 


DEPTH  OF  ANATOMICAL 
POSITION 


I  in.  to  sphenosquamosal  suture 
1^2  in.  to  sphenoidal  bone 
I  in. 


2  in.  to  body  of  vertebra 

I  }^  in.  to  transverse  process  of  cer\-ical  vertebra 

3  in.  total  depth  of  neck 

I  }/^  in.  to  body  of  vertebra 

1 3^  in.  to  transverse  process  of  vertebra 

I J^  in.  to  posterior  border  of  manubrium 


1 1^2  in.  to  transverse  process  of  vertebra 
2  }4  in.  to  body  of  vertebra 
2}4  in.  to  body  of  ist  cervical 
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CHEST  SUPERIORLY 
•'  iin  a  point  midway  between  root  of  neck  and  tip  of 

acromion 
■■  )m  a  point  midway  between  internal  and  external  ex- 
tremities and  just  behind  posterior  border  of  the 

clavicle 

CHEST:  ANTERIORLY 
!  iin  center  of  lower  border  of  clavicle  backwards  to 

subscapular  fossa  just  clear  of  ribs 
rum  a  point  just  over  tip  of  coracoid  to  subscapular 

fossa  backwards 
rom  a  point  i  in.  external  to   sternoclavicular   joint 

just  below  clavicle 
rom  a  point  i  in.  external  to    sternoclavicular   joint 

just  below  clavicle, 
rom  a  point  2  in.  external  to   sternoclavicular   joint 

just  below  clavicle  backwards 
'rom  a  point  2  in.  external  to   sternoclavicular   joint 

just  below  clavicle  backwards 
["rom  a  point  2  in.  below  center  of  clavicle 

CHEST:  POSTERIORLY 

To  supraspinous  fossa 

To  intraspinous  fossa 

To  transverse  process  of  7th  cervical  vertebra 

To  pleura  level  of  7th  cervical  vertebra 

To  anterior  level  of  body  of  7th  cervical 

To  transverse  process  of  12  th  dorsal  vertebra 

To  pleura  level  of  12th  dorsal  vertebra 

To  anterior  level  of  body  of  12th  dorsal  vertebra 

Abdomen  :  thickness  of  wall  from  front 

B'2  in.  to  either  side  of  middle  line  just  above  umbilicus 
\}^  in.  to  either  side  of  middle  line  just  below  umbilicus 
Just  internal  to  anterior  superior  spine  to  iliac  fossa 
(Midway  between  anterior  superior  spine  and  pubic  crest 
I         to  front  of  acetabulum 

ABDOMEN:  THICKNESS  OF  WALL  FROM  SIDE 
On  level  of  tip  of  12th  rib  in  line  upwards  from  anterior 
superior  spine 

ABDOMEN:  THICKNESS  OF  WALL  FROM  BACK 

To  transverse  process  3d  lumbar 

To  anterior  level  of  body  of  3d  lumbar 

To  anterior  level  of  psoas  muscle 

HIP  AND  THIGH  FROM  FRONT 

3  in.  below  anterior  superior  spine  to  head  of  femur 

3  in.  below  anterior  superior  spine  to  neck  of  femur 

6  in.  below  anterior  superior  spine  (level  of  lesser  tro- 
chanter) to  front  of  femur 

To  great  trochanter 

To  lesser  trochanter 

Brim  of  pelvis  i  in.  in  front  of  sacroiliac  synchondrosis 

To  anterior  inferior  spine 

To  spine  of  ischium 

To  ischial  tuberosity 

To  anterior  surface  of  line  of  junction  of  ascending 
ramus  of  ischium  and  descending  of  pubis 

HIP  AND  THIGH  FROM  BACK 

To  ischial  tuberosity 

To  spine  of  sacrum  on  level  of  posterior  superior  spines 
of  ilia 

To  sacral  groove 

To  head  of  femur 

To  great  trochanter 

To  lesser  trochanter 

To  brim  of  pelvis  i  in.  in  front  of  sacroiliac  synchon- 
drosis 

To  anterior  inferior  spine 

To  spine  of  ischium 

To  posterior  surface  of  junction  of  ascending  ramus  of 
ischium  and  descending  ramus  of  pubis 


DEPTH  OF  ANATOMICAL  POSITION 
2  in.  to  apex  of  pleura,  downwards 

2  in.  to  apex  of  pleura,  downwards 

3  in. 
3  in. 

1 3-^  in.  to  1st  rib 
%  in.  to  pleura 
13^^  in.  to  1st  rib 

1  %  in.  to  pleura 

2  in.  to  pleura 


1  m. 
3^  in. 

I H  in. 

2  in. 

3  in. 

I H  m. 
2  in. 
3J-'3  in. 


1  m. 
1^,5  in. 
3  in. 

2  in. 


i?4  m. 
4^1  in. 

5  in. 


2 1^4  in. 
2-2^4  in. 

I ^2  in. 

4 14  in. 
3^^in. 
3H  m. 
1 3^  in. 
5  in. 
5H  m. 

2  %  in. 


2li  in. 

1  J<4  in. 

2  in. 

2  in. 
3-^/5  in. 

3  in. 

4  in. 
6  in. 
2  in. 

43^  in. 
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Relation  Between  the  Roentgen- 
ologist AND  THE  Surgeon.  In  considering 
the  great  responsibility  that'  must  be  as- 
sumed by  the  medical  profession  in  this 
serious  world  conflict,  every  effort  should 
be  made  to  secure  that  degree  of  fair- 
minded  consideration  of  the  different  sub- 
divisions that  is  necessary  to  carry  on  this 
work  expeditiously  and  in  a  satisfactory 
manner.  This  is  no  time  for  the  exploitation 
of  personal  prestige  nor  for  any  propaganda 
in  reference  to  any  department  or  specialty 
in  medicine. 

Considered  as  an  end  in  itself  no  .x-ray 
examination,  no  matter  how  well  carried 
out,  or  accurately  reported,  or  how  much 
is  spent  in  equipment,  will  be  of  any  value 
whatever  unless  it  gives  such  information 
to  the  surgeon  and  the  physician  as  will  ex- 
pedite and  facilitate  their  work.  In  saying 
this  the  writer  has  no  intention  of  minimiz- 
ing the  importance  of  the  x-ray  service. 
Consultation  with  eminent  surgeons  who 
have  had  actual  experience  has  indicated 
that  roentgenology^  may  be  of  the  very 
highest  importance,  but  it  is  especially  de- 
sired to  call  the  attention  of  both  the  roent- 
genologist and  the  surgeon  to  the  fact  that 
the  full  realization  of  the  ends  to  be  at- 
tained can  only  be  accomplished  by  mutual 
cooperation. 

If  either  party  is  destructively  critical  of 


the  work  of  the  other,  if  either  declines  to 
give  the  information  in  a  usable  form  or 
with  sufficient  accuracy  for  practical  use, 
or  is  generally  incompetent,  it  should  not 
be  assumed  by  the  surgeon  that  all  roent- 
genologists are  to  be  condemned,  nor  by  the 
roentgenologist  that  all  surgeons  are  wrong 
or  arbitrary.  Each  may  be  expected  to 
assist  the  other  in  a  tactful  and  effective 
manner  in  order  that  they  may  jointly 
realize  ways  to  improve  the  work. 

When  time  permits,  it  would  be  ex- 
tremely desirable  in  the  Service  for  the  sur- 
geon to  attend  a  considerable  number  of 
cases  during  the  x-ray  examination  and  to 
allow  the  roentgenologist  to  be  present  at 
the  operation  of  these  cases.  In  this  way 
better  realization  of  the  specific  difficul- 
ties, generally  unavoidable,  which  beset 
the  work  of  each  specialist,  will  be  mutually 
appreciated. 

This  does  not  mean  that  the  surgeon 
should  be  an  expert  roentgenologist,  or  the 
reverse.  Each  has  a  field  sufficient  for  all 
his  abilities  and  efforts,  and  division  of 
labor  is  essential  to  its  rapid  performance 
and  to  the  highest  development  of  the  art. 
But  both  parties  should  be  jointly  respon- 
sible for  a  most  important  and  valuable 
work  in  which  neither  can  attain  the  full 
measure  of  success  without  the  assistance 
of  the  other. 


ADJUNCTS  TO  ROENTGENOTHERAPY  IN  THE  TREAT- 
MENT OF  MALIGNANT  DISEASE  * 

BY    GEORGE    E.    PFAHLER,    M.D. 

PHILADELPHIA,    PA. 


T^HE  profession  now  recognizes  that  the 
A  roentgen  rays  have  a  profound  influ- 
nce  upon  malignant  disease  and  that,  in 
aany  instances,  the  rays  alone  cause  a 
omplete  and  permanent  disappearance  of 
he  disease.  Like  every  other  method  of 
reatment  of  malignant  disease,  however, 
here  are  many  cases  in  which  the  disease 
vill  not  disappear  completely  or  perma- 
lently  when  one  depends  upon  the  roentgen 
ays  alone.  Therefore,  as  roentgenologists, 
t  is  our  duty  to  consider  the  adjuncts,  or 
he  various  aids,  that  will  help  to  make 
nany  more  patients  well. 

Among  these   adjuncts,    I   would  place 
irst  electro-coagulation.   It  is  my  custom, 
n  nearly  all  instances,  to  destroy  super- 
icial  malignant  disease  by  electro-coagula- 
ion   before   applying   the   roentgen   rays, 
his  applies  to  all  the  epitheliomata  of  the 
fekin,   both  the  basal  cell  and   squamous 
bell;  all  the  epitheliomata  of  the  lip  and 
the    mucous    membrane    of    the    mouth; 
'epitheliomata    of    the    vulva    and    of    the 
penis.  I  am  sure  that  I  get  more  patients 
well,    and   better    and    quicker   results    in 
this  group  of  patients  than  by  any  other 
.means,   or  any  other   combination.   After 
|the  disease  is  destroyed  and  the  dead  tissue 
curetted    away,    the    area    is    treated    by 
deep    roentgenotherapy,     and    in    mouth 
cases  or  mucous  membrane  cases  the  glan- 
dular areas  in  the  neighborhood  are  thor- 
oughl}'  treated.   This  roentgen  ray  treat- 
ment is  repeated  again  in  four  weeks,  and 
after  that  as  many  times  as  seems  neces- 
sary, according  to  the  degree  of  malignancy, 
the  location  and  the  extent  of  the  disease. 
As  second  adjunct.  I  would  place  surgery. 
and  this  is  placed  second  only  because  it 
would  be  second  in  frequency  as  utilized 
by  us.  In  dealing  with  the  great  bulk  of 
deep-seated    tumors    surgery    should,     of 


course,  receive  first  consideration,  but  in 
every  case  of  malignant  disease  such  sur- 
gical intervention  should  be  followed  by 
roentgen  ray  treatment.  To  be  more  spe- 
cific, I  believe  that  all  carcinomas  of  the 
breast  should  be  removed  surgically  if  they 
are  in  an  operable  condition  and  the  patient 
will  give  consent.  Based  upon  the  theory 
that  the  roentgen  ray  decreases  the  malig- 
nancy of  the  cells  and  decreases  their  power 
of  reproduction,  as  shown  by  experimental 
evidence,  I  have,  in  a  few  instances,  given 
a  course  of  treatment  covering  the  mam- 
mary glands  and  the  glandular  areas  round 
about,  and  then  immediately  requested 
the  removal  of  the  tumor,  and  a  complete 
surgical  operation.  Time  is  too  short  to 
draw  any  conclusions  with  regard  to  this 
procedure,  but  I  can  say  definitely  that 
there  have  been  no  unfavorable  results. 
That  is,  the  wounds  have  healed  properly, 
and  without  any  interference,  and  in  the 
patients  who  have  been  thus  treated  there 
have  been  no  reciirrences  up  to  date. 
Metastatic  glands  I  believe  should  always 
be  resected  surgically,  when  it  can  be 
done,  instead  of  depending  upon  the 
roentgen  ray  to  control  their  growth.  We 
have  all  seen  enlarged  glands  disappear 
under  roentgen  ray  treatment,  but  we  are 
particularly  liable  to  disappointment  in 
the  group  of  cases  in  which  there  had 
been  metastasis  from  an  epithelioma  with- 
in the  mouth,  and  in  these  cases  I  am  most 
thankful  for  the  assistance  of  a  surgeon. 

Radium.  Radium  can  be  used  in  con- 
junction with  the  roentgen  ray,  but  it 
should  never  be  applied  through  the  same 
area  of  skin  or  mucous  membrane.  It  can 
be  utilized,  however,  to  great  advantage 
in  the  treatment  of  all  malignant  disease 
involving  cavities.  The  radium  can  be  in- 
troduced within  the  cavity  and  the  roent- 


*  Presented  in  the  form  of  a  lantern  slide  demonstration  before  the  Midwinter  Meeting  of  Roentgenologists  at  Hotel  Traymore, 
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gen  ray  can  be  used  for  cross-firing  purposes 
from  the  outside  without  any  interference. 
In  this  way  the  radium  simply  furnishes 
another  source  of  cross-firing  and,  in  many 


Fig.  I.  Epithelioma  Ixvolvixg  Two-thirds  of  the 
Lower  Lip.  Showing  the  Result  of  Combining 
Excision  with  Roextgex  Ray  Treatmext. 


instances,  the  radium  can  be  brought  in 
much  closer  contact  with  the  disease  than 
can  the  roentgen  ray  through  the  outside 
of  the  body.  I  have  in  mind  particularly 
the  carcinomas  of  the  uterus,  vagina, 
rectum,  the  mouth,  nasal  cavity  and 
esophagus. 

Brief  histories  of  a  few  cases  will  best 
illustrate  the  types  which  will  not  ordi- 
narily yield  to  the  roentgen  ray  alone,  but 
which  will  yield  and  will  get  well  from 
combined  methods  of  treatment. 


At  the  time  of  beginning  treatment  it  was 
an  ugly,  ulcerating,  vegetating  growth  of 
the  lower  lip.  He  was  given  fractional 
doses  of  roentgen  ray  treatment,  without 
filtration,  applied  three  times  a  week  dur- 
ing a  period  of  three  months,  in  1903.  He 
had,  associated  with  the  epithelioma,  en- 
larged submental  and  submaxillary  glands. 
At  the  end  of  three  months,  at  my  request, 
Dr.  Laplace  excised  two-thirds  of  the  lower 
lip,  and  the  day  following  I  continued 
roentgen  ray  treatment.  The  wound  healed 
without  any  interruption.  The  submaxil- 
lary and  submental  glands  disappeared 
and  the  patient  has  remained  well  to  date, 
which  is  approximately  fifteen  years.  Re- 
marks:— I  believe  that  if  I  had  depended 
upon  the  roentgen  ray  alone,  especially 
in  that  day,  that  I  would  have  so  devital- 
ized the  surrounding  tissues  before  I  got 
rid  of  the  malignant  disease  that  I  would 
not  have  gotten  him  permanently  well. 

Case  2.— (Fig.  2.)  Mr.  J.  H.  Age  67. 
Referred  by  Dr.  Jos.  Gibbs  June  24,  1913. 
Epithelioma  had  been  developing  four 
months  and  involved  the  entire  lower  lip. 
This  seemed  to  me  to  be  clearly  a  case 
that  would  not  get  well  bv  roentgen  rav 


Fig.  2.  Epithelioma  Involving  the  Entire  Lower  Lip.  Showing  the 

Result  of  Combining  Electrocoagulation  with 

Roentgen  Ray  Treatment. 


Case  i.— (Fig.  i.)  Mr.  G.  R.  Referred 
by  another  patient  April  25,  1903.  Had  an 
epithelioma  involving  at  least  two-thirds 
of  the  lower  lip.  It  followed  a  fever  blister 
which  developed  two  years  previously.  He 
had  had  an  attempt  at  removal  by  a  plaster 
applied  by  a  cancer  quack  without  success. 


treatment  alone.  Therefore,  I  destroj^ed 
the  entire  lower  lip  by  electro-coagulation, 
for  the  entire  lower  lip  was  involved.  There 
were  no  palpable  submaxillary  glands.  The 
wound  healed  without  interruption,  and 
no  metastasis  developed  at  any  time. 
Roentgen  ray  treatment  had  been  given 
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tr  the  Up  and  under  the  jaw  until  March 

),   1914,  at  which  time  he  seemed  to  be 

].?rfectly  well,  and  he  had  no  signs  of  recur- 

rnce  at  any  time  nor  of  metastasis.   He 


I(t.  3.  Small  Epithelioma  of  the  Lip.  Showing  the 
End  Result  after  Electro-coagulation  and 
Roentgen  Ray  Treatment. 


lied  of  apoplexy  October  191 5.  Remarks: — 
have  every  reason  to  believe  that  this 
batient  would  have  remained  well  indefi- 
litely.  He,  of  course,  sacrificed  his  lower  lip, 
mt  this  was  replaced  in  part  by  an  artificial 
dp,  and  a  beard  which  were  attached  by  a 
lientist  to  a  plate  in  his  mouth.  It  enabled 
lim  to  eat  his  food  and  to  carry  on  con- 
versation so  that  the  average  person  was 
inaware  of  his  troubles. 

Case  3.— (Fig.  3.)  Mr.  A.  F.  Age  61. 
Referred  by  Dr.  J.  E.  Bauman  February 
[27,  1915.  Epithelioma  of  the  lip  about  y^" 
jin  diameter  involving  both  the  cutaneous 
and  the  buccal  portion  of  the  mucous  mem- 
ibrane.  Destroyed  by  electro-coagulation 
jat  once  and  the  lip  area  and  submental 
iregion  treated  by  the  roentgen  rays  March 
5,  April  9,  and  Alay  28,  191 5.  He  is  well 
today.  Remarks: — In  this  case  the  roentgen 
rays  alone  would  have  probably  given  a 
fifty-fifty  chance  of  recovery,  but  it  would 
have  required  considerably  more  treat- 
ment, and  I  believe  less  positive  results 
would  have  been  obtained.  In  using  the 
combined  treatment  of  electro-coagulation 
and  roentgen  ray,  I  count  on  getting  all  of 
these  patients  well.  I  have  not  failed  in  any 
epithelioma  of  the  lip  that  had  not  been 
previously  treated  by  caustics  or  an  in- 
complete operation,  and  in  no  case  have  I 
had  metastasis  to  deal  with.  I  saw  this 
patient  four  times  in  all. 

Case  4.— (Fig.  4.)  Mr.  W.  S.  M.  Age  49. 
Referred  by  Dr.  W.  J.  Dubler.  An  excessive 


smoker.  Had  an  epithelioma  involving  the 
central  third  of  the  lower  lip,  and  extending 
well  inside  the  mouth,  apparently  extend- 
ing about  one-half  inch  in  depth.  Wasser- 
mann  test  negative.  The  whole  area  was 
destroyed  by  electro-coagulation,  followed 
by  three  courses  of  roentgen  ray  treatment, 
and  there  has  been  no  recurrence  to  date. 
He  continued  excessive  smoking,  and  on 
October  12,  191 7,  he  developed  a  small  new 
lesion  entirely  separated  from  the  previous 
area  of  involvement,  and  I  believe  having 
no  connection  with  it.  This  was  promptly 
destroyed  with  excellent  results.  Remarks: 
— This  is  the  t^'pe  of  case  in  which  one 
would  expect  a  local  excision  and  extensive 
dissection  of  the  tissues  of  the  neck  in 
order  to  obtain  a  cure.  The  above  procedure 
seems  to  give  more  satisfactory  results 
with  less  traumatism. 

Case  5.— (Fig-  5-)  ^Ir.  S.  S.  Age  46. 
Referred  by  Dr.  Ernest  Laplace,  Ala^^  26, 
19 1 6.  He  had  an  epithelioma  of  the  penis 
lasting  for  a  yeox,  and  involving  the  glans 
and  about  an  inch  of  the  corpora  caver- 
nosum.  It  was  of  the  squamous-cell  type. 
The  entire  glans  and  about  an  inch  of  the 


7-/^-/5- 


Fig.  4.  Epithelioma  InvolxI-No  ihe  Middle  Half 
OF  the  Lower  Lip.  Showing  the  Results  of  Com- 
bining Electro-coagulation  and  Roentgen  Ray 
tre.a.tment. 
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corpora  were  destroyed  by  electro-coagula- 
tion, with  a  portion  of  the  prepuce.  He  was 
then  given  deep  roentgenotherapy  through 
ten  portals  of  entry,  covering  the  penis 
and  glandular  area  leading  therefrom,  and 
this  course  of  roentgen  ray  treatment  was 
repeated  again  July  3,  August  3,  October 
II,  November  21,  and  December  31,  19 16. 


Fig.  5.  Epithelioma  of  the  Penis.  Showing  the 
Results  of  Combining  Electro-coagulation  and 
Roentgen  Ray  Treatment. 


Since  then  he  has  had  no  treatment,  but 
has  remained  well  and  is  working  daily. 
There  has  been  no  interference  with  the 
urinary  functions,  and  in  general  appear- 
ance, when  nude,  the  effects  of  the  opera- 
tion would  not  be  noticeable.  Remarks: — 
There  were,  at  the  time  of  beginning  treat- 
ment, some  very  small  palpable  glands  in 
the  left  groin.  These  were  not  sufficient  to 


be  considered  metastatic,  and  yet  coul(j 
not  be  definitely  ruled  out.  However,  thej 
disappeared  under  roentgen  ray  treatment! 
When  one  considers  the  frequency  witlj 
which  recurrence  and  metastasis  develop! 
from  epithelioma  of  the  penis  f  olio  win  j 
surgical  removal,  one  cannot  help  hn< 
feel  that  this  is  an  advance  in  the  treat 
ment  of  malignant  disease  in  this  regiorj 
and  it  was  this  thought  which  prompter 
Dr.  Laplace  to  refer  the  patient  to  me.  j 
Case  6.— (Fig.  6.)  Mrs.  K.  L.  Age  6^ 
Referred  to  me  by  Dr.  Wm.  L.  Rodmar 
April  3,  1 914,  with  a  large,  adherent,  soil 
rhous  carcinoma  of  the  right  breast.  It  ha 
been  growing  five  years;  had  been  treate 
by  a  plaster  without  success.  It  was  firml 
adherent  to  the  chest  wall,  and  involve 
the  intercostal  muscles.  For  this  reaso 
Dr.  Rodman  considered  it  inoperable.  W 
could  detect  no  glandular  enlargement  i 
the  axilla  or  supraclavicular  region.  . 
roentgenogram  of  the  chest  showed  a  shac 
ow  of  the  tumor  and  in  addition  a  numb( 
of  small,  dense  glands  along  the  mediast 
num.  On  account  of  the  absence  of  pa 
pable  glandular  involvement,  and  with  tl:j 
possibility  of  the  mediastinal  glands  n(j 
being  malignant,  I  considered  the  con! 
bined  treatment  by  electro-coagulation  an 
deep  roentgenotherapy  as  applicable.  | 
destroyed  the  tumor  by  electrothermii: 
coagulation,  cooking  from  the  surfacj 
downward,  and  then  shaving  off  the  cookej 
malignant  tissue  until  I  reached  the  inte! 
costal  muscles.  I  had  to  work  very  car! 
fully  in  this  way  for  fear  of  penetratir! 
the  chest  wall  and  lung.  This  destructicj 
was  preceded  and  followed  by  deep  roenj 
genotherapy  over  a  period  of  three  monthi 
the  treatment  being  directed  over  tl. 
wound  and  toward  the  mediastinum,  or 
course  of  treatment  being  given  eac 
month.  She  returned  to  her  home  the  latt! 
part  of  June  1914,  and  has  had  no  treaj 
ment  since.  The  wound  healed  by  granuli 
tion.  She  remained  well  for  two  year; 
and  then  died  of  apoplexy.  Remarks:- 
believe  that  the  breast  cases  are  rare  th 
will  be  suitable  for  this  method  of  trea 
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icnt,  but  in  just  this  type  I  believe  that 
16  method  of  treatment   outlined  offers 
lore   hope   of   permanent   recovery   than 
oes  surgical  removal,  even  if  followed  by 
3entgen  ray  treatment. 
!  Case  7-— (Fig.   7-)   ^Ir.   H.   S.  Age  54- 
lef erred  by  Dr.  J.  R.  Umstad,  October  31, 
1913.  He  had  had  an  epithelioma  on  his 
eft    forehead    for    eight    years.     It    had 
)een  treated  by  roentgen  rays,  by  caustics, 
)y  curettement,    by  violet   rays,    and   by 
;arbon  dioxide  snow,  but  never  got  well, 
md  was  always  followed  by  a  recurrence. 
\t  the  time  of  reporting  for  treatment,  the 
epithelioma  was  about  2I2"  in  diameter 
and  extended  down  to  and  involved  the 
outer  table  of  the  skull.  The  whole  area 
was  destroyed  by  electro-coagulation.  The 
patient  was  told  at  once  that  he  would 
require  a  secondary  operation  for  the  re- 
moval of  at  least  the  outer  table  of  the 
(skull.    Following    the    electro-coagulation 
the  patient  received  roentgen  ray   treat- 
ment iintil  the  wound  was  healthy  in  ap- 
'pearance.  On  March  31.    191 4,   Dr.  War- 
muth  resected  the  dead  bone,  and  then  did 
a  plastic  operation  covering  the  area  with 
a  flap  of  skin  removed  from  the  opposite 
side  of  the  forehead.    Both   areas  healed 
thoroughly  and  he  has  remained  well  to 
date,    which    is    more    than    four    years. 
Remarks: — I  have  never  seen  an  epitheli- 
oma yield  to  roentgen  ray  treatment  when 
the    surface   of   the   bone   was    eroded    or 
involved  by  the  extension.  Therefore,  some 
additional  method  of  treatment  must  be 
applied.  Likewise  one  will  do  well  if  they 
warn  the  patient  in  advance  that  surgical 
assistance  will  also  be  necessary.   In  this 
case  all  the  various  single  methods  of  treat- 
ment of  epithelioma  had  been  applied  with- 
out success.  At  the  present  time  the  open- 
ing in  the  skull  seems  to  be  filling  in  with 
bone.  At  least,  it  is  quite  solid. 

Case  8.— (Fig.  8.)  Mr.  W.  E.  R.  Age  40. 
Referred  by  Dr.  Ernest  Laplace.  June  10. 
191 5.  Considered  by  Dr.  Laplace  inoper- 
able and  hopeless.  He  had  an  epithelioma 
involving  the  whole  inside  of  the  cheek,  the 
superior  maxilla,  the  inferior  maxilla,  with 


a  mass  of  metastatic  glands  under  the  jaw. 
I  destroj^ed  the  disease  inside  of  the  mouth 
by  electro-coagulation.  Dr.  Laplace,  at  the 
same  time,  excised  the  metastatic  glands 


Fig.  6.  Inoper.\ble  Carcinoma  of  the  Breast. 
Destroyed  by  Electro-coagl-latiox,  Followed 
BY  Deep  Roextgexother.\py,  and  Allowed  to 
Heal  by  Graxlxatiox. 


and  resected  half  of  the  lower  jaw,  which 
was  found  to  have  been  almost  totally 
diseased.  This  was  followed  by  appHcations 
of  radium  inside  the  mouth,  especial!}^  in 
the  region  of  the  upper  jaw  and  on  the 
inside    of    the    wound,    and    he    received 
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roentgen  ray  treatment  externally  mitil 
December  i6,  191 5,  since  which  time  he 
has  had  no  treatment.  In  Jmie,  1916,  Dr. 
Laplace  closed  the  opening  in  his  cheek 


working  every  day  since.  Remarks: — When 
one  considers  the  extent  of  this  disease  it 
seems  that  the  man  is  fortunate  in  recover- 
ing, and  I  beheve  his  recovery  is  due  to 


Fig.  7.  Epithelioma  of  the  Frontal  Region.  It  Had  Been  Treated  Unsuccess- 
fully BY  Many  Methods,  Inyolying  the  Outer  Table  of  the  Skull.  Destroyed 
BY  Electro-coagulation,  Treated  by  Deep  Roentgenotherapy  and  Followed 
BY  A  Plastic  Operation. 


which  had  been  made  by  the  electro-coagu- 
lation, and  he  has  remained  well,  and  is 


Fig.  8.  Carcinoma  Inyolying  the  Cheek,  Superior 
and  Inferior  Maxilla,  and  a  Mass  of  Sub- 
maxillary Glands.  Destroyed  by  Electro-coagu- 

L.A.TION. 

Left  half  of  the  lower  jaw  resected  by  Dr.  Laplace, 
together  with  the  metastatic  glands;  followed  by  deep 
roentgenotherapy  and  radium. 


the  fact  that  no  single  method  of  treat- 
ment was  depended  upon,  but  that  the 
roentgen  ray,  radium,  surgery  and  electro- 
coagulation were  all  combined  and  used 
conjointly  to  eliminate  the  disease. 

Case  9.— (Fig.  9.)  Mrs.  A.  M.  D.  Age  65. 
Referred  by  Drs.  J.  E.  Freeman  and  M.  B. 
Hartzel.  Twenty-eight  years  previously  the 
patient  first  developed  an  epithelioma  on 
the  right  cheek  in  front  of  the  ear.  It  con- 
tinued for  three  or  four  years  without 
receiving  any  attention.  Seventeen  years 
ago  she  had  a  plaster  applied  without  suc- 
cess. Seven  years  ago  she  was  treated  by 
roentgen  rays  in  one  of  the  hospital  dis- 
pensaries. This  treatment  was  continued 
for  four  years.  At  the  end  of  this  time,  the 
disease  had  disappeared  and  was  replaced 
by  scar  tissue.  When  she  reported  for  treat- 
ment she  had  an  indurated  malignant  ulcer 
in  the  center  of  the  scar  tissue  i"x  iH"> 
and  about  34"  in  depth.  There  was  no 
doubt  in  the  minds  of  any  of  us  as  to  the 
malignancy  of  this  lesion,  and  that  it  was 
a  secondary  malignant  degeneration  in  the 
scar  tissue  resulting  from  former  roentgen 
ray  treatment.  There  was  also  associated 
the  general  firmness,  scaliness  and  telangi- 
ectasis that  is  seen  in  this  type  of  case. 
The  diseased  area  on  the  right  side  of  the 
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heek  was   destroyed  by   electro-coagula-  remained    healthy    to    the    present    time- 

ion  together  with  three  small  epithehoma-  Remarks: — This   patient   is   another   type 

'a  on  the  left  cheek.  She  was  then  given  that  would  not  yield  to  roentgen  ray  treat- 

.  full  dose  of  roentgen  ray  treatment  over  ment.  There  had  been  so  much  roentgen 
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Fig.  9.  Epithelioma  Developing  in  a  Degenerating  Roentgen  Ray  Scar.  De- 
stroyed BY  Electro-coagulation;  Followed  by  Healing. 


each  area.  The  diseased  area  healed  and 
she  has  remained  well  to  date.  Remarks: — 
This  case  represents  another  type  in  which 
one  cannot  expect  a  cure  from  roentgen 
ray  treatment,  but  the  violent  reaction 
that  follows  the  electro-coagulation  seems 
to  improve  the  local  blood  supply  in  some 
way  and  brings  about  a  healing  process 
with  general  improvement  of  the  local  and 
surrounding  tissue. 

Case  10.— (Fig.  10.)  Miss  E.  H.  Age  65. 
Referred  by  Dr.  J.  B.  Cassidy,  February  5- 
19 1 7.  For  five  years  the  patient  had  been 
treated  by  roentgen  rays  at  intervals  and 
evidently  with  small  doses.  When  she  re- 
ported to  me  for  treatment  she  had  a  great 
deal  of  scar  tissue  about  the  angle  of  the 
jaw,  under  the  ear,  an  ulcerating  epithe- 
lioma about  two  inches  in  diameter,  with 
an  induration,  apparently  malignant,  ex- 
tending about  two  inches  further  upward 
into  the  scalp.  The  whole  area  was  de- 
stroyed by  electro-coagulation  together 
with  about  twenty-five  small  keratoses  on 
the  face.  The  large  ulcer  was  then  treated 
by  roentgen  rays  February  13,  March  19, 
April  14,  and  Alay  21,  at  which  time  the 
wound  was  healed  by  granulations  and  the 
scar  tissue  appeared  to  be  healthy.  It  has 


ray  treatment  given  in  small  doses  and 
scattered  over  such  a  long  period  of  time 
that  the  cells  had,  in  part,  developed  a 
resistance  to  the  rays  and  were  probably 


Fig.  10.  Epithelioma  IX  Front  OF  THE  Ear  Partial- 
ly Healed  by  Long  Roentgen  Ray  Treatment, 
THEN  Taking  on  Active  Growth.  Destroyed  by 
Electro-coagulation,  Followed  by  Deep  Roent- 
genotherapy. Healed. 
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protected  more  or  less  by  scar  tissue.  In 
addition  to  this  the  scar  tissue,  and  even 
the  other  tissue  round  about  the  lesion, 
had  lost  its  power  of  repair.  In  addition 
to  this  I  have  found  that  when  these 
epitheliomata  extend  up  into  the  subcu- 
taneous tissues  of  the  scalp  they  do  not 
respond  readily  to  roentgen  ray  treatment, 
but  by  combining  treatment  in  this  wa}' 
success  has  been  made  of  what  would  other- 
wise have  been  a  failure. 

Case  ii.— (Fig.  ii.)  Air.  H.  L.  Age  64. 
Referred  by  Dr.  M.  B.  Hartzel,  October  9, 
19 1 6.  The  patient  had  been  treated  by 
roentgen  rays  for  four  years  for  epithelioma 
of  the  nose.  For  a  time  the  disease  seemed 
to  have  nearly  disappeared,  but  continual- 
ly recurred  and  finally  the  roentgen  ray 
treatment  seemed  to  have  no  effect  upon 
it.  When  I  first  saw  him  he  had  lost  most 
of  the  right  ala,  but  the  disease  extended 
deep  into  the  lateral  wall  of  the  right  nos- 
tril and  extended  up   into   the  bridge   so 


Fig.  II.  Epithelioma  of  the  Xose,  Having  De- 
stroyed THE  Cartilage  and  Extending  into 
the  Deeper  Tissues.  Treated  for  Four  Years  by 
Fractional  Doses  of  Roentgen  Rays,  Taking  on 
NE\v  Activity.  Destroyed  by  Electro-coagula- 
tion, Followed  by  Deep  Roentgenotherapy. 
Healed. 


that  the  cartilage  was  involved  and  the 
surrounding  tissue  had  a  dense  and  firm 
appearance.  I  destroyed  the  entire  dis-l 
eased  area,  together  with  about  an  inch  I 
of  the  outer  wall  of  the  right  nostril.  He; 
then  received  roentgen  ray  treatment  at; 
intervals  of  a  month  during  three  months.: 
Three  weeks  ago  Dr.  Laplace,  at  my  re-; 
quest,  did  a  plastic  operation  to  close  up, 
the  right  nostril.  The  end  result  has  been 
perfect.  Remarks: — This  patient  would  not 
have  recovered  from  roentgen  ray  treat- 
ment alone,  first  because  the  tissues  had  lost 
the  power  of  responding  to  roentgen  ray 
treatment,  and  second  because  the  carti- 
lage of  the  nose  had  become  involved.  It' 
is  my  experience  that  when  the  cartilage' 
of  the  nose  has  become  involved  it  will 
not  get  well  from  roentgen  ray  treatment 
alone,  though  it  may  improve  many  times. 
Case  12. — (Fig.  12.)  Mrs.  A.  Age  54. 
Referred  by  Dr.  Still  well  Burns  August 
II,  1913.  This  patient  received  a  severe 
biu-n  of  the  left  hand,  in  1882.  This  healed 
with  a  tightly  drawn  cicatrix  which  con- 
tinually cracked  open  and  finally  an  exten- 
sive epithelioma  developed  about  2!^"  in 
diameter.  The  diseased  area  was  destroyed 
by  electro-coagulation,  and  then  a  course 
of  roentgen  ray  treatment  was  given  over 
the  hand,  over  the  arm,  and  in  the  axilla 
through  six  portals  of  entry.  October  27, 
1913,  the  slough  had  separated  and  there 
was  an  area  of  healthy  granulations.  In 
February,  19 14,  Dr.  Burns  very  kindly 
did  a  skin  grafting  operation  to  close  over 
the  open  surface.  The  patient  has  remained 
entirely  well  and  reports  herself  in  excel- 
lent condition,  November  20,  1917-  ^^' 
marks: — It  is  my  observation  that  epitheli- 
omata developing  on  the  basis  of  scar 
tissue  do  not  yield  well  to  roentgen  ray 
treatment.  There  seems  to  be  a  lack  of 
reparative  power,  and  in  the  process  of 
repair  the  cells  find  a  basis  for  recurrence. 
I  believe,  therefore,  that  in  such  cases  the 
disease  should  either  be  thoroughly  de- 
stroyed by  electro-coagulation,  as  was 
done  in  this  case,  or  should  be  excised 
surgically.  It  is  the  type  of  case  in  which 
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e  should  not  depend  upon  the  roentgen 
ly  alone. 


Fig.  12.  Epithelioma  Developing  ix  the  Scar  of 
AN  Old  Burn.  Destroyed  by  Electro-coagula- 
tion, Followed  by  Skin  Graft  by  Dr.  Burns. 


Case  13.— (Fig.  13.)  Mr.  M.  E.  Age  48. 
Referred  to  me  by  Dr.  John  B.  Deaver, 
April  10,  1917.  In  September  20.  1916,  Dr. 
Deaver  did  an  operation  for  the  removal 
of  an  epithelioma  of  the  lower  lip  with 
metastasis  in  the  right  submaxillary  region. 
At  the  time  that  the  patient  came  to  me  for 
treatment  he  had  a  tumor  mass  attached 
to  and  developing  from  the  right  lower  jaw 


which  was  shown  by  roentgen  ray  examina- 
tion to  be  metastatic  disease,  and  involved 
the  lower  jaw  bone.  We  first  gave  him  a 
thorough  course  of  roentgen  ray  treatment 
through  eight  portals  of  entr}^  cross-firing 
upon  the  disease,  finishing  on  April  12. 
On  April  16,  two  days  later,  at  my  request, 
Dr.  Stillwell  Burns  resected  the  right  half 
of  the  lower  jaw,  closing  the  wound  im- 
mediately. The  patient  then  received  an- 
other course  of  treatment  in  May  through 
nine  portals  of  entry,  and  similarly  in 
June,  July,  August,  September  and  Octo- 
ber. He  is  now  working  every  da}^  has  no 
signs  of  malignant  disease,  and,  strange  to 


-/o-/y 
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Fig.  13.  Recurrent  Metastatic  Disease  of  the 
Jaw  Bone,  Showing  Roentgenogram  of  the  Dis- 
eased Area  and  the  Photographs  Showing  the 
Projection  from  the  Jaw  Bone  by  the  Tumor 
Mass  and  the  Result  After  Resection  ant) 
Roentgen  Ray  Treatment. 
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sa3^  he  is  able  to  chew  his  food  and  Hve  a 
normal  life.  A  casual  observer  would  now 
not  notice  any  evidences  of  the  diseased 
jaw  in  his  face,  so  well  was  the  operation 


treatment  he  had  an  ulcerating  epithelioma! 
about  an  inch  in  diameter  at  the  left  angkl 
of  the  mouth,  with  extension  of  the  disease! 
so  as  to  involve  two-thirds  of  the  lower  lipl 


Fig.  14.  Epithelioma  of  the  Lips,  Angle  of  the  Mouth  and  Inside  of  the  Cheek,  vShowing  (i) 

External  Lesion;  (2)  the  Result  After  Electro-coagulation;  (3)   After   Healing 

Process;  (4)  After  Plastic  Operation. 


done,  and  so  perfectly  have  the  tissues  ad- 
justed themselves.  Remarks: — This  case 
was  considered  by  Dr.  Deaver  as  in- 
operable in  the  sense  of  getting  the  patient 
permanently  well.  He  would  not  have 
gotten  well  from  roentgen  ray  treatment 
alone,  but  by  carefully  combining  surgery 
and  roentgen  ray  treatment  I  believe  that 
this  man  will  get  permanently  well.  The 
period  of  time  since  the  work  has  been  done 
is  too  short  to  make  any  such  claim  as  yet . 
Case  14.— (Fig.  14.)  Mr.  J.  P.  Age  58. 
Referred  by  H.  W.  Dachtler  of  Toledo, 
Ohio,  January  20,  191 3.  He  had  had  an 
epithelioma  at  the  angle  of  the  mouth  for 
twelve  years.  In  October,  191 1,  consulted 
Mr.  Dachtler  and  was  treated  by  the 
roentgen  rays  under  which  he  got  nearly 
well,  but  during  Mr.  Dachtler's  absence 
from  the  city  the  disease  redeveloped  and 
would  then  not  respond  to  the  roentgen 
ray  treatment.  When  he  came  to  me  for 


and  one-third  of  the  upper  lip,  continuing 
backward  inside  the  cheek  to  the  angle  of 
the  jaw.  The  whole  area  of  disease,  to- 
gether with  the  whole  left  side  of  the 
cheek,  was  excised  by  electro-coagulation. 
He  was  then  treated  by  radium  at  the 
angle  of  the  jaw  inside,  which  seemed  to 
be  the  most  obstinate  in  responding,  and 
was  treated  by  the  roentgen  rays  externally 
until  all  the  tissue  had  a  healthy  appear- 
ance. About  a  year  later  (April  19 14)  Dr. 
Laplace  did  a  plastic  operation,  suturing 
the  open  wound  and  closing  his  mouth. 
He  has  remained  well  to  the  present  time — 
almost  five  years  since  the  treatment  was 
begun.  Remarks: — This  case  likewise  repre- 
sents a  type  that  will  not  get  well  from 
roentgen  ray  treatment.  When  a  patient 
under  roentgen  ray  treatment  reaches  a 
point  at  which  the  disease  remains  sta- 
tionary for  a  time  and  then  takes  on  more 
active  growth,  further  roentgen  ray  treat- 
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jnent  generally  fails  and  some  other  more  ing  December,  1914,  and  during  January, 

Ictive  method  of  treatment  must  be  in-  February,    IMarch   and  April.    Since   then 

ktituted.  When  it  is  possible  to  use  it,  I  he  has  had  no  treatment,  but  was  still  well 

believe    that    electro-coagulation    will    be  at  his  last  report    November   19,    191 7 — 


Fig.  15.  Epithelioma  on  the  Ixside  of  the  Cheek  Associated  with  Metastatic 
Disease  ix  the  Submaxillary  Regiox.  Treated  by  Electro-coagulatiox,  Surg- 
ical Resectiox  of  the  Metastatic  Glaxds  axd  Roextgex  Ray  Treatment. 


the  most  efficient.  The  roentgen  ray  treat- 
ment can  then  be  used  again  with  benefit, 
as  in  this  case.  Here  is  another  instance  in 
which  four  methods  of  treatment  were  used 
to  bring  about  a  cure. 

Case  i5.-(Fig.  15.)  Mr.  J.  M.  L.  Age 
59.  Dr.  Laplace  and  the  writer  examined 
this  patient  December  14.  1914.  For  a  year 
the  patient  had  had  an  epithelioma  growing 
on  the  inside  of  his  left  cheek,  and  at  the 
time  that  he  was  seen  by  us  the  epithelioma 
was  about  1Y2"  in  diameter,  involved  most 
of  the  depth  of  the  tissues  of  the  cheek, 
together  with  a  mass  of  glands  in  the  sub- 
maxillary region.  After  a  conference  we 
decided  to  destroy  the  disease  inside 
the  mouth  by  electro-coagulation  and  to 
resect  the  metastatic  glands  surgically, 
and  then  follow  this  by  active  roentgen  ray 
treatment.  After  these  operations  the  pa- 
tient was  given  a  course  of  treatment  dur- 


approximately  three  years.  Remarks: — As 
a  result  of  the  methods  of  treatment  used 
in  this  case  we  saved  the  man's  cheek, 
eliminated  deformity  of  the  mouth,  and 
by  combining  electro-coagulation,  surgery 
and  roentgen  ray,  have  obtained  a  per- 
manent result  of  which  we  can  be  proud. 

Case  16.— Mr.  D.  G.  Age  48.  Referred 
by  Dr.  Paul  Traub,  February  20.  1915. 
The  patient  had  an  epithelioma  developing 
in  the  right  side  of  the  mouth  involving 
the  alveolar  process,  the  side  of  the  tongue 
and  the  floor  of  the  mouth,  during  a  period 
of  at  least  four  months.  The  whole  area 
was  destroyed  by  electro-coagulation.  In 
the  destruction  the  inferior  dental  artery 
was  reached,  which  resulted  in  a  large 
sequestrum  of  the  lower  jaw  first  being 
thrown  off  and  later  necrosis  and  separa- 
tion of  the  posterior  two-thirds  of  the  lower 
jaw,  but  with  ultimate  healing  and  healthy 
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tissue.  Up  to  the  present  time  the  patient 
has  not  reported  for  a  plastic  operation  as 
requested,  but  has  remained  free  from 
malignant  disease.  Remarks: — This  again 
is  a  type  of  disease  that  will  not  respond 
to  roentgen  ray  treatment  alone  nor  to 
radium  treatment  alone.  But  by  local 
destruction,  followed  by  roentgen  ray 
treatment,  one  can  with  due  care  eliminate 
the  malignant  disease.  A  surgeon  will  then 
have  to  be  called  upon  to  close  the  mouth. 
I  believe  that  when  the  lower  jaw  is  in- 
volved it  is  wise  to  resect  half  of  the  lower 
jaw,  because  if  one  resects  the  central  por- 
tion of  one  side  or  destroys  it  the  remainder 
of  the  bone  does  not  seem  to  receive  suffi- 
cient blood  supply  for  nutrition,  and  a 
gradual  necrotic  process  takes  place  which 
is  most  annoying;  whereas  if  one  does  a 
complete  resection  the  patient  still  has 
half  of  the  lower  iaw  to  chew  with  and  the 


end  results  are,  to  my  mind,  more  satis- 
factory. 

•  CONCLUSIONS 

1.  The  above  cases  have  been  selected 
with  the  idea  of  illustrating  the  type  of 
case  that  will  not  respond  to  roentgen  rayj 
treatment  alone,  but  which  can  be  madei 
well  if  the  roentgen  ray  treatment  is  com- 
bined with  one  or  more  other  well-recog- 
nized methods  of  treatment  of  malignant 
disease,  which,  for  convenience,  we  will 
call  adjuncts. 

2.  In  many  of  these  cases  I  am  sure  that 
nothing  short  of  the  combinations  used 
would  have  made  the  patient  well. 

3.  I  make  a  plea  for  an  early  survey  of 
the  whole  case  and  a  careful  choice  of 
treatment  before  beginning,  for  this  will 
save  much  suffering,  much  time,  and  much 
waste  of  energy. 


DIFFERENTIAL  DIAGNOSIS  OF  BONE  TUMORS 

BY    F.    H.    BAETJER,    M.D. 

Major,  Medical  Reserve  Corps,  U.  S.  Army 

BALTIMORE,    MD. 


IN  the  diagnosis  of  bone  tumors  the  es- 
sential thing  is  to  determine  whether  the 
growth  is  malignant  or  benign.  If  that  point 
can  be  determined  the  surgeon  will  be 
given  the  information  that  he  wishes.  It 
is  well,  however,  to  go  beyond  that  and, 
if  possible,  determine  the  character  of  the 
growth  belonging  to  these  two  great 
classes. 

We  have  found  the  following  set  of  car- 
dinal points  of  great  assistance  in  estab- 
lishing the  correct  diagnosis.  They  are: 
first,  invasion;  second,  bone  production; 
third,  point  of  origin;  fourth,  condition  of 
the  cortex.  Of  course  it  is  not  alwa^^s  pos- 
sible to  establish  the  presence  of  these 
four  points,  but  practically  with  every 
tumor  that  we  see  we  will  be  able  to 
find  one  of  these  groups  in  which  to  place 
it.  By  so  doing  we  can  automatically  rule 
out  a  number  of  growths.  The  establish- 


ment of  one  such  point  will  almost  inev- 
itably give  a  clue  to  one  or  more  other 
points  and  thus  eventually  establish  the 
diagnosis. 

Taking  up  the  first  cardinal  point,  in- 
vasion: if  invasion  or  non-invasion  can  be 
established  one  can  immediately  place  the 
tumor  in  either  the  malignant  or  benign 
group.  This  first  point,  however,  is  fre- 
quently the  hardest  to  establish. 

If  the  first  point  can  be  established  the 
second  group,  bone  production,  should  be 
decided  upon.  The  establishment  of  this 
point  immediately  begins  ■  to  limit .  the 
number  of  growths  we  have  to  take  into 
consideration.  It  automatically  rules  out 
some  of  the  malignant  and  some  of  the 
benign  varieties. 

The  third  point,  origin,  helps  in  estab- 
lishing whether  the  group  is  medullary  or 
cortical  in  origin. 
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The  fourth  point,  cortex,  helps  very  ma- 
'rially  as  it  tells  whether  the  cortex  is 
resent  or  absent,  whether  it  is  intact  or 
ot,  whether  it  is  swollen  or  not. 
Malignant  Growths. — The  characteristics 
f  malignant  growths   are  the  following: 
.^hey  generally  start  at  some  central  point 
nd  grow  equally  in  all  directions.  They 
re   never    definitely    limited,    and    when 
nedullary  in  origin  the  bone  is  never  ex- 
panded as  the  growth  is  so  rapid  that  it 
fweeps  through  and  destroys  the  cortex 
before  it  can  expand.  The  growth  extends 
:hrough  the  cortex  as  quickly  as  it  extends 
[iown  the  medullar}^  canal.  It  is  not  lim- 
ited in  any  place  in  the  medullar}^  canal; 
it  is  so  invasive  that  it  is  frequently  very 
difficult  to   determine   where   the   growth 
stops    and   where    the    normal    medullary 
tissue  begins.  The  non-malignant  growths, 
-as  a  rule,  when  arising  in  the  medullary 
canal,  have  a  tendency  to  extend  up  and 
down  the  medulla,  the  cortex  being  bulged 
in  a  cylindrical  manner,  not  destroyed,  and 
the  growth  terminating  very  abruptly,  so 
that  there  is  a  definite  line  of  demarcation. 
The  malignant  growths  most  commonly 
seen  are  carcinoma  and  the  subdivisions  of 
sarcomata — namely,    the    round-cell,    the 
spindle-cell,     the     periosteal     and     osteo- 
sarcoma.   Giant -cell    sarcoma    is    not    in- 
cluded in  this  group  on  account  of  its  be- 
nign nature.  We  have  included  it  among 
the    non-malignant    gro^\i;hs.    Carcinoma, 
round-  and  spindle-cell  sarcomata  are  prac- 
tically always  medullarv'  in  origin.  These 
are  very  rapidly  growing  timiors  and  ex- 
tend equally  in  all  directions.  The  cortex 
is  never  swollen  but  is  eaten  through  and 
disappears.  There  is  no  new  formation  of 
bone,  either  within  the  growth  or  at  its 
edges.  New  bone  formation  is  only  seen  at 
the  edge  of  the  growth  in  extremely  slow 
growing    tumors.    Such    tumors    grow    so 
slowly  that  nature  has  a  chance  to  estab- 
lish a  calciiim  wall  before  the  growth  has 
spread  beyond  that  point.  It  is  impossible, 
from  an  .x-ray  standpoint,  to  differentiate 
between  the  pure  sarcomata  and  carcino- 
mata.  as  the  .v-ray  findings  are  identical. 


The  only  aid  in  helping  to  differentiate 
these  conditions  is  the  fact  that  the  car- 
cinoma, being  metastatic  in  origin,  is  usu- 
ally situated  near  the  entrance  of  the 
nutrient  artery,  while  the  sarcoma,  being 
either  primary  or  metastatic  in  the  bone, 
may  occur  an^^where  within  the  shaft  of 
the  bone. 

Periosteal  sarcoma,  as  its  name  implies, 
is  a  bone  producer.  It  arises  from  the 
periosteum  and  we  may  have  extensive  in- 
volvement of  the  soft  tissues  with  very 
little  of  the  bone  being  involved.  It  is 
probably  the  most  characteristic  of  all  our 
tumor  growths,  since  in  a  typical  growth 
we  have  small  lines  of  calcium  salts  laid 
down  perpendicular  to  the  shaft  but  not 
quite  reaching  the  cortex,  resembling 
roughly  sun  rays.  This  deposit  of  calcium 
salts  is  within  the  growth  and  is  outside 
of  the  bone  proper — in  other  words,  ap- 
parently in  the  soft  tissue. 

Osteosarcoma  is  also  a  bone  producer, 
the  amount  of  bone  produced  depending 
entirely  upon  the  malignancy  of  the  in- 
dividual tumor.  In  the  ver}-  malignant  type 
of  osteosarcoma  we  find  but  very  little 
bone  production.  The  gro-^-th  arises  both 
from  the  cortex  and  the  medullary  portion 
of  the  bone  and  produces  bone  as  well  as 
extensive  destruction  of  the  shaft.  There 
is  also  new  bone  production  out  in  the 
growi:h  in  the  soft  tissue  and  this  bone  is 
laid  down  in  a  somewhat  similar  manner 
to  the  periosteal  sarcoma.  The  difference 
between  it  and  the  periosteal  sarcoma  is 
that  with  osteosarcoma  we  have  more  or 
less  extensive  destruction  of  the  shaft  and 
generally  more  bone  production  in  the 
tissue  outside  of  the  bone,  while  periosteal 
sarcoma  does  not  produce  many  changes 
in  the  shaft  imtil  a  very  advanced  stage 
of  the  growth  is  reached.  Of  aU  the  maHg- 
nant  tumors  the  above  two  tumors  are  the 
only  ones  that  produce  bone  within  the 
growths  themselves. 

There  is  one  other  malignant  growth 
in  which  there  is  bone  production,  but  this 
is  not  within  the  growth  but  in  the  normal 
bone    surrounding    the    growth,    nam.ely. 
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prostatic  carcinoma.  In  this  we  find  destruc- 
tion of  bone  just  as  in  the  other  malignant 
growths,  but  in  the  normal  bone  surround- 
ing it  we  find  ebumation  and  more  or  less 
density  of  bone,  this  being  due  to  the  fact 
that  the  growth  is  of  such  slow-growing 
nature  that  the  normal  bone  around  it  is 
stimulated  and  sufficient  time  is  given  for 
the  production  of  new  bone.  This  new 
bone  is  confined  entirely  within  the  bone 
itself  and  does  not  take  place  in  the  soft 
tissue. 

Benign  Growths. — The  characteristics  of 
the  most  common  of  the  benign  growths 
are  as  follows:  Osteoma  arises  from  the 
region  of  the  cortex  and  extends  well  out 
into  the  soft  tissue.  It  generally  assumes  a 
cauliflower  shape  and  is  characterized  by  a 
large  amount  of  new  bone  laid  down  in  a 
symmetrical  maimer  with  a  very  definite 
border  and  no  evidence  of  any  invasion. 
It  is  frequently  multiple  at  the  seat  of 
origin  and  may  take  on  an  appearance  of 
a  huge  exostosis.  It  may  spring  from  any 
portion  of  the  bone  but  is  most  commonly 
seen  near  the  end  of  the  bone. 

Osteochondroma  is  composed  of  both 
cartilage  and  bone  and  is  generally  medul- 
lary in  origin,  although  occasionally  but 
rarely  arising  from  the  cortex.  When  oc- 
curring within  the  medullary  portion  of 
the  bone  the  growth  has  a  tendency  to 
extend  up  and  down  the  shaft;  the  shaft 
is  swollen,  acquiring  a  cylindrical  appear- 
ance. The  growth  may  be  loculated.  The 
cortex  is  practically  always  intact  unless 
fractured  by  some  trauma.  The  growth  is 
definitely  limited,  having  a  sharpened  bor- 
der. When  the  growth  is  situated  at  the 
end  of  the  bone  one  will  find  that  the  cor- 
tex is  very  much  distended  but  intact.  It 
is  very  irregular  in  outline,  the  normal 
bony  tissue  being  completely  gone  and 
being  replaced  by  bone  and  cartilage.  The 
amount  of  bone  present  varies  according 
to  whether  much  or  little  cartilage  is  in 
the  tumor.  There  is  never  any  new  bone 
production  unless  there  is  trauma.  There 
is  some  eburnation  of  the  bone  at  the  edge 
of  the  growth. 


Bone  cysts  are  always  benign,  practi 
cally  always  occur  within  the  shaft  of  thi 
bone  and  present  appearances  somewha 
similar  to  enchondromata.  They  are  gen 
erally  situated  near  the  epiphyseal  line 
they  cause  a  cylindrical  bulging  of  th( 
shaft;  they  have  a  very  definite  border 
they  are  sometimes  loculated;  and,  as  £ 
rule,  they  do  not  expand  the  shaft  as  mucl 
or  as  irregularly  as  enchondromata. 

Giant-cell  sarcoma,  while  belonging  tc 
the  malignant  family  on  account  of  th( 
type  cell  forming  the  growth,  is  benign  ii 
character  and  very  slow  in  growth.  It  gen 
erally  occurs  near  the  end  of  the  bone 
Like  a  malignant  growth,  it  grows  equally 
in  all  directions,  but  instead  of  sweeping 
away  the  cortex  the  latter  is  bulged  anc 
expands  so  that,  unless  the  growth  is  ver} 
large,  the  cortex  will  be  found  intact,  thin 
ned  out  to  a  mere  line,  but  still  sufficient- 
ly dense  to  be  easily  traced  throughout  itj 
entire  length.  The  growth  stops  abruptly 
and  at  its  base,  in  the  medulla,  there  ii 
generally  a  calcium  wall.  It  is  practically 
the  only  one  of  the  benign  growths 
that  extends  symmetrically  in  all  direc- 
tions. 

Fibromata  are  generally  benign  and  have 
a  cystic  appearance,  regarding  formation 
in  the  bone. 

There  is  one  other  benign  condition 
which  is  frequently  mistaken  for  a  malig- 
nant growth,  namely,  an  ossifying  hema- 
toma. This  condition  arises  from  som€ 
trauma  to  the  bone  in  the  adult  or  scurA 
in  growing  children,  where  the  periosteui 
has  been  elevated  and  a  hemorrhage  has 
occurred  beneath.  This  condition  cannot 
be  demonstrated  until  sufficient  time  has 
elapsed  for  formation  of  new  bone,  an( 
then  production  of  new  bone  out  in  the 
soft  tissue  adjacent  to  the  shaft  results j 
It  is  very  hard  and  dense  and  is  frequently 
mistaken  for  sarcoma.  There  is,  however| 
a  definite  bony  border  due  to  the  deposit 
of  calcium  salts  in  the  periosteum,  and  the 
bone  is  laid  down  more  or  less  parallel  to 
the  shaft  of  the  bone.  This  is  an  important 
point,    because    the    malignant    bone-pro- 


Differential  Diagnosis  of  Bone  Tumors 


263 


icing  growths  lay  down  their  bone  gen- 
ially perpendicular  to  the  shaft. 
Myositis  ossificans  is  readily  distin- 
lished  by  bone  being  laid  dow^n  in  the 
uscle.  As  a  rule  it  is  not  connected  with 
le  shaft  and  it  follows  the  striae  of  the 
Luscles  so  that  a  mistake  is  not  apt  to  be 
lade. 

APPLICATION   OF   CARDINAL   POINTS 

The  practical  working  of  these  cardinal 
oints  may  be  illustrated  as  follows:  Sup- 
tose,  for  example,  we  take  a  carcinoma. 
!t  is  just  possible  that  we  might  not  be 
',ble  to  determine  ofThand  whether  there 
s  invasion  or  not.  We  should  then  con- 
;ider  the  second  cardinal  point,  bone  pro- 
iuction.  It  will  be  found  that  there  is  no 
Done  production,  since  carcinoma,  being 
3f  epithelial  origin,  cannot  produce  bone. 
This  would  immediately  rule  out  two  ma- 
lignant growths,  periosteal  sarcomata  and 
osteosarcomata.  In  the  benign  group  it 
would  rule  out  osteoma  and  ossifying  he- 
matoma. In  the  malignant  group  sarcoma 
and  carcinoma  would  still  have  to  be  con- 
sidered; in  the  benign  group,  enchondroma, 
bone  cysts  and  fibroma.  We  now  proceed 
to  the  third  cardinal  point,  namely,  ori- 
gin. Since  we  know  it  is  carcinoma  we 
know  that  it  is  medullary  in  origin.  The 
other  conditions  mentioned  are  also  medul- 
lary in  origin.  The  fourth  cardinal  point, 
the  condition  of  cortex,  would  then  come 
under  consideration.  Since  this  is  carcino- 
ma we  must  find  that  the  cortex  is  not 
expanded,  but  has  been  completely  swept 
away.  This  would  immediately  rule  out 
all  the  benign  growths  since  they  all  have 
a  definite  cortex.  Consequently,  we  would 
be  forced  to  conclude  that  the  growth  is 
either  sarcoma  or  carcinoma. 

Now,  as  a  second  example,  let  us  take  one 
of  the  bone-producing  growths,  periosteal 
sarcoma.  Again  let  us  assume  that  we  can 
not  establish  invasion.  Since  in  periosteal 
sarcoma  there  is  bone  production  we  would 
take  up  the  second  cardinal  point.  Of  the 
bone-producing  tumors  that  are  malignant 
there  are  only  two,  namely,  periosteal  sar- 


coma and  osteosarcoma.  Of  the  benign 
bone-producing  tumors  we  would  include 
osteoma  and  the  ossifying  hematoma.  We 
would  now  proceed  to  the  third  condi- 
tion, the  point  of  origin.  Arising  from  the 
cortex  this  growth  could  still  be  any  of 
the  above-mentioned  conditions.  In  the 
fourth  cardinal  point,  condition  of  the 
cortex,  we  should  find  that  the  cortex  is 
slightly  invaded,  that  the  bone  is  laid  down 
in  the  soft  tissue  and  that  the  deposit  is 
perpendicular  in  character. 

There  are  only  two  conditions  in  which 
the  bone  is  laid  down  perpendicular  to  the 
shaft  and  these  are  osteosarcoma  and  peri- 
osteal sarcoma.  In  osteoma  the  bone  is 
laid  down  from  a  central  point,  presenting 
a  cauliflower  appearance ;  in  ossifying  hem- 
atoma the  bone  is  laid  down  parallel  to  the 
shaft ;  and  in  both  of  these  conditions,  that 
is,  osteoma  and  ossifying  hematoma,  there 
is  a  definite  border.  Consequently,  in  this 
example  the  bone  is  perpendicular  to  the 
shaft,  there  is  no  definite  border,  and  the 
fact  that  the  shaft  is  not  involved  indicates 
that  we  are  dealing  with  a  periosteal  sar- 
coma. 

In  all  the  bone-producing  tumors  osteo- 
myelitis must  be  taken  into  consideration, 
but  we  must  remember  that  osteomyelitis 
when  it  comes  within  the  shaft  does  not 
destroy  as  a  solid  mass  but  tends  to  de- 
stroy in  spots,  leaving  dead  pieces  of  bone 
in  the  shaft;  also  that  it  breaks  through 
the  cortex,  probably  in  one  or  two  places, 
leaving  the  rest  of  the  cortex  present. 
The  shaft  is  not  expanded  but  the  peri- 
osteum, being  thickened,  frequently  gives 
the  appearance  of  a  swollen  shaft  which 
in  reality  is  due  to  the  deposit  of  bone 
in  the  periosteum  and  not  to  actual  ex- 
pansion of  the  shaft.  Then,  too,  in  osteo- 
myelitis we  never  see  new  bone  in  the 
soft  tissue  which  is  not  connected  with 
the  periosteum.  We  may  see  an  occasional 
piece  of  bone  but  it  is  generally  a  single 
piece,  which  means  that  it  is  a  sequestrtim 
being  discharged  through  a  sinus. 

In  conclusion,  we  must  remember  that 
these  growths  and  metastases  in  the  flat 
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bones,  such  as  the  cranial  bones  or  the 
scapulae,  do  not  present  the  same  typical 
appearances  as  in  long  bones  and,  conse- 
quently, these  cardinal  points  are  not  ap- 
plicable. Also,  the  character  of  the  growth 
is  very  materially  changed  after  there  has 
been  any  surgical  interference.  A  third  ex- 
ception is  that  in  multiple  metastatic  car- 
cinoma we  usually  lose  all  sign  of  invasion, 


I 


the  growth-  being  definitely  limited  and 
frequently  the  cortex  being  expanded 
without  destruction. 

Excluding  the  above  exceptions,  we  wil 
find  that  most  of  the  bone  tumors  can  be 
diagnosed  by  the  cardinal  points  abov^ 
mentioned.  Even  when  the  growth  is  atyp 
ical  in  appearance,  by  means  of  one  ol 
these  four  points  it  is  possible  to  identify  it. 


USE  OF  RADIUM  IN  NON-MALIGNANT  UTERINE  HEMORRHAGE 


Drs.  C.  Jeff  Miller  and  E.  L.  King, 

New  Orleans:  The  non-malignant  condi- 
tions of  the  uterus  causing  menorrhagia  or 
metrorrhagia  may  be  thus  grouped:  i. 
Cases  in  which  there  is  little  or  no  demon- 
strable pathologic  change  in  the  uterine 
wall,  no  history  of  infection,  and  in  which 
the  uterus  is  apparently  normal  in  size 
and  position,  with  normal  adnexa.  In 
such  cases,  the  bleeding  is,  in  all  proba- 
bility, due  to  some  disturbance  of  the  in- 
ternal secretions,  especially  of  the  thyroid 
or  of  the  ovary.  This  condition  is  often 
encountered  in  young  girls  about  puberty. 
2.  The  menopause.  3.  Chronic  metritis. 
4.  Hypertrophy  or  hyperplasia  of  the  en- 
dometrium, especially  when  so  marked  as 
to  be  adenomatous  or  polypoid  in  char- 
acter. 5.  Fibroids,  adenomas  or  adeno- 
myomas  of  the  uterus.  6.  Chronic  endome- 
tritis, especially  after  incomplete  abortion. 
7.  Passive  congestion  of  the  uterus,  as  in 
retroflexion  or  prolapse.  In  the  first  three 
groups,  radium  may  be  used  to  the  exclu- 
sion of  surgery;  in  the  fourth  and  fifth, 
some  cases  are  suitable  for  radium  and 
others  require  operation;  while  in  the 
sixth  and  seventh  groups,  operation  is 
indicated. 

We  have  treated  ten  cases  classified  un- 
der the  first  two  groups.  In  all  of  them  the 
bleeding  had  persisted  for  years  and  had 
resisted  every  form  of  treatment.  Nine  of 
the  patients  were  given  intra-uterine  ra- 
dium treatments,  the  average  dose  being 
about  1,000  milligram-hours.  In  only  one 


patient  did  the  treatment  fail  to  relieve  the 
condition.  Only  one  patient  siiffered  from 
severe  menopausal  symptoms,  although  in 
several  of  them  the  symptoms  were  present 
in  a  mild  degree. 

Eighteen    cases    fall    in    the    third    and 
fourth  groups.  The  patients  ranged  in  age 
from  30  to  55,  and  most  of  them  had  suf- 
fered from  bleeding  for  several  years — as 
a  rule,  menorrhagia  first,  and  later  metror- 
rhagia as  well.  In  every  case,  radium  treat- 
ment was  followed  by  amenorrhea;  in  two 
patients   there   was   a   recurrence   of   the 
bleeding  about  one  year  later,  the  flow  being 
approximately  normal.  The  others  are  still 
relieved.  Six  patients  suffered  from  marked 
menopausal   symptoms;   five   others   were 
similarly  affected,  but  the  symptoms  were 
mild  and  transient.  The  patients  suffering 
most  from  the  artificial  menopause  were 
nearly  all  between  40  and  5 1 ;  this  coincides 
with   our   experience   after   hysterectomy. 
In  three  women,  aged  35,  45  and  51,  the 
condition  was  relieved  by  corpus  luteum^ 
extract.  Eight  patients  suffered  from  leukor 
rhea  for  two  or  three  months  after  the 
treatment.  In  those  cases  in  which  subse- 
quent   pelvic    examinations    were    made 
marked  reduction  in  the  size  of  the  uterus 
was  found,  and  the  tenderness,  as  a  rule, 
disappeared.  The  dosage  in  these  cases  was 
from  500  to  1,000  milligram-hours.     [Dis 
ciission.  Annual  Meetdng  South.  Med.  Assn., 
Memphis,  Tenn.,  Nov.  12-15,  191 7-)  (Ref. 
Jour.   Am.   M.  Assn.,   Dec.    15,    191 7,   p 
2066.) 
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Roentgen  Pleuritis 

In  the  February  191 8  issue  of  the  Jour- 
nal, Dr.  Lloyd  Bryan  made  a  report  on 
"Roentgen  Pleuritis."  In  our  search  for 
truth  it  is  important  that  such  records  be 
made,  but  we  must  not  draw  hasty  con- 
clusions. There  is  a  general  tendency 
among  patients  to  attribute  an^^  unusual 
developments  or  any  intercurrent  disease 
or  symptoms  to  .v-ray  treatment,  when,  if 
one  analyzes  the  symptoms,  they  are  very 
generally  a  part  of  the  disease  for  which 
the  patient  is  being  treated,  or  are  due  to 
an  intercurrent  affection  such  as  would  oc- 


cur to  any  one  suffering  from  any  particu- 
lar disease  and  treated  by  any  particular 
method.  Even  family  physicians  are  apt  to 
attribute  any  complications  that  arise  dur- 
ing the  course  of  .v-ray  treatment  to  the 
treatment  itself  rather  than  search  for  the 
cause  as  one  would  search  for  the  cause  of 
a  disease  at  any  other  time.  This  tendency 
does  harm  in  two  ways :  First,  it  prejudices 
the  patient  and  physician  against  .x-ray 
treatment  when  often  it  is  the  only  treat- 
ment which  offers  them  hope  of  relief. 
Second,  it  blinds  the  attending  physician 
to  the  real  cause,  and  leads  him  to  care- 
lessly neglect  the  necessary  search  for  the 
true  cause,  thus  often  allowing  the  patient 
to  suffer  unnecessarily.  All  roentgenolo- 
gists who  have  had  much  experience  in  the 
treatment  of  malignant  disease,  especially 
about  the  chest,  must  have  heard  their 
patients  complain  of  rhetmiatism  about 
the  shoulders  and  about  the  chest,  and 
often  must  have  had  the  attending  physi- 
cian explain  that  it  was  due  to  the  x-rays, 
when,  as  a  matter  of  fact,  if  one  investi- 
gates carefully,  the  cause  of  these  pains  is 
due  to  metastasis  developing  in  the  bones 
or  in  the  spinal  column,  or  to  an  extension 
of  the  disease  elsewhere  in  the  chest.  The 
treatment  is,  therefore,  often  interrupted, 
as  I  have  experienced  repeatedly,  when,  as 
a  matter  of  fact,  the  only  thing  that  would 
give  comfort  and  prolongation  of  life 
is  an  increase  in  the  amount  of  treatment 
rather  than  a  diminution.  As  roentgenolo- 
gists, therefore,  we  must  be  most  cautious 
in  attributing  intercurrent  affections  to 
.v-ray  treatment,  unless  it  is  proven  more 
definitely  than  in  any  of  the  cases  on  rec- 
ord. 

In  the  first  case,  reported  by  Dr.  Bryan, 
the  left  chest  was  treated  three  times  in 
front,  and  twice  through  the  back  within 
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two  months'  time  without  producing  any 
dermatitis.  At  the  end  of  two  months  a 
shght  amount  of  effusion  was  found  at  the 
left  base,  and  he  believes  that  this  was  due 
to  the  treatment,  when,  as  a  matter  of 
fact,  fluid  in  the  chest  is  quite  common  in 
connection  with  mediastinal  tumors,  even 
with  any  kind  of  treatment.  Therefore,  I 
see  no  reason  for  concluding  that  this  is 
due  to  the  .x-ray  treatment  at  all. 

The  second  patient  had  large  tumor 
masses  in  the  neck  and  the  mediastinum; 
she  was  given  a  series  of  .T-ray  treatments 
February  1914,  and  on  September  20,  1915, 
she  reentered  the  hospital  with  fluid  in  the 
chest.  This  the  author  concludes  is  due  to 
.x-ray  treatment,  because  she  had  received 
some  treatment  previous  to  entering  the 
hospital.  Based  upon  the  facts  presented, 
the  diagnosis  of  pleuritis  is  surely  unjusti- 
fied, and  must  be  regarded  merely  as  a  co- 
incidence. 

Strasser's  patient  was  68  years  old, 
had  had  gout  over  fifteen  years ;  for  nine 
years  glycosuria,  fatty  and  arterial  sclero- 
sis, and  for  four  years  bronchial  catarrh; 
Before comingunder  treatment  he  had  twice 
a  small  area  of  bronchopneumonia  in  the 
left  lobe,  and  an  attack  of  angina  pectoris. 
He  was  treated  in  all  four  times:  June  10 
the  right  thorax  anteriorly,  June  14  the 
right  supraclavicular  region,  June  17  the 
right  axilla,  and  June  28  the  right  chest 
posteriorly.  Later  the  patient  developed 
more  evidence  of  angina  pectoris  and  final- 
ly developed  signs  of  a  rightsided  pleural 
effusion.  Surely  since,  in  the  case  of  a  pa- 
tient suffering  from  the  affections  already 
enumerated  before  x-ray  treatment  was 
given,  it  would  not  be  unusual  that  he  de- 
velop a  pleural  effusion,  it  is  not  necessary 
to  assume  that  it  is  due  to  the  very  small 
amount  of  treatment  given. 

The  case  referred  to  by  Quadrone,  was  a 
twelve  year  old  girl  who  suffered  from  a 
general  lymphomatosis.  She  was  treated 
by  the  x-rays  and  developed  a  pleuritic  ef- 
fusion from  which  she  ultimately  died.  An 
autopsy  was  refused,  but  the  exudate  re- 
moved before  death  had  the  characteris- 


tics of  tuberculosis.  One  can  see  clearly' 
therefore,  that  this  condition  should  no 
be  credited  to  the  x-rays. 

With  regard  to  the  report  of  Primbraan 
and  Rotky,  these  authors  express  in  thei 
article  the  belief  that  the  acute  nephriti; 
was  toxic  in  origin  rather  than  due  to  thi 
.x-rays,  and  they  merely  mention  the  .x-ray: , 
as  a  possible  cause,  but  believe  that  thdii' 
toxic  nephritis  was  due  to  the  rapid  ab 
sorption  of  the  degenerating  material.  A 
the  same  time  that  the  acute  nephritis  de 
veloped  there  had  also  developed  abscess! 
es  in  both  mammary  glands,  and  yet  thi  1 
treatment  had  been  confined  to  the  spleen 
One  can  see,  therefore,  that  such  an  as 
sumption  of  the  nephritis  being  due  to  th( 
direct  action  of  the  rays  on  the  kidney 
is  entirely  unjustified. 

I  have  treated  at  least  a  thousand  case 
of  disease  about  the  chest.  It  is  well  knowi 
that  I  give  massive  doses,  and  yet  not  on( 
patient  has  had  a  pleural  effusion  develoj 
that  was  not  due  to  an  extension  and  pro 
gression  of  the  disease  or  due  to  an  acut( 
intercurrent  infection,  w^hich  had  all  th( 
characteristics  of  an  acute  infection.  In  in 
dividual  cases  I  have  given  a  hundrec 
times  as  much  treatment  as  was  given  t( 
any  of  these  patients  mentioned,  over  th( 
chest,  without  the  production  of  any  pleu 
risy,  and  I  have  treated  abdominal  pa 
tients  with  a  hundred  times  as  much  treat 
ment  as  was  given  in  the  abdominal  casej 
reported  by  Primbraam  and  Rotky, 
which  I  obtained  the  disappearance  of  tU' 
mor  masses  with  increase  in  the  patient' 
weight  and  general  improvement  in  the 
patient's  condition,  with  no  evidence  oi 
an  acute  nephritis.  I,  therefore,  believe 
that  the  diagnosis  of  roentgen  pleuritis  anc 
roentgen  nephritis,  and  other  affectioni 
that  develop  during  the  course  of  treat 
ment,  must  be  made  with  the  greatesi 
caution  and  should  be  proven  before  an^ 
nounced,  George  E.  Pfahler 


X'RAY  Experiences  at  the  Front 

In  this  issue  we  give  space  to  a  transk 
tion  from  advance  sheets  of  a  publication  b; 
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French  colleagues  (Drs.  Desplats  and 
ickham).  We  are  sure  our  readers  will 
ipreciate    this   first-hand    recital  of    ex- 
iriences  in  the  zone  of  the  advance. 
There  is  no  new  principle  in  any  of  the 
lethods  described,  but  this  does  not  lessen 
le  value  of  the  article,  for  it  presents  a 
lewpoint;  and  we  are  anxious  to  get  the 
iewpoint  of  a   niimber    of  different  men 
ith  a  large  experience  in  war  work. 
A  careful  research  of  the  literature  has 
bnvinced  the  editors  that  there  is  ver>' 
ttle  likelihood  of  any  method  described 
.t  this  late  date  being  a  new  one.  The  ring 
ocaHzer  was  in  use  at  least  as  far  back  as 
901,   and  probabty   earlier.    Testing   the 
nobility  of  superficially  located  projectiles 
.vas  described  in  some  of  the  earliest  pa- 
pers on  roentgen  ray  work.  The  principle 
oi  marking  the   skin  vertically  over  the 
foreign    body    and    then    calculating,    or 
measuring,  the  depth  by  the  shift  of  the 
shadows  of  the  foreign  body  and  of  the 
marker  was   described  early   in   1896  by 
Morize  in  France,  and  simiiltaneously  by 
physicians  in  England  and  Germany.  The 
use  of  a  chart  for  reading  off  the  depths 
was  described  at  least  as  far  back  as  1902 
by  Little;  and  shortly  after  the  outbreak 
of   the   present   war   by   nearly   a   dozen 
workers  in  the  hospitals  of  the  Allies. 

Americans  are  especially  interested  in 
the  remarks  of  Doctor  Desplats  on  the 
need  of  provision  for  extraction  of  foreign 
bodies  under  the  fluorescent  screen,  em- 
ploying either  the  open  screen  or  the 
bonnet  method.  Too  many  American  sur- 
geons are  as  yet  unfamiliar  with  the 
technique  necessary;  yet,  as  our  colleague 
states,  this  technique  is  not  at  all  difficult  to 
master.  It  is  important,  however,  to  have 
the  cooperation  of  surgeon  and  roentgen- 
ologist in  working  out  the  details  of  an 
operating  plan  which  at  the  same  time 
meets  the  demands  of  a  "surgical  con- 
science" and  its  roentgenological  counter- 
part, an  ".Y-ray  conscience."  Just  as  the 
surgeon  by  long  attention  to  operating 
room  technique  comes  to  a  point  where  he 
mechanically  observes  the  rules  of  asepsis, 


so  also  a  certain  autonomy  of  behavior 
may  be  developed  in  connection  with 
.x-ray  work  with  the  result  that  the  roent- 
genologist automatically  keeps  himself 
protected  from  the  dangers  attending  his 
profession.  Our  French  colleagues  tell  us 
the  method  of  operating  with  screen  aid 
is  becoming  more  and  more  recognized. 
Surely  the  United  States  Army  Aledical 
Department  will  not  fail  to  profit  by  the 
recent  experiences  of  our  Allies,  and  will 
be  duly  influenced  by  the  trend  of  opinion, 
as  expressed  in  the  article  of  Doctor 
Desplats.  J.  T.  C. 

The  Nineteenth  Annual  Meeting  of  the 
American  Roentgen  Ray  Society  will  be 
held  at  Fort  Oglethorpe,  Ga.,  and  Chatta- 
nooga, Term.,  Wednesday,  Thursday  and 
Friday,  September  4th,  5th  and  6th.  Final 
arrangements  have  not  been  completed, 
but  it  is  probable  that  the  day  sessions, 
at  least,  will  be  held  in  Camp  Greenleaf, 
the  greatest  medical  military  training 
camp  in  the  world.  We  are  assured  of  ade- 
quate hotel  accommodations  and  it  is  not 
improbable  that  accommodations  may  be 
secured  at  Camp  Greenleaf  for  those  who 
prefer  that  added  touch  of  camp  life.  In 
addition  to  the  especial  present  interest, 
this  region  is  rich  in  historical  interest  and 
natural  beauty,  and  will  aflord  a  splendid 
climax  to  the  vacation  period  or  a  satisfy- 
ing substitute  for  the  many  who  will  find 
it  impossible  to  take  their  customary  va- 
cations this  summer.  Already  there  are  of- 
fered papers  sufficient  to  insure  a  program 
of  more  than  average  value.  Complete  de- 
tails will  be  given  in  the  next  issue  of  the 
Journal.  In  the  meantime,  inquiries  and 
communications  may  be  addressed  as  fol- 
lows: Concerning  the  scientific  program, 
address  the  President,  Major  Wilhs  F. 
Manges,  M.R.C.,  Camp  Greenleaf,  Fort 
Oglethorpe,  Ga.;  concerning  general  ar- 
rangements, address  the  Chairman  of  the 
Executive  Committee,  Dr.  David  R.  Bow- 
en,  235  S.  15th  Street,  Philadelphia;  con- 
cerning the  exhibits,  address  Mr.  Paul  B. 
Hoeber,  69  East  59th  Street,  New  York. 
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Alvarez,  W.  C.  and  Taylor,  F.  B.  Changes 
in  Rh}^hmicity,  Irritability,  and  Tone  in 
Purged  Intestine.  (/.  Pharmacol.  &  Exper. 
Therap.,  Bait.,  November  lo,  No.  5.  Ref. 
/.  Am.  M.  Ass.,  Dec.  15,  1917,  p.  2070.) 

The  well-purged  rabbit  is  likely  to  be  apa- 
thetic and  to  look  sick.  Its  bowel  is  full  of  gas 
and  fluid,  and  the  mesenteric  circulation  is 
disturbed.  Excised  segments  beat  poorly  and 
irregidarly  in  Locke's  solution;  they  fatigue 
quickly;  and  respond  poorly  to  drugs.  Some 
parts  of  the  bowel  are  abnormally  irritable 
while  others  fail  to  respond  at  all  to  powerful 
stimuli.  This  unevenness  in  the  gradient  of  mus- 
cular forces  must  interfere  with  the  steady 
progress  of  food  through  the  intestine,  and 
probably  favors  the  production  of  colic  and 
gas  pains.  The  conclusion  drawn  by  Alvarez 
and  Taylor  is  that  it  is  not  wise  to  purge  shortly 
before  an  operation  in  which  the  bowel  must 
stand  the  insults  of  dr3nng,  handling,  cutting 
and  sewing. 


Weil,  E.  Albert,  Roentgenotherapy  of  Tu- 
berculous Peritonitis.  {Paris  med.,  October 
13,  VII,  No.  41,  p.  289.  Ref.  /.  Am.  M. 
Ass.,  Dec.  8,  1917.) 

Weil  remarks  that  of  all  the  various  methods 
of  treating  tuberculous  peritonitis  that  have 
been  applied  to  date,  systematic  utilization  of 
sunlight  and  sea  air  seem  to  have  the  most  testi- 
mony in  their  favor.  But  both  require  the  suit- 
able environment  which  is  within  the  reach  of 
comparatively  few.  On  the  other  hand,  with 
the  roentgen  ra3^s  we  can  apply  the  chemical 
rays  anywhere,  even  to  outpatients.  He  has 
been  applying  roentgenotherapy  systematically 
since  19 14,  using  large  doses  of  very  penetrating 
rays,  filtered.  Some  of  the  children  he  treated 
had  the  fibrous  form  of  peritonitis  and  some 
the  form  with  ascites.  In  every  case  in  which 
there  was  not  already  generalization  of  the 
disease  in  the  lungs  or  pronounced  cachexia  a 
complete  cure  was  rapidly  realized,  with  com- 
plete restoration  of  the  general  health.  He 
used  a  Coolidge  tube,  a  5  mm.  aluminum  filter, 
a  20  cm.  spark  and  a  1.5  or  2  milHampere  cur- 
rent.   The    exposures    were    repeated    about 


monthly,  but  he  reduced  the  strength  a  little, 
each  time  to  ward  off  skin  trouble.  This  technique 
does  not  entail  radiodermatitis  nor  generalizatior , 
of  the  tuberculosis.  After  the  first  series  there 
may  be  a  recrudescence  of  the  fever  and  persist- 
ing malaise,  but  this  reaction  was  never  serious 
in  his  experience,  and  he  never  allowed  it  tc, 
interfere  with  his  giving  the  effectual  dose  of 
12  or  14  H  units  in  the  coiu-se  of  four  successive 
days  on  the  four  quarters  of  the  abdomen.  In 
case  of  too  much  debility  the  series  can  be 
fractioned  to  spread  out  over  ten  or  twelve 
davs. 


Medicolegal.  Barring  of  Action  for  Roentgen 
Ray  Bum.  (Ogg  vs.  Robb,  la.,  162  N.  R. 
W.  217.  /.  Am.  M.  Ass.,  Sept.  29,  1917, 
p.  1108.) 

The  Supreme  Court  of  Iowa  affirms  a  judg- 
ment in  favor  of  the  defendant  in  that  the 
plaintiff's  alleged  cause  of  action  was  barred 
by  the  statute  of  limitations.  The  court  says  it 
was  alleged  that  in  1901  the  plaintiff,  then 
under  17  years  of  age,  broke  his  right  wrist. 
In  July  of  that  year,  the  defendant  called  the  ' 
plaintiff  in  his  office,  without  the  knowledge  or 
consent  of  the  plaintiff's  parents,  and  experi- 
mented on  him  with  a  roentgen  ray  machine 
to  secure  pictures  of  his  hand  and  wrist.  That;! 
the  defendant  continued  for  ten  days  in  said 
experiments  and  used  the  roentgen  ray  machine 
on  the  plaintiff's  hands  and  wrist  and  made  long 
and  close  exposures.  That  as  a  result  the  skin 
on  the  hand  and  wrist  became  discolored.  ThatI 
the  defendant  then  informed  the  plaintiff  and 
his  parents  that  the  use  of  the  roentgen  ray 
machine  caused  such  discoloration,  and  then; 
falsely  and  fraudulently  informed  them  that 
this  discoloration  was  of  no  particular  conse- 
quence and  would  be  temporary  in  its  effects, 
fraudulently  concealing  from  them  the  true 
effect  of  radio-exposure  produced  by  the  roent- 
gen ray  machine.  That  the  defendant  then 
treated  the  discoloration  for  a  time  and  it  ap- 
parently disappeared,  lea\dng  a  scar,  but  with 
the  usual  use  of  the  hand.  That  the  plaintiff 
and  his  parents  fully  relied  on  the  statement 
and  advice  of  the  defendant  as  to  the  temporary 
effect  of  the  roentgen  rays,  and  nothing  further 
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was  done  in  regard  thereto  until  191 2.  That 
the  use  of  said  machine  b}'  the  defendant  pro- 
duced a  cancerous  condition  which  was  latent 
until  191 2,  and  the  plaintiff  had  no  knowledge 
of  said  condition  until  then.  That  then  the  tis- 
sues of  the  right  hand  where  the  roentgen  rays 
had  been  applied  broke  down  and  became  an 
epitheHoma  or  malignant  cancerous  growth, 
which  caused  great  pain  and  necessitated  the 
amputation  of  the  right  forearm.  Was  the 
plaintiff's  cause  of  action  concealed  by  the 
statement  of  the  defendant  that  the  original 
burning  was  but  temporary'  and  was  of  no 
particular  consequence,  and  that  the  defendant 
fraudulently  concealed  the  true  effect  produced 
by  the  use  of  the  roentgen  ray  machine?  The 
plaintiff  alleged  that  he  was  burned  in  190 1  and, 
as  he  alleged,  by  the  negligence  of  the  de- 
fendant. The  fact  was  knowTi  to  the  plaintii? 
and  his  parents.  All  damages  which  subse- 
quently developed  were  traceable  to  and  based 
on  that  act.  By  the  original  act  the  plaintiff 
was  injured,  and,  as  the  petition  alleged,  by  the 
negligence  of  the  defendant.  He  would  have 
been  entitled  to  some  damages  at  that  time; 
and,  if  it  be  true  that  cancer  necessarily  and  in 
all  cases  is  the  result  of  such  burning,  or  if  can- 
cer is  the  probable  result,  such  fact  could  be 
shown  as  bearing  on  the  question  of  damages 
in  an  action  for  the  original  injiu-}\  If  cancer 
is  not  the  necessar\'  or  probable  restdt  of  such 
burning,  then  the  defendant's  statement  would 
be  more  or  less  of  an  opinion,  and,  in  that  case, 
the  fact  that  later  and  in  191 2  a  cancerous 
condition  did  develop  and  the  plaintiff's  dam- 
ages might  thereby  be  increased,  would  not 
constitute  a  new  cause  of  action.  It  would  seem 
then  that  the  plaintiff's  cause  of  action  accrued 
at  the  time  of  the  original  injury*. 

AIcMahox,  F.  B.  and  Carmax,  R.  D.  The 
Roentgenologic  Diagnosis  of  Primary  Car- 
cinoma of  the  Lung.  (Am.  J.  Med.  Sc, 
Januar}-,  1918,  Vol.  CLV,  No.  550,  p.  34.) 

Primary  carcinoma  of  the  lung  is  believed 
to  be  rare,  only  428  cases  ha\-ing  been  reported. 
Most  of  these  are  from  postmortem  data,  so 
that  the  roentgen  rays  in  the  future  may  show 
the  disease  to  be  less  rare  than  hitherto  sup- 
posed. The  decisive  value  of  the  roentgenolog- 
ical examination  has  not  been  generally  recog- 
nized, perhaps  because  the  study  has  been  al- 
most whollv  confined  to  isolated  cases. 


"Tn  most  instances  the  roentgen  findings  in 
primary  carcinoma  of  the  lungs  are  pathogno- 
monic of  the  disease,  and  may  be  the  first  to 
suggest  the  exact  natiu-e  of  the  pulmonary 
lesion.  The  areas  of  increased  density,  their 
size,  shape,  and  position,  are  usually  charac- 
teristic and  aid  in  the  clinical  diagnosis  more 
than  most  other  signs.  This  does  not  imply 
that  all  other  signs  can  be  slighted  or  dis- 
carded, for  it  is  by  a  careftd  collection  and 
correlation  of  all  the  facts  that  a  satisfactory 
differential  diagnosis  may  best  be  established. 

'Tn  the  roentgen  examination  three  types 
of  the  disease  are  recognizable;  namely,  the 
infiltrative,  the  militan,^,  and  the  mixed,  which 
correspond  to  the  gross  pathological  groupings. 
For  convenience  each  type  will  be  discussed 
separately  though  many  characteristics  are 
common  to  all.  A  striking  feature  in  all  types 
and  one  of  considerable  diagnostic  importance 
is  the  absence  of  practically  any  increase  in 
mediastinal  density.  The  presence  of  extensive 
pleural  in\'olvement  in  primary'  carcinoma  of 
the  lung  renders  the  interpretation  of  the 
roentgenogram  correspondingly  more  difficult, 
but  not  impossible.  The  presence  of  large 
pleural  effusions  tends  to  completely  mask  the 
roentgenographic  pictiire  and  to  conceal  the 
underh-ing  and  principal  pathological  condi- 
tion in  the  lung.  A  second  roentgen  examina- 
tion is  necessary  after  thoracentesis.  Fortu- 
nately these  latter  two  conditions  rarely  occur 
untn  the  terminal  stages  of  the  disease. 

'Tn  the  stereoscopic  study  of  the  infiltrative 
type  of  primarv'  carcinoma  of  the  lung,  the 
roentgenogram  shows  one  or  more  areas  of  in- 
creased density  along  the  roots  of  the  larger 
bronchi.  The  shadows  are  homogeneous  or 
partially  mottled.  The  borders  are  infiltrative 
and  not  sharph^  demarked.  The  areas  of  den- 
sity are  wedge-shaped,  vnth.  the  apex  pointing 
toward  the  hilus,  and  there  may  be  either 
tmilateral  or  bilateral  invoh'ement.  The  degree 
of  density  is  marked  but  varies  ^x-ith  the  extent 
and  duration  of  the  disease.  Until  there  is  ex- 
tensive involvement  the  process  does  not 
reach  the  periphen,'  of  the  lung,  so  that  small 
areas  of  air-fiUed  lung  tissue  may  be  seen  be- 
tween the  growth  and  the  chest  wall.  The 
most  frequent  site  of  this  type  of  lesion  is  in 
one  of  the  lower  lobes.  There  is  always  present 
a  hazy  shadow-zone  surrounding  the  gro\\i:h, 
due  to  congestion  from  active  hyperemia  or 
passive  congestion  due  to  mild  pressure,  or  to 
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both  conditions.  The  roentgen  shadows  found 
in  this  type  of  carcinoma  of  the  lung  at  times 
make  the  diagnosis  difficult.  The  roentgeno- 
gram will  show  the  presence  of  a  lesion  in  the 
lung,  but  if  the  neoplasm  is  in  an  early  stage 
the  areas  of  density  may  not  be  entirely  typi- 
cal of  primary  infiltrative  malignancy.  In  such 
cases  the  roentgen  diagnosis  can  be  only  ten- 
tative, and  if  the  other  findings  are  not  suffi- 
ciently corroborative  a  subsequent  roentgen 
examination  should  be  made. 

"Two  of  the  cases  studied  by  us  were  of  the 
infiltrative  type.  In  one  (Case  176118)  the 
roentgenogram  showed  the  presence  of  a 
lesion  in  the  lower  right  lung,  the  exact  nature 
of  which  was  doubtful  until  an  exploratory 
thoracotomy  and  a  microscopic  examination 
were  made.  In  the  other  case  the  lesion  was 
more  extensive  and  typical  of  primar}^  malig- 
nancy. Postmortem  examination  confirmed  the 
diagnosis. 

"In  the  miliary  type  there  are  innumerable 
regular,  irregular,  or  conglomerate  small  areas 
of  increased  density  extending  throughout  all 
the  lobes.  Their  borders  are  poorly  defined  and 
not  sharply  circumscribed  from  the  siirrounding 
parenchyma  of  the  lung  because  of  the  marked 
infiltrating  character  of  the  neoplasm.  The 
process  is  diffuse  throughout  both  lungs  and 
the  areas  of  density  are  distributed  as  uni- 
formly near  the  hilus  as  in  the  periphery  of 
the  lung.  The  shadows  show  no  tendency  to 
be  arranged  in  groups  or  clusters.  There  are 
usually  no  true  cavities  but  there  may  be 
localized  dilatations  of  the  smaller  bronchi 
and  bronchioles,  the  walls  of  which  may  be 
differentiated  from  the  cavity  formation  onh- 
by  the  stereoscope.  Dilated  bronchioles  are 
recognized  roentgenologically  by  the  absence 
of  any  thickened  wall. 

"The  mixed  type  of  primary  carcinoma  of 
the  lung  includes  a  combination  of  the  infiltra- 
tive and  the  miHary  forms.  In  this  type  are 
found  poorly  circimiscribed,  homogeneous,  or 
slightly  mottled  areas  of  increased  density  in 
one  or  more  parts  of  the  lung,  and  mtdtiple 
smaller  areas  of  increased  density  similar  to 
those  found  in  the  miliary  type,  diffusely 
studding  the  entire  remaining  portions  of  both 
lungs.  Two  of  the  cases  (Cases  160751  and 
109685)  were  of  this  type.  In  both  the  diag- 
nosis was  confirmed  by  a  postmortem  exam- 
ination." 

The  authors  thus  demonstrate  the  close  de- 


pendence of  the  roentgenographic  signs  uponl 
the  pathology  of  pulmonary  carcinoma.  The^ 
following  shows  that  the  roentgenologist  must 
not  only  be  a  pathologist  but  must  likewise  be 
a  student  of  clinical  diagnosis. 

"The  differential  diagnosis  of  primary  car- 
cinoma of  the  lung  must  be  made  from  a  large 
number  of  other  pathological  conditions  found 
in  the  thorax,  which  in  the  roentgenogram  may 
in  a  measure  simidate  carcinoma.  A  long  and 
detailed  description  of  each  is  unnecessary 
here,  but  the  salient  and  important  points 
concerning  the  more  confusing  conditions  are 
as  follows: 

"Bronchiectasis  may  be  confused  with  the 
infiltrative  type  of  primary  pulmonary  carci- 
noma in  the  early  stages,  or  when  either  lesion 
is  atypical.  Moore  has  shown,  however,  that 
in  bronchiectasis  the  shadow  is  fan-shaped 
and  extends  to  the  periphery;  also  that  when 
a  lower  lobe  is  involved  the  costophrenic  angle 
is  obliterated  and  the  process  is  usually  though 
not  always  bilateral.  Further,  in  bronchi- 
ectasis, cavitation  is  invariably  present,  with 
shadows  suggesting  dense  fibrosis  around  the 
cavity.  When  bronchiectasis  is  suspected  the 
patient  should  be  induced  to  attempt  the  evac- 
uation of  the  contents  of  the  cavity  by  forced 
coughing  and  expectoration,  in  order  that  the 
cavitation  may  be  shown  more  clearly  in  the 
second  roentgenogram. 

"Pulmonary  abscess  and  encysted  empyema 
are  usually  not  difficult  to  differentiate  from 
carcinoma.  In  such  cases  the  areas  of  in- 
creased density  are  sharply  circumscribed  and 
surrounded  by  a  shadow  zone  of  inflammatory 
change  beyond  which  is  the  normal  healthy 
lung  area.  The  presence  of  the  shadows  of  a 
fluid  level  with  a  gas  bubble  above  in  an  ab- 
scess cavity  may  be  further  aids.  Finally,  the 
shadow  of  a  thickened  pleura  is  more  fre- 
quently associated  with  these  conditions  than 
with  pulmonary  malignancy. 

"In  lobar  pneumonia  the  shadows  are  usu- 
ally localized,  soft  and  hazy,  and  vary  in  den- 
sity wdth  the  stage  of  the  disease.  In  the  early 
stage  there  may  be  only  a  slight  difference  in 
density  from  the  surrounding  lung  tissue, 
while  in  the  later  stages  the  density  is  greater 
and  the  shadow  is  sometimes  mottled.  Any 
part  of  the  lung  may  be  involved  but  the 
condition  usually  includes  practically  an  entire 
lobe.  The  pleura  is  much  more  frequently  in- 
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volved.  Clinically,  of  course,  the  differentiation 
is  even  more  emphatic. 

"Regarding  syphilis  of  the  lung  very  little 
is  knowTi  definitely  from  the  clinical  stand- 
point and  less  from  the  roentgen  standpoint. 
While  the  disease  seems  to  be  more  common 
than  formerly  and  is  recognized  clinically,  Dr. 
W.  W.  BisseU  informs  us  that  he  has  never 
seen  a  case  in  4000  postmortems.  In  one 
proved  case  in  the  clinic  the  roentgen  exami- 
nation revealed  marked  enlargement  of  the 
mediastinal  shadow  ^^-ith  areas  of  increased 
density  in  the  regions  of  the  main  bronchi 
while  the  periphery  was  free.  The  heart  shadow 
was  greatly  enlarged  and  the  aorta  dilated. 
At  autops}-  multiple  diffuse  areas  of  dense 
patchy  fibrous  infiltration  were  found  in  both 
lungs  near  the  hilus,  together  \\'ith  a  large 
heart  showing  marked  myocardial  changes  and 
a  sacctdar  aneurysm  of  the  ascending  aorta. 
We  have  never  seen  or  at  least  ha\'e  never 
diagnosed  gumma  in  the  parench\Tna  of  the 
lung.  Gvunma  in  the  mediastinum  may  be  dif- 
ferentiated from  primar\^  carcinoma  of  the 
lung.  The  shadow  is  usually  large,  well  circum- 
scribed, homogeneous,  and  unilateral  or  bulging 
to  one  side. 

"In  pThnary  sarcoma  and  lymphosarcoma 
of  the  lung  the  roentgenogram  corresponds  in 
its  characteristics  to  that  of  mediastinal 
gumma,  except  that  in  sai*coma  the  tumor 
shadow  tends  to  be  larger.  Infiltration  and 
involvement  of  distant  portions  of  the  lung 
rarely  occtir. 

"In  Hodgkin's  disease  the  roentgenogram 
usually  shows  areas  of  increased  density  which 
are  symmetrical,  bilateral,  well  circumscribed 
and  limited  to  the  mediastinum.  There  are  no 
changes  in  the  density  along  the  course  of  the 
main  bronchi  unless  the  tumors  are  very  mas- 
sive or  there  is  marked  myocardial  degenera- 
tion leading  to  much  passive  congestion. 

"In  actinomycosis  and  allied  aft'ections  of 
the  limg  the  roentgen  findings  may  be  differ- 
entiated from  those  of  primary  malignancy. 
The  areas  of  increased  density  are  'stringy' 
and  fan-shaped  in  arrangement,  usually  found 
in  the  periphery  and  surrounded  by  a  soft 
shadow  zone  of  inflammatory-  reaction.  The 
pleura  is  involved  early  and  there  may  be  an 
area  of  increased  density  corresponding  to  a 
tumor  on  the  bony  chest  wall. 

"There  is  a  marked  difference  in  the  roent- 
gen shadows  found  in  primary  and  metastatic 


malignant  disease  of  the  lungs.  As  in  the 
metastatic  carcinomas,  sarcomas,  and  mixed 
tumors  the  roentgenogram  shows  the  same 
characteristics  and  their  roentgen  appearances 
may  be  enumerated  collectively.  According  to 
Moore  and  one  of  us  (Carman)  the  areas  of 
density  in  metastatic  malignancy  of  the  lung 
are  rounded,  regular,  clearly  circumscribed, 
homogeneous,  without  inflammatory  reaction; 
they  var>'  in  size,  are  usually  multiple,  and 
may  occur  in  any  part  of  the  lungs. 

"Cysts  of  the  lung  show  in  the  roentgeno- 
gram as  large,  clearly  circvunscribed  and 
homogeneous  areas  of  increased  density.  They 
are  usually  single  and  are  found  in  the  right 
lower  lobe. 

"  Fibrom^-xoma  of  the  lung  is  easih'  differ- 
entiated from  primary  carcinoma.  In  the  for- 
mer the  area  of  increased  density  is  large,  mas- 
sive, homogeneous,  and  well  ciroimscribed. 
An  entire  lobe  is  usually  involved,  most  com- 
monly the  upper.  Since  the  tumor  is  slow- 
growing  there  is  very  little,  if  any,  congestion- 
shadow  surrounding  it." 

This  is  clear  and  definite,  but  the  paragraph 
on  the  differentiation  from  tuberculosis  is  far 
less  satisfactory.  They  say: 

"  The  differentiation  from  the  roentgenogram 
of  pulmonary  tubercidosis  will  seldom  be  diffi- 
cult. In  chronic  ptdmonar>'  tuberculosis  the 
periphery  is  the  common  location  of  the  areas 
of  increase  density,  with  ver>-  few,  if  any, 
changes  in  the  hilus.  The  shadows  are  more 
circumscribed.  The  upper  lobes,  especially  the 
apices,  are  usually  the  first  and  most  commonly 
involved.  Ca\dtation  may  be  present,  and  there 
is  frequently  an  associated  pleviritis.  In  acute 
or  subacute  miliary  tuberculosis  the  indi\4dual 
areas  of  increased  density  are  smaller,  more 
regular  in  shape,  more  discrete,  more  uniform 
in  size,  and  with  greater  peripheral  involve- 
ment than  in  the  miHar}-  type  of  carcinoma." 

The  symptomatology  indicates  in  a  striking 
manner  the  close  resemblance  clinically  which 
pulmonary  carcinoma  bears  to  phthisis.  Chron- 
ic cough,  sputum,  hemoptysis,  hoarseness,  loss 
of  weight,  fever  and  pleuritic  effusion,  all  con- 
sidered distinctive  signs  of  tubercidosis  are 
3"et  present  in  carcinoma.  The  authors  in  the 
forepart  of  the  article  state  that: 

"Cough  is  an  early  symptom;  it  is  usually 
slight  but  constant  and  distressing.  Expectora- 
tion, if  any,  is  moderate  in  amount ;  it  consists 
chieflv  of  mucus  and  at  times  may  be  blood- 
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stained.  Hemoptysis  is  common,  but  the  quan- 
tity of  blood  is  small.  Inspiratorv"  dyspnea 
comes  on  early,  is  nearly  always  present  and 
is  exaggerated  by  exertion.  Hoarseness  and 
change  of  voice  from  pressure-paresis  of  one 
or  both  vocal  cords  is  common.  Pain  is  a  prom- 
inent, but  not  early,  symptom.  It  is  associated 
with  substernal  pressure  symptoms  or  pleural 
involvement.  Pressure  may  give  rise  to  dys- 
phagia. Weight  loss  and  weakness  are  pro- 
nounced and  progressive.  A  rise  of  temperature 
of  0.5°  to  1°  is  usual;  chills  and  sweats  are 
rare.  The  infiltrative  type  runs  a  longer  course 
than  the  miliary  or  mixed  type. 

"The  physical  findings  are  such  as  would 
be  expected  in  massive  or  patchy  infiltration 
and  consolidation  of  the  lung  from  any  cause. 
Pleural  effusion  may  mask  these  signs;  on 
aspiration  the  fluid  may  be  straw-colored, 
blood-stained,  or  darkly  discolored.  Engorge- 
ment of  the  veins  of  the  anterior  chest  wall 
and  edema  of  one  or  both  arms  may  be  present. 
Enlarged  supraclavicular  or  axillary  glands, 
are  suggestive,  and  removal  of  such  glands 
may  aid  the  diagnosis." 

This  article  emphasizes  unconsciously  the 
deeply  important  fact  that  roentgen  ray  in- 
terpretation demands  a  wide  knowledge  of 
pathology  and  clinical  medicine.  The  roentgen 
ray  plate  may  supply  the  data  but  we  see  only 
what  we  learn  to  see. 

Such  an  article  as  this  one  by  McMahon 
and  Carman  extends  the  confines  of  roentgeno- 
logical knowledge. 


Harbitz,  Francis.  Extensive  Calcification  of 
the  Lungs  as  a  Distinct  Disease.  {Arch. 
Int.  Med.,  Jan.,  1918,  p.  139.) 

Calcium  deposits  may  take  place  in  degen- 
erated or  necrotic  tissue,  in  exudates  and  blood 
clots,  in  lymph  nodes,  in  lungs,  in  the  arteries 
and  in  certain  cases  in  many  other  organs  of  the 
body.  Calcification  may  occur  on  a  large  scale 
and  give  rise  to  distinct  disease.  Virchow 
showed  that  in  bone  tumors,  osteomalacia  and 
leukemia,  a  "calciimi  metastasis"  may  take 
place,  especially  in  the  lungs,  the  left  ventricle, 
the  pulmonary  veins,  the  gastro-intestinal  walls 
and  the  kidneys,  A  selective  deposit  of  car- 
bonates and  phosphates  of  calcium  also  takes 
place  in  bursae  and  tendon  sheaths,  as  for  ex- 
ample in  the  subacromial  bursa.  In  ''calcinosis 


universalis"  a  calcium  infiltration  is  found  in 
nearly  all  tissues  excepting  those  of  internal 
organs  and  joints,  while  the  bones  appear  nor- 
mal. An  extensive  and  most  extraordinary 
calcification  may  occur  in  the  lungs.  The  au- 
thor's description  of  the  autopsy  in  his  own 
case  is  striking  and  instructive. 

''There  was  no  fluid  in  the  pleural  cavities; 
a  few  fibrous  bands  were  present  over  the  left 
lung  and  general  adhesions  over  the  right;  the 
lungs  were  large,  as  in  croupous  pnetunonia, 
solid  and  heavy,  feeling  like  stones  and  sinking 
in  water;  the  right  lung  weighed  2,750  gm.,  the 
left  2,130,  in  all  4,880  gm.  Placed  on  the  base, 
the  lungs  stood  by  themselves;  in  consistency 
the  substance  was  almost  like  wood,  but  not 
uniformly  so,  being  apparently  full  of  small, 
solid  particles,  and  under  the  pleura  here  and 
there  were  small,  white,  flat  masses  of  mineral 
nature.  The  substance  could  be  cut  only  with 
difficulty  and  felt  like  porous  bone.  Passing 
the  finger  over  the  surface  felt  like  rubbing  it 
over  sandpaper,  and  here  and  there  were  round 
or  irregular  concretions.  The  distribution  of 
mineral  matter  was  about  the  same  in  both 
lungs,  perhaps  a  little  more  marked  in  the  left. 
The  cut  surface  was  peculiar,  reddish-brown, 
with  numerous  small  holes  in  an  extensive 
stroma;  bloody,  frothy  fluid  exuded.  The  first 
impression  that  the  lungs  were  free  of  air  and 
compact  was  not  correct;  air  was  present 
everywhere,  but  the  air-containing  tissue  was 
less  in  amount  than  the  interstitial  tissue  with 
the  mineral  deposits.  Areas  in  the  anterior  bor- 
der of  the  right  lung  and  the  anterior  surface 
of  the  upper  lobe  contained  more  air  than  other 
parts  of  the  lungs.  After  drying  a  small  slice 
of  lung  substance  it  had  a  peculiar  yellow  red 
color  and  a  porous  surface  which  felt  like  sand- 
paper and  from  which  small  calcareous  gran- 
ules would  fall  out.  In  both  apices,  at  the 
hilus  of  the  lungs  and  in  the  lymph  nodes  in 
the  neck,  were  small,  old  caseous  foci.  The  pul- 
monary arteries  were  sclerotic  but  not  calcified 
or  dilated;  the  pulmonary  veins  were  normal. 
No  calcification  was  present  in  the  larger 
bronchi,  trachea,  or  larynx. 

"The  extensive  lime  deposits  in  the  lung  in 
this  case,  so  extensive  that  it  seems  quite  re- 
markable that  life  lasted  as  long  as  it  did,  do 
not  appear  to  be  duplicated  by  any  reports 
in  the  literature  either  of  genuine  '  metastatic ' 
deposits  or  of  the  few  cases  in  which  there  was 
no  definite  cause.   It  is  noteworthy  that  the 
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lungs  weighed  nearly  six  times  as  much  as 
normal  and  that  on  first  impression  they  ap- 
peared to  be  almost  entirely  airless ;  the  deposits 
were  diffuse  and  evenly  distributed  throughout 
the  lungs,  showing  that  they  were  independent 
of  local  changes  such  as  thrombi  or  infarcts." 

A  similar  case  reported  by  Tschistowisch  was 
associated  with  multiple  myeloma.  A  case  de- 
scribed by  Pari  was  associated  with  cancer 
of  the  uterus  with  bone  metastasis.  Another 
case  reported  by  Wells  occurred  in  the  coiu"se 
of  myelogenous  leukemia.  Man}'  other  cases  of 
partial  calcification  have  been  reported  by  va- 
rious  clinicians  in  association  with  a  ven,-  large 
variety  of  diseases,  so  that  it  is  impossible  to 
regard  the  condition  as  consistently  secondan,' 
to  any  definite  or  recognized  group  of  diseases. 
But  fimdamentaUy  there  is  in  all  cases  a  pro- 
found disturbance  in  calciimi  metabolism  de- 
pendent upon  disordered  function  of  glands  of 
internal  secretion. 


Abbe,  Robert.  Paget's  Disease  of  the  Bone: 
Excellent  Repair  after  Surgical  Operations. 
{Jour.  Am.  M.  Assji.,  Vol.  70.  Xo.  6,  Feb. 
9,  1918,  p.  371.) 

Sir  James  Paget  many  years  ago  described 
the  disease  which  has  since  borne  his  name. 
Much  later  the  Germans  renamed  the  disease 
" osteom\'elitis  fibrosa."  To  many  roentgenol- 
ogists the  identity  of  osteomyelitis  fibrosa  (or 
osteitis  fibrosa)  with  Paget's  disease  of  the  bone 
is  a  matter  of  surprise.  Abbe  objects  to  the 
German  name  as  clinically  delusive,  because 
there  is  nowhere  a  fibrous  change  but  only  a 
large  bony  overgrowth. 

He  says:  '"Though  the  disease  appears  first 
in  some  isolated  bone,  it  is  not  essentialh'  a 
'one-bone  disease.'  Usually  it  is  noticed  in  a 
cun^ature  and  enlargement  of  one  tibia,  femur, 
cla\acle  or  ulna;  and  the  surgeon  often  exam- 
ines the  skeleton  in  vain  endeavor  to  find  a 
second  diseased  bone.  Nevertheless,  in  almost 
all  cases,  a  roentgenogram  of  the  head  will 
reveal  a  thickening  of  the  frontal,  parietal  and 
occipital  bones,  sometimes  of  enormous  degree 
— to  an  inch  in  thickness,  with  no  prior  sus- 
picion. 


''In  the  skull  the  enlargement  is  never  at 
the  expense  of  the  cranial  ca\ity.  In  the  long 
bones  there  is  curvature  with  much  increase  in 
bulk,  by  periosteal  and  endotheHal  gro'^i;h. 
Occasionally,  though  rarely,  a  sarcomatous  de- 
generation may  ensue.  While  the  disease  is  not 
widely  recognized,  it  is  by  no  means  so  uncom- 
mon as  would  be  implied  by  the  general  igno- 
rance of  the  profession  about  it,  and  quite  a 
niimber  of  cases  go  unrecognized. 

'Tn  fourteen  private  cases  of  this  disease 
seen  dming  recent  j-ears,  four  cases  with  jaw 
complication  have  come  to  my  notice.  In  two 
of  these,  extensive  surgical  operation  was  re- 
quired and  most  excellent  results  were  ob- 
tained. Its  slow  development  is  emphasized 
in  one  case  of  a  woman  whose  lower  jaw  I  had 
treated  for  a  cyst  on  several  occasions  for 
twenty-two  A^ears.  Only  three  years  ago  it 
suggested  itself  to  me  that.it  might  be  Paget's 
disease,  and,  on  taking  a  roentgenogram,  I 
found  a  ver}^  thick,  typical  skuU.  When  its 
nature  was  thus  shown,  I  ventured  a  "uide  re- 
moval of  the  outer  plate  and  all  cancellous  and 
cystic  structure  of  the  forward  half  of  one  side 
of  the  lower  jaw,  lea\4ng  the. inner  compact 
structure." 

The  roentgenologist  must  be  on  his  guard 
therefore  in  cases  of  hyperplasia  of  the  jaw, 
and  should  roentgenograph  the  head  to  clinch 
the  diagnosis  of  Paget's  disease  of  one  of  the 
longbones. 


Walker,  C.  B.  The  Diagnosis  of  Pituitary 
Disorders.  (Interstate  M.  J.,  191 7,  XXIV, 
817.)  (Ref.  Internat.  Abstr.  of  Surg.,  Jan., 
1918,  p.  24.  Robitshek.) 

Although  .T-ray  demonstrations  of  the  en- 
larged sella  turcica  are  a  ^-er}'  reliable  diag- 
nostic point  in  determining  the  presence  of 
strumous,  tumorous  or  hyperplastic  condition 
of  the  hypophysis,  it  should  be  noticed  that 
many  cases  of  dyspituitarism,  especially  in  the 
last  two  groups  discussed,  may  show  no  en- 
largement of  the  sella  and  yet  may  have  a 
supracellar  or  interpeduncular  or  even  a  more 
distinct  tumor  gi\-ing  glandular  or  ocular  field 
manifestations  without  distorting  the  sella. 
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Diseases  of  the  Chest  and  the  Principles 
OF  Physical  Diagnosis.  By  George  Wil- 
liam Norris,  A.B.,  M.D.,  Assistant  Pro- 
fessor of  Medicine  in  the  University  of 
Pennsylvania;  and  Henry  R.  M.  Landis, 
A.B.,  M.D.,  Assistant  Professor  of  Medi- 
cine in  the  University  of  Pennsylvania. 
With  a  Chapter  on  the  Electrocardio- 
graph in  Heart  Disease  by  Edward  B. 
Krumbhaar,  Ph.D.,  M.D.,  Assistant  Pro- 
fessor of  Research  Medicine  in  the  Univer- 
sity of  Pennsylvania.  Pp.  782.  Price,  cloth, 
$7.00  net.  W.  B.  Saunders  Company,  Phil- 
adelphia and  London,  191 7. 

A  careful  study  of  this  treasure-house  will 
add  immeasurably  to  the  diagnostic  ability  of 
every  man  who  professes  to  interpret  the  roent- 
gen findings  of  the  chest.  As  a  work  for  frequent 
study  and  reference  this  book  should  find  a 
place  in  the  library  of  every  roentgenologist. 

In  the  roentgen  ray  features  of  this  treatise 
the  authors  have  had  the  assistance  of  two  of 
our  well-known  colleagues,  Doctors  Pancoast 
and  D.  R.  Bowen,  of  Philadelphia,  whose  care- 
ful work  is  abiuidantly  attested  by  the  pages  of 
this  book.  In  a  very  admirable  manner  the 
roentgen  findings  are  incorporated  into  the 
text  in  such  a  way  that  the  result  is  a  complete 
presentation  of  the  physical  diagnosis  of  the 
heart  and  lungs  in  health  and  disease.  The 
roentgen  ray  findings  are  seen  in  their  proper 
relation  to  the  clinical  aspects  of  the  case. 

Nevertheless,  in  spite  of  the  very  favorable 
impression  created  by  the  general  appearance 
of  the  volume,  we  read  the  authors'  opinion 
that  the  roentgen  ray  enables  us  to  "control" 
percussion  findings  and  often  definitely  estab- 
lishes the  presence  or  absence  of  deep-seated 
mediastinal  lesions  in  cases  in  which  ordinary 
physical  diagnosis  only  permits  us  to  "  suspect " 
the  lesion.  On  the  other  hand,  "the  ordinar}^ 
methods  of  diagnosis  are  far  superior  to  the 
roentgen  ray  in  cases  of  incipient  or  early  pul- 
monary tuberculosis.  ...  In  these  instances 
the  mistakes  are  usually  on  the  side  of  the 
roentgenologist.  The  roentgen  ray  is  rarely  of 
much  use  as  an  early  diagnostic  method  in 
cardiac  or  pulmonary  disease."  We  feel  that 
in  these  statements  the  distinguished  authors 
of  this  work  have  taken  too  reserved  a  stand, 


and  believe  that  the  future  will  demonstrate  a 
much  larger  field  of  usefulness  for  the  roentgen 
rays  in  diseases  of  the  chest  than  the  above 
statements  would  seem  to  indicate. 

J.  T.  C. 


A  Manual  of  X-Ray  Technic.  By  Arthur  C. 
Christie,  M.D.,  Major,  Medical  Reserve 
Corps,  U.  S.  Army;  Chief,  Section  of 
Roentgenology,  Surgeon  General's  Office, 
U.  S.  Army;  formerly  Captain,  Medical 
Corps,  U.  S.  Army,  and  Professor  of 
Roentgenology  and  Operative  Surgery, 
Army  Medical  School,  Washington,  D.  C. 
With  48  illustrations.  Second  edition,  re- 
vised and  enlarged.  Philadelphia  and  Lon- 
don, J.  B.  Lippincott  Company.  Price, 
cloth,  $3.00, 

This  manual  was  prepared  with  a  view  to 
the  needs  of  the  medical  service  of  the  United 
States  Army.  The  small  number  of  medical 
officers  in  the  service  of  the  regular  army  neces- 
sitates frequent  change  of  station,  so  that  it 
often  becomes  necessary  for  one  to  familiarize 
himself  in  a  comparatively  short  time  with  the 
essentials  of  roentgenologic  technic.  The  author 
recognizes  the  need  of  specializing  in  roentgen- 
ology^ and  urges  that  whenever  possible  the 
services  of  a  specialist  be  secured.  The  manual 
before  us  is  intended  to  instruct  the  men  who 
are  so  situated  that  they  cannot  avail  them- 
selves of  the  help  of  the  specialist,  and  should 
thus  be  of  value  to  a  large  class  of  ci\dlian 
physicians. 

Careful  perusal  of  the  latter  part  of  the  work 
impresses  one  that  the  author  has  exercised 
sound  judgment  and  commendable  reserv^e,  es- 
pecially in  the  discussion  of  moot  points,  and 
has  given  his  readers  a  fair  statement  of  the 
legitimate  field  of  roentgen  diagnostics  and 
therapy.  In  the  chapter  on  therapy  the  author 
acknowledges  the  assistance  of  his  colleague, 
Dr.  Thomas  A.  Groover. 

The  technical  descriptions  are  necessarily 
brief,  considering  the  size  of  the  work  (150 
pages).  In  fact,  our  one  criticism  would  be  on 
this  point. 

J.  T.  C. 
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The  Tube. — The  apparatus  to  be  describ- 
ed consists  in  the  first  place  of  the  couch 
(A'ith  a  roentgen  ray  tube  supported  below, 
the  latter  surrounded  by  a  protective 
shield,  or,  as  in  the  model  from  which  the 
[accompanying  illustrations  are  taken,  con- 
tained in  a  large  lead-lined  box.  The  tube 
is  supported  by  two  arms  which  are  car- 
ried outside  the  box  by  a  zigzag  opening. 
This  permits  of  the  tube  being  easily 
raised  and  lowered,  and  also  allows  the 
circulation  of  air  by  which  the  tube  is 
kept  cool,  while  at  the  same  time  no 
roentgen  rays  can  pass  out  in  this  direc- 
tion. (See  Fig.  i.) 

Fluorescent  Screen  and  Cross  Wires. — 
This  part  of  the  apparatus  which  is  carried 
outside  the  tube  box  is  attached  to  an 
upright  support,  and  from  the  upper  part 
of  this  support  there  is  projected  a  hinged 
arm  which  can  be  placed  horizontally 
over  the  couch  or  stretcher  upon  which 
the  patient  lies.  A  rack-and-pinion  arrange- 
ment enables  this  arm  and  the  tube  below 
to  be  moved  upwards  and  downwards 
together,  and  the  distance  between  them 
is   rigidly   fixed    and    constant.    Attached 


to  this  projecting  arm  is  a  square  frame 
holding  a  hinged  fluorescent  screen.  In  the 
center  of  the  frame  two  cross  wires  intersect 
(see  Fig.  2),  and  the  whole  device  is  so 
arranged  that  the  intersection  of  the  wires 
is  vertically  above  the  spot  on  the  anti- 
cathode  of  the  tube  from  which  the  roent- 
gen rays  originate. 

Centering. — The  tube  is  first  thoroughly 
adjusted  to  this  position,  and  the  final 
centering  is  done  by  suspending  a  small 
plumb  bob  from  the  intersection  of  the 
cross  wires.  The  screen  is  closed  down  upon 
it  so  that  the  plumb  bob  hangs  two  or  three 
inches  below  the  bottom  of  the  screen, 
and  the  tube  is  then  excited  and  the  cir- 
cular shadow  of  the  plumb  bob  is  observed. 
If  it  so  happens  that  the  cross  wires  occupy 
a  position  at  the  center  of  the  circular 
shadow  of  the  plumb  bob,  the  adjustment 
is  perfect,  and  nothing  further  need  be 
done.  Should  the  shadow  be  out  of  the  cen- 
ter, the  supporting  arm  near  the  pillar 
end  has  two  rack-and-pinion  movements 
which  enable  the  arm  to  be  pushed  for- 
ward across  the  couch  or — at  right  angles 
to  this  movement — in  hne  with  the  length 
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of  the  couch.  While  the  shadow  is  being 
observed,  these  screws  can  be  so  manipu- 
lated as  to  bring  the  plumb  bob  in  the 
dead  center  of  the  cross  wires.  This  is  a 
much  simpler  and  quicker  way  of  centering 
the  tube  than  that  of  moving  the  tube 
itself.  When  this  adjustment  has  been 
made,  a  small  clamp  is  tightened,  after 
which  no  displacement  can  occur.  The 
adjustment  once  obtained,  it  remains 
constant. 

Locating  the  Foreig7i  Body. — With  this 
arrangement  it  is  quite  obvious  that  a 
wounded  person  can  be  placed  upon  the 
table,  the  rack-and-pinion  motion  allowing 
the  descent  of  the  cross  wires  so  that  they 
are  actually  in  touch  with  the  skin,  or  as 
close  as  possible  to  it  while  allowing  free 
movements.  Two  handles  will  be  observed 
projecting  from  the  supporting  pillar;  of 
these  the  observer  takes  hold,  while,  on 
the  track  below,  the  tube  box  is  moved 
backwards  or  forwards  in  line  with  the 
length  of  the  couch  and  across  its  breadth. 
In  this  manner  the  patient  can  be  examined 


from  top  to  toe.  If  a  foreign  body  is  detect- 
ed, the  apparatus  is  so  adjusted  that  the 
shadow  of  this  foreign  body  is  made  to 
appear  at  the  intersection  of  the  cross 
wires.  When  this  adjustment  has  been 
obtained  the  box  can  be  clamped  to  avoid 
displacement;  the  screen  is  hinged  back, 
and  the  skin  of  the  patient  marked  at 
the  point  of  the  cross-wire  intersection. 
It  is,  of  course,  quite  obvious  that  the 
foreign  body  in  this  position  of  the  patient 
must  be  vertically  below  that  particular 
point. 

Ascertaining  Depth. — ^To  ascertain  the 
depth  at  which  the  foreign  body  is  lying 
below  the  cross  wires  is  a  simple  matter, 
involving  only  a  few  adjustments  after 
replacement  of  the  screen.  In  Fig.  3  a 
small  clamp  will  be  noticed  with  the  oper- 
ator's foot  upon  it  to  tighten  it;  from  this 
clamp  an  upright  will  be  seen  with  a  T 
piece,  which  T  piece  is  rotated  counter- 
clockwise, and  the  tube  box  and  support 
displaced  to  the  left  to  a  precise  distance 
of  6  cm.  (See  Fig.  i.)  (An  apparatus  can 


Fig.  I.  General  View  of  Apparatus  with  Couch  Frame,  Tube  Box  and  Upright  Support. 
Showing  (A)  couch  top  raised  and  (B)  handles  for  moving  apparatus  up  and  down. 
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)e  made  to  displace  for  any  other  distance 
hat  the  operator  may  desire.)  When  this 
s  done,  of  course,  the  shadow  of  the  foreign 
body   which    had    been    previously    accu- 
rately   centered    will    be    observed    to    be 
iisplaced  to  the  right,  and  as  the  distance 
Detween  the  tube  and  the  cross  wires  is 
ilways   constant    (in   this   case    50   cm.), 
the  displacement  of  the  shadow  varies  as 
the  depth  and  can  be  accurately  calibrated. 
I    As    a    result    of    many    experiments,    I 
pnd  that  for  easier  visibility  on  examining 
the  thick  parts  of  the  human  body,  a  wire 
j close  to  the  surface  of  the  screen  and  under 
the  protective   glass   is   more   easily   seen 
than  the  shadow  of  wires  underneath  the 
screen.    I   have,   therefore,   placed  on  the 
surface  of  the  screen  two  fine  cross  wires 
in  exact  register — when  the   screen  is  in 
position — with    the    cross    wires    on    the 
supporting  frame.   Then,   to  measure  the 
displacement  of  the  shadow.  I  have  a  very 
fine  wire,  like  a  fine  knitting  needle,  which 
is  made  to  travel  across  the  screen  hori- 
zontally,   parallel    with    one   of   the   fixed 


cross  wires  and  intersecting  the  other. 
This  traveling  wire  is  attached  to  a  nut 
on  a  two-thread  screw.  On  the  near  side 
of  this  nut  there  is  a  small  arrowhead 
indicator  in  contact  with  a  calibrated 
scale,  so  that  when  the  shadow  of  the 
displaced  foreign  bod}'  is  observed,  the 
little  screw  head  can  be  rotated  in  such 
a  manner  as  to  make  the  wire  travel  to 
the  position  of  that  point  in  the  shadow 
of  the  foreign  body  which  originally  was 
centered  by  the  cross  wires.  It  will  then 
be  found  that  the  arrow  points  to  a  certain 
number,  either  in  inches  or  centimeters, 
the  latter  preferably,  and  the  depth  of 
the  foreign  body  can  be  read  off  imme- 
diately. It  is  quite  easy  to  arrange  an  open 
scale  with  a  multiplying  gear  for  the  travel- 
ing wire,  but  after  trials  in  this  direction 
I  prefer  to  use  the  direct  reading  from  the 
traveling  nut.  which  obviates  all  slip, 
and  any  little  error  in  adjusting  the  wire 
and  the  shadow  is  not  therefore  magni- 
fiable  on  the  measuring  screen. 

It  must  alwavs  be  remembered  that  the 


Fig.   2.   HoRizoxTAL  Arm  with   Cross  Wires  and  Screen  Hinged  Back. 
Showing  (A)  screws  for  centering  cross  wires  and  (B)  handle  to  rotate  screw  rack  carr^-ing  moving  wire. 
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distances  recorded  on  the  micrometer 
scale  indicate  the  distances  of  the  foreign 
body  from  the  cross  wires  on  the  support- 
ing frame;  therefore,  if  the  central  spot 
marked  on  the  screen  is  any  distance  from 
the  cross  \Yires,  of  course  this  distance 
must  be  subtracted  from  the  indicated 
distance  to  give  accurate  depth  from  the 
marked  point  to  the  position  of  the  foreign 
body. 

The  manipulations  which  I  have  at- 
tempted to  describe,  although  when  writ- 
ten they  may  appear  complicated,  can  all 
be  carried  out  in  about  ten  seconds.  I  know 
of  no  device  at  the  present  moment  which 
is  so  accurate  and  rapid  as  this. 

Application  to  Roentgenography. — If  it  is 
desired  to  use  this  apparatus  for  making 
plates,  it  is  quite  a  simple  matter  to 
make  the  necessary  arrangements.  The 
point  where  the  wires  intersect  indicates 
the  vertical  ray.  This  can  be  placed  over 
the  area  which  it  is  desired  to  examine; 
a  little  mark  can  be  made  on  the  skin 
verticallv  below  the  cross  wires;  the  hori- 


zontal arm  hinged  back  (as  shown  in  the 
illustration) ;  and  then  the  plate  in  its 
holder  is  placed  as  usual  on  the  patient's 
skin,  and  a  roentgenogram  made,  either 
singly  or  with  the  stereoscopic  shift.  I  have 
purposely,  for  quick  localization  on  the 
screen,  made  this  apparatus  with  only 
one  method  of  shift,  always  to  the  left, 
thus  avoiding  mistakes,  and  making  the 
thing  "fool-proof."  Should  it  be  desired, 
however,  to  make  stereoscopic  plates 
with  the  shift  across  the  couch,  it  is  quite 
easy  to  make  a  little  indicator,  and  while 
the  tube  box  is  prevented  by  a  fixed  clamp 
from  moving  parallel  with  the  length  of 
the  couch  it  can  be  moved  across  the  couch 
with  any  displacement  desired. 

Use  in  Connection  with  Surgical  Oper- 
ating Couch. — I  wish  specially  to  point 
out  the  utility  of  this  apparatus  in  con- 
nection with  the  operating  couch  which 
the  surgeon  uses  for  the  actual  removal 
of  the  foreign  body.  Let  us  suppose  that 
the  surgeon  has  begun  his  operation  and 
has  difficultv  in  finding  the  foreign  body. 


Fig.  3.  Foot  Control  of  Upright  Handle  for  Displacement. 

Showing  (A)  position  of  handle  before  displacement.     In  FiG.  i  handle  has  been  turned, 

indicating  6  cm.  displacement. 
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le  can  observe  the  screen  by  means  of  a 
lood,  or  the  room  may  be  darkened  for 
I  few  seconds.  The  arm  of  the  screen  is 
olaced  horizontally  and  racked  up  so  as 

!-,o  be  quite  clear  of  the  wound,  over  w^hich 
t  can  be  moved  without  touching,  and 
herefore  need  not  be  disinfected.  The 
Apparatus  can  be  rapidly  moved,  as  already 
jdescribed,  until  the  shadow  of  the  foreign 
jbody  is  centered,  when  it  can  be  clamped 
'and  fixed.  The  surgeon  can  then  introduce 
(into  the  wound  a  little  probe  which  he 
can  move  about  until  it  comes  vertically 
over  the  foreign  body,  when  it  may  be 
pushed  down  to  the  bottom  of  the  wound 
land  held  there.  The  shift  can  be  made  at 
once,  and,  by  moving  the  micrometer 
traveling  wire  over  the  point  of  his  probe, 
the  surgeon  can  read  the  depth  below  the 
cross  wire  with  the  aid  of  a  little  flash 
lamp.  He  then  moves  the  micrometer 
traveling  wire  on  to  the  shadow,  with  the 
corresponding  part  of  it  over  the  part 
which  was  previously  centered,  and  reads 
the  depth  of  the  foreign  body.  The  differ- 
ence between  the  two  readings  gives  him 
at  once  the  vertical  depth  of  the  foreign 
body  below  the  point  of  his  probe. 

Use  at  Clearing  Stations. — The  accom- 
panying stereoscopic  photographs,  if 
viewed  in  a  small  lenticular  stereoscope, 
will  show  fairly  well  the  first  model  of 
the  apparatus  that  I  have  had  made. 
Now  that  the  general  principles  of  the 
method  as  here  described  are  understood 
by  practical  engineers,  it  seems  to  me  they 
would  not  find  it  difficult  to  devise  and 
construct  some  convenient  form  in  which 
these  principles  would  be  carried  out.  and 
which  could  be  placed  under  an  operating 
couch  or  under  a  stretcher.  In  this  way 
wounded  men  could  be  carried  in  on 
stretchers,  examined,  the  position  and 
depth  of  the  foreign  body  indicated,  and 
then  each  man  could  be  rapidly  removed 
and  his  place  be  taken  by  the  next.  At  clear- 
ing stations  it  appears  to  me  that  this 
would  facilitate  the  work  enormously,  and, 
if  the  operating  couches  had  stretcher 
tops,    should   there   be    anv    difficultv    at 


any  time  in  extracting  the  foreign  body, 
and  a  separate  roentgen  ray  outfit  were  not 
available  for  each  operating  table,  the 
patient  could  be  carried  and  placed  on 
trestles  between  the  tube  and  the  screen 
as  I  have  already  described,  and  the  posi- 
tion of  the  foreign  body  quickly  ascer- 
tained. 

I  should  advise  the  construction  of  a 
simple  apparatus  of  this  kind,  as  rigidly 
and  lightly  made  as  necessary,  and  a  small 
portable  track  which  could  be  laid  down 
anywhere  in  clearing  stations  for  it  to 
run  on.  This,  with  two  trestles  to  support 
the  stretcher,  would  enable  the  wounded 
to  be  carried  in  to  the  required  position 
between  tube  and  cross  wires. 

The  Upright  Stand. — I  have  here  de- 
scribed the  method  as  applied  to  patients 
on  a  horizontal  couch.  It  is  quite  a  simple 
matter  to  devise  an  apparatus  to  work  on 
an  upright  stand. 

Tube  Box  and  Diaphragm. — I  should 
like  to  emphasize  the  advantage  of  this 
large  box  for  containing  the  tube.  It  has  a 
large  hinged  door  on  the  opposite  side  to 
that  from  which  I  photographed  it,  with 
a  lead  glass  window,  which  can  be  opened 
and  gives  easy  access  to  the  tube.  Further, 
there  is  complete  protection  to  everybody 
who  keeps  out  of  the  direct  path  of  the 
rays  which  come  from  the  opening  in  the 
top  of  the  box.  Moreover,  for  those  who 
wish  to  work  with  very  small  diaphragms, 
I  have  devised  a  simple  modification  which 
has  proved  very  useful.  A  large  square 
opening  is  placed  on  the  top  of  the  box. 
Two  lead  plates  are  also  provided  which 
slide  together,  so  that  they  can  be  closed 
or  opened  in  unison.  In  this  way  a  very 
narrow  slot  can  be  adjusted,  parallel  to 
the  line  of  displacement  of  the  tube  box. 
From  either  end  of  this  diaphragm  there 
are  two  lead  plates  which  also  slide  and 
meet  in  the  middle,  but  are  operated  by 
separate  handles,  so  that  when  a  small 
square  opening  is  desired  opposite  the 
intersection  of  the  cross  wires,  the  handle 
operating  the  two  plates  closes  them  to 
a  slot ;  then  the  two  side  plates  are  moved 


2  So 


Roentgenology  in  Warfare 


up  until  a  very  small  narrow  square  open- 
ing is  made,  admitting  of  extremely  fine 
observation,  as  the  glare  from  the  rest 
of  the  screen  does  not  disturb  the  vision 
of  the  observer.  Of  course,  after  the 
object  has  been  centered  and  the  apparatus 
displaced  to  get  the  shadow  shift,  this 
fine  diaphragm  will  completely  eclipse 
the  shifted  shadow.  Therefore,  the  lateral 
plate  in  the  direction  in  which  the  shadow 
has  been  shifted — in  this  case  always  to 
the  right  of  the  observer — has  to  be  opened 
until  the  shadow  of  the  foreign  body  is 


seen,  and  then  the  other  plate  can  be 
pushed  across  the  center  up  towards  it 
until  one  gets  an  equally  small  square 
opening  for  observing  the  shifted  shadow 
as  one  had  originally  for  observing  the 
central  shadow.  This  is  quite  easy  of  manip- 
ulation, and  enables  one  to  observe  the 
central  and  the  shifted  shadow  of  the  foreign 
body  under  the  same  optical  conditions. 

After  considerable  experience  of  this 
method  of  quick  and  accurate  localization 
on  the  screen,  I  have  every  confidence  in 
recommending  it. 
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The  following  paper  by  J.  Hall-Edwards 
is  especially  timely.  It  is  written  by  a 
roentgenologist  of  ripe  experience  and  sane 
judgment,  and  may  be  read  with  profit 
by  surgeons  as  well  as  roentgenologists. 

I  wish  to  call  particular  attention  to  the 
author's  plea  for  cooperation  between  the 
surgeon  and  the  roentgenologist.  With 
proper  cooperation  between  these  two  the 
.Y-ray  has  rendered  invaluable  assistance 
in  the  present  war,  while  without  such 
cooperation  it  is  valueless  or  even  harm- 
ful. 

The  necessit}^  for  this  harmony  of  effort 
furnishes  the  reason  for  another  point  in- 
sisted upon  by  the  author — that  all  roent- 
genologists must  be  men  with  medical 
training.  The  non-medical  technician  can- 
not possibly  bring  to  a  consultation  with 
the  surgeon  the  experience  and  training 
necessary  to  give  his  opinions  weight.     The 


Surgeon  General's  Office  has  recognized 
this  fact  and  has,  from  the  beginning  of 
the  war,  insisted  that  only  officers  of  the 
Medical  Reserve  Corps,  graduate  physi- 
cians, should  be  assigned  for  duty  as  roent- 
genologists. The  Surgeon  General's  Of- 
fice has  also  recognized  the  necessity  for 
thorough  cooperation  between  the  sur- 
geon and  roentgenologist.  In  the  schools 
for  instruction  in  surgery  roentgenological 
methods  are  being  thoroughly  explained 
and  illustrated,  and  in  the  .v-ray  schools  no 
opportunity  is  lost  to  give  to  the  students 
the  surgeon's  standpoint. 

The  American  roentgenologist  is  anxious 
to  profit  by  the  experience  obtained  by  our 
allies  at  great  cost  and  sacrifice,  and  Mr. 
Hall-Edwards  has  rendered  us  a  real  serv- 
ice by  publication  of  this  paper  calling  at- 
tention to  vital  matters  in  the  conduct 
of  the  x-ray  work  of  the  war. 
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^|T  VENTURE  to  submit  this  paper  in  the 
-■-  hope  that  a  few  notes  from  one  who  has 
had  considerable  experience  both  in  the 
present  and  South  African  wars,  may  prove 
of  some  value  to  m^^  American  friends  who 
are  now  being  brought  face  to  face  with 
the  many  difficulties  which  present  them- 
selves to  the  surgeons  and  roentgenologists 
engaged  in  war  work. 

Every  roentgen  department  should  be 
supervised  by  a  trained  medical  officer — 
under  no  circumstances  should  a  layman 
be  allowed  to  sign  a  roentgenological  re- 
j  port.  Nothing  is  likely  to  be  more  detri- 
!  mental  to  the  future  of  our  science  than 
the  effects  which  are  certain  to  accrue  if 
this  injunction  be  disregarded. 

There  are  at  the  present  time  hundreds 
if  not  thousands  of  .x-ray  assistants  em- 
ployed in  the  army  who  before  the  war 
were  absolutely  ignorant  of  the  most 
elementary  principles  of  .v-ray  technic. 
These  assistants,  after  a  few  months'  work 
in  an  x-ray  department,  consider  them- 
selves competent  to  undertake  .x-ray  ex- 
aminations on  their  own  account.  The}^ 
were  chosen  for  the  positions  they  now  hold 
chiefly  on  account  of  their  having  some 
elementary  knowledge  of  developing  and 
printing,  and  a  certain  number  of  them 
have  gone  through  a  short  course  of  in- 
struction in  x-ray  work  prior  to  their  being 
employed  in  these  departments.  Their 
knowledge,  even  at  the  end  of  the  war,  will 
be  exceedingly  limited,  inasmuch  as  the 
majority  of  cases  roentgenographed  by 
them  are  essentially  war  cases,  such  as  are 
seldom  if  ever  met  with  in  civil  practice, 
so  that  even  should  they  be  endowed  with 
special  aptitude  for  observing  details,  their 
knowledge  of  x-ray  procedure  is  extremely 
limited. 

The  interests  of  both  the  public  and  the 
profession  must  be  safeguarded,  and  these 
assistants  must  be  told  that  there  is  no 
more  chance  of  their  being  able  to  make  a 
living  out  of  x-rays  after  the  war  (except 
as  assistants)  than  there  is  of  a  navvy  in 
the  Royal  Engineers  being  able  to  make 
a  living  as  a  consulting  engineer. 


Cooperation  between  the  surgeon  and 
the  roentgenologist  is  essential  to  success. 
My  experience  as  an  inspector  of  roent- 
genological departments  proved  to  me 
that  the  best  work  was  done  in  hospitals 
where  the  roentgenologist  was  accorded 
his  proper  position,  and  where  coopera- 
tion between  himself  and  the  surgeon  was 
a  daily  practice.  One  of  the  most  obvious 
causes  of  failure  in  the  finding  of  foreign 
bodies  is  due  to  the  absence  of  cooperation, 
and  the  fact  that  some  surgeons  refuse  to 
cooperate  results  in  failure  and  disap- 
pointment, to  the  detriment  of  the  patient 
and  the  country  at  large. 

In  a  few  fortuitous  instances,  the  sur- 
geon is  also  a  roentgenologist — such  a 
combination  should  produce  the  best  pos- 
sible results  in  war  time — failing  this,  the 
best  that  can  happen  is  cooperation  and 
consultation.  Personally  I  would  not  sanc- 
tion the  operation  for  the  removal  of  a  for- 
eign body  from  a  vital  part  until  a  consulta- 
tion had  been  held  in  the  presence  of  the 
roentgenologist.  In  South  Africa,  no  opera- 
tion for  the  removal  of  a  foreign  body  was 
undertaken  without  my  being  invited  to 
be  present.  Moreover,  my  advice  was 
sought  as  to  the  best  method  of  procedure. 
To-day  it  is  no  uncommon  occurrence  for 
a  surgeon  to  operate  on  the  evidence  of  a 
roentgenogram  taken  for  diagnostic  pur- 
poses, and  one  which  for  reasons  obvious 
to  the  roentgenologist  is  frequently  mis- 
leading and  inaccurate.  My  experiences 
are  (owing  to  age  and  disability)  confined 
to  base  hospitals  in  England,  and  the 
methods  I  employ  are  unsuited  to  hospitals 
at  the  front  where  cases  in  large  numbers 
have  to  be  dealt  with  in  a  minimum  of 
time. 

I  rarely  use  fluorescent  screens  at  the 
war  hospitals,  as  the  protective  measures 
there  provided  are  not,  in  my  opinion, 
efficient.  I  depend  almost  entirely  on  a 
roentgenographic  examination  of  the  area 
in  which  the  patient  complains  of  pain  or 
of  inconvenience,  and  should  I  not  find  a 
foreign  body  there  I  rest  content,  for  even 
should  one  be  present  in  the  tissues  at 
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some  distance  from  the  area  roentgeno- 
graphed,  and  there  are  no  symptoms,  I 
think  that  further  interference  is  imneces- 
sarv.  not  to  say  undesirable,  for  reasons  I 
shall  put  before  you  later.  At  the  front 
both  the  diagnosis  of  the  presence  and  the 


Fig.  1.  Piece  of  High-Explosive  Shell  in  Thigh. 

One  of  a  pair  of  stereoscopic  pictures  showing  the 
use  of  metal  rings  to  increase  the  stereoscopic  effect. 
The  ring  A  is  placed  on  the  side  of  the  limb  furthest 
from  the  plate.  The  ring  B  is  resting  on  the  plate  to- 
gether with  the  cross  wires. 


localization  of  foreign  bodies  has  to  be 
made  by  means  of  the  fluorescent  screen, 
and  under  such  circumstances  it  is  abso- 
lutely necessary  that  the  best  possible 
precautions  be  taken  for  protecting  both 
the  patient  and  assistants.  It  is  also  nec- 
essary that  a  powerful  apparatus  be  used — 
the  tubes  must  be  of  the  best  obtainable 
and  the  operating  room  made  perfectl}^ 
dark,  otherwise  fas  frequently  occurs),  a 
negative  diagnosis  may  be  given  when  a 
foreign  body  is  present.  Since  the  com- 
mencement of  the  war  numberless  methods 
of  localization,  good,  bad  and  indifferent, 


have  been  published,  but  it  matters  little  : 
which  is  chosen  as  long  as  the  procedure 
is  carried  out  with  scientific  accuracy. 

For  base  hospital  work,  however,  when 
more  time  can  be  devoted  to  each  indi- 
vidual case.  I  prefer  a  method  in  which 
the  personal  equation  plays  little  or  no 
part.  The  method  of  localization  I  usually  ' 
adopt  is  that  of  taking  a  pair  of  pictures 
which  can  be  used  for  the  double  purpose 
of  taking  measurements  or  for  use  in  the 
stereoscope.  A  few  months  back  I  visited  ; 
quite  a  number  of  roentgen  departments  : 
in  the  south  of  England,  and  amongst  I 
other  facts  which  were  brought  to  my  1 
notice,  I  was  particularly  struck  with  the  ' 
little  use  made  of  the  stereoscope,  and  upon  ■ 
inquiry  I  found  there  was  a  general  con-  ' 
sensus  of  opinion  that  stereoscopic  pic- 
tures are  misleading.  With  this  statement 
I  entirely  disagree.  If  stereoscopic  pictures 
are  carefully  and  scientifically  produced, 
there  can  be  nothing  misleading  about 
them,  indeed  they  should  be  of  the  great- 
est possible  value  both  to  the  surgeon  and 
roentgenologist.  It  is  a  well-known  fact 
that  many  people  cannot  acquire  the  habit 
of  seeing  stereoscopically,  but  I  find  that 
this  disability  can  to  a  great  extent  be 
overcome  by  rendering  the  roentgenograms 
still  more  stereoscopic.  This,  in  thin  parts, 
is  easily  done  by  increasing  the  distance 
the  tube  is  moved  between  the  two  ex- 
posures; by  rubbing  on  the  skin  sub- 
nitrate  of  bismuth,  iodoform,  or  some  other 
opaque  substance;  and  b}^  placing  beneath 
and  above  the  limb  in  the  neighborhood 
of  the  foreign  body,  some  easily  recognized 
metallic  rings  or  pointers.  In  the  thickest 
parts,  the  rendering  visible  of  the  surface  of 
the  skin  is  a  much  more  difficult  task,  as 
the  amount  of  bismuth  or  iodoform  which 
is  held  by  the  skin  is  not  sufficient  to  give  a 
clear  outline.  It  has  been  suggested  that 
the  limb  should  be  encircled  with  a  band- 
age containing  some  opaque  material  held 
in  its  meshes,  but  the  drawback  to  this  is 
that  no  matter  how  carefully  such  a  band- 
age is  applied,  disconcerting  lines  and 
marks  will  always  appear,  due  to  the  over- 
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apping  of  the  edges  of  the  material,  and 
phe  irregular  manner  in  which  the  opaque 
substance  is  distributed  through  it.  These 
narkings  infrequently  hide  or  blur  com- 
Dletely  the  finer  details  of  the  roentgeno- 
gram. I  overcome  this  by  the  use  (in  addi- 
tion to  the  crossed  wires)  of  metal  rings, 
jsome  of  which  I  place  under  the  limb  or 
lagainst  the  plate,  and  others  on  the  side 
pi  the  limb  nearest  the  tube.  One  ring  hav- 
ing a  tail-piece  I  place  on  the  side  of  the 
limb  nearest  the  tube,  so  that  I  always 
know  the  position  from  which  I  am  viewing 
my  pictures.  (See  Figs,  i  and  2.) 

Since  adopting  this  method  I  have  not 
found  a  surgeon  who  cannot  immediately 
get  the  full  stereoscopic  effect,  and  as  I  al- 
ways take  the  precaution  to  mark  the  posi- 
tion of  the  rings  on  the  skin,  in  addition 
to  those  of  the  cross  wires,  the  position  of 
the  foreign  body  in  relation  to  these  mark- 
ings is  easily  carried  in  one's  mind.  The 
objection  which  may  be  raised  against  my 
method  is  the  time  occupied  in  bringing 
about  the  result.  By  adopting  the  following 
procedure,  however,  the  time  is  reduced 
to  a  minimum.  A  mark  on  the  upright  of 
my  tube-holder  indicates  the  distance  of 
the  anticathode  from  the  plate,  and  the 
Mackenzie  Davidson  Localizer  is  always 
kept  ready  fixed  up  at  this  distance,   so 

LOCALIZATION    TABLE 
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that  fresh  measurements  do  not  have  to 
be  made  on  each  occasion  the  localizer  is 
required.  The  tube  is  centred  over  the 
changing-box  and  marks  on  the  floor  indi- 
cate exactly  where  the  tube-stand  should 
be  placed,  so  that  the  central  rays  impinge 


Fig.  2.  Piece  of  High-Explosive  Shell  ix  Abdom- 
inal Wall. 

One  of  a  pair  of  stereoscopic  pictures  showing  the 
use  of  metal  rings  in  increasing  stereoscopic  effect. 
Rings  marked  A  and  B  were  placed  on  the  abdomen. 
Rings  C  and  D  were  on  the  plate  which  was  placed  be- 
neath the  patient,  on  the  same  plane  as  the  cross  wires. 


Upon  the  exact  position  where  the  wires 
cross.  As  a  matter  of  fact,  granting  that  the 
anticathode  is  always  fixed  at  a  known 
distance  from  the  photographic  plate,  a 
table  can  be  constructed  showing  the  depth 
of  the  foreign  body  from  the  surface  when 
the  shadow-shift  is  known.  The  accompany- 
ing table  is  constructed  for  a  tube  distance 
of  18"  (45  centimetres)  and  a  tube  shift  of 
6  cms.  In  all  probability  this  table  has 
been  previously  published  in  your  Journal, 
but  I  insert  it  here  again  as  it  may  prove 
useful  to  those  engaged  in  war  roentgenol- 
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ogy.  A  table  from  any  tube  distance  can 
easily  be  constructed  on  the  lines  of  the 
one  published  here. 

One  of  the  chief  difficulties  which  is  en- 
countered in  the  carrying  out  of  this 
method  is  the  fading  away  of  the  marks 
made  upon  the  skin.  Nitrate  of  silver  of 
course  produces  the  most  lasting  marks, 
but  even  these  are  frequentty  removed  by 
the  iodine  which  is  now  almost  universally 
used  for  sterilising  the  skin.  I  have  tried 
several  kinds  of  ink,  some  of  which  have 
been  specially  recommended  by  roentgen- 
ologists, and  find  none  of  them  entirely 
satisfactory.  The  best  method  of  making  a 
permanent  mark  over  a  foreign  body  which 
may  have  to  be  removed  on  some  subse- 
quent occasion,  is  to  tattoo  the  skin  with 
India  ink. 

In  our  hospitals  at  home,  the  wounded 
soldier  is  allowed  to  know  the  results  of 
the  roentgenographic  and  roentgenoscopic 
findings.  The  plates  are  sent  to  the  wards 
with  the  report  and  they  are  freely  dis- 
cussed by  the  nurses  and  patients,  so  that 
every  man  knows  if  a  foreign  body  is  lo- 
cated. This  knowledge  has  an  extremely 
detrimental  effect  on  the  man's  convales- 
cence. Having  for  eighteen  months  filled 
the  post  of  Senior  Medical  Officer  to  a 
Command  Depot,  I  have  had  ample  op- 
portunity of  observing  the  effects  produced 
in  wounded  soldiers  by  the  knowledge 
that  a  foreign  body  is  present  in  their  tis- 
sues. They  complain  of  pain,  inabilit}^  to 
use  their  limbs  and  general  discomfort, 
even  when  the  foreign  body  is  so  situated 
that  it  cannot  possibly  afford  them  the 
slightest  inconvenience,  and  directly  their 
work  at  the  Depot  is  increased  they  fall 
sick,  seek  medical  advice,  and  demand 
that  the  foreign  body  shall  be  removed. 
They  are  willing  to  undergo  any  operation 
and  candidly  confess  that  they  will  not  be 
contented  until  the  foreign  body  has  been 
extracted.  It  is  useless  for  the  surgeons  to 
tell  them  that  its  presence  cannot  pos- 
sibl}^  do  them  any  harm — the  piece  of 
metal  is  "on  their  mind"  and  nothing  will 
convince   them   that   it    should   be   disre- 


garded.   My  experience  in   this   direction 
leads    me    to    suggest    that    measures   be  ' 
adopted   to  prevent   wounded   men  from  ; 
knowing   the   results   of   their   roentgeno-  | 
graphic   examination.   Neither  the  report  i 
nor  the  roentgenogram  should  be  accessible  ' 
to  them,  for  it  is  an  undoubted  fact,  at 
any  rate  here,  that  ignorance  spells  bliss.  ; 
I  would  go  a  step  further,   and  at  once  | 
■abolish   loose   case-sheets,    and   under  no  j 
circumstances  would  I  permit  these  to  be  i 
attached  to  boards  hung  on  the  head  of 
the   bed,    as   is   the   usual  procedure.   All 
notes  on  cases  and  reports  should  be  en- 
tered in  a  book,  which  is  accessible  only 
to  the  surgeon  in  charge  of  the  case  and 
to  the  Sister  of  the  ward. 

In  this  great  and  terrible  fight  for  the 
world's  liberty,  the  question  of  man- 
power is  all  important.  It  is  therefore  im- 
perative that  no  effort  should  be  disre- 
garded to  return  to  the  fighting  line  all 
men  capable  of  doing  their  duty. 

The  question  of  secrec}^  as  to  the  pres- 
ence of  foreign  bodies  has  a  more  far- 
reaching  effect  than  would  at  first  be 
imagined.  The  young  and  enthusiastic 
surgeon  is  apt  to  believe  all  the  exagger- 
ated statements  made  by  the  soldier,  and 
seeing  an  opportunity  for  exhibiting  his 
skill,  is  only  too  willing  to  undertake  such 
cases,  with  the  result  that,  to  say  the  least, 
the  man's  stay  in  the  hospital  is  seriously 
prolonged,  even  if  nothing  worse  happens. 
As  I  have  before  stated,  my  experience  of 
the  conditions  at  the  front  is  limited  to 
hearsay  and  reading,  hence  my  remarks  al- 
most entirely  appertain  to  the  conditions 
met  with  in  base  hospitals.  Foreign  bodies 
are  rarely  looked  for  until  the  wounds  have 
healed  or  have  nearly  healed.  The  excep- 
tional cases  being  those  in  which  the  symp- 
toms are  obviously  due  to  the  presence 
of  the  foreign  body,  in  which  there  is  a  sinus 
leading  to  the  same,  or  in  cases  in  which 
there  is  much  suppuration.  In  all  such  cases  ' 
an  exact  localization  should  be  made  and 
every  possible  help  rendered  to  enable 
the  surgeon  to  extract  the  bullet.  In  the 
majority  of  cases  which  are  now  being  sent 
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lome,  the  foreign  bodies  consist  of  small 
bieces  of  high-explosive  shell.  Very  small 
pieces  of  this  material  are  capable  of  in- 

icting  an  enormous  amount  of  damage. 

have  seen  the  shaft  of  the  femiir  broken 
nto  a  dozen  pieces  by  a  small  irregular 

iece  of  metal,  measiuing  less  than  a 
quarter  of  an  inch  on  its  longest  axis. 
Many  of  these  foreign  bodies  held  in  the  tis- 
sues are  harmless,  and  did  not  the  soldier 
know  of  their  presence  no  symptoms  would 
be  in  evidence. 

Only  a  few  days  since  my  attention  was 
drawn  to  a  case  in  which  a  small  nearly 
square  piece  of  high-explosive  shell  was 
localized  as  being  situated  deeply  in  the 
cancellous  tissue  at  the  lower  end  of  the 
femur.  The  symptoms  complained  of  were 
entirely  due  to  the  damage  done  to  the  soft 
parts  in  the  passage  through  of  the  foreign 
body.  As  this  had  passed  through  the  syn- 
ovial membrane  there  was,  as  it  would  be 
expected,  a  limited  amount  of  synovitis. 
There  was  no  evidence  of  any  suppuration 
and  I  see  no  reason  why  the  symptoms 
should  not  subside  after  a  few  weeks'  rest, 
and  there  should  be  no  reason  why  this 
foreign  bod}^  should  be  removed.  Now  this 
soldier  will,  in  all  probability,  be  made 
aware  of  its  presence,  with  the  result  that 
pseudo-symptoms  are  likely  to  arise  and 
some  enthusiastic  young  surgeon  may  be 
persuaded  to  remove  it.  In  all  operations 
for  the  removal  of  foreign  bodies  certain 
risks  must  be  run,  and  it  is  of  paramount 
importance  that  these  should  be  taken 
into  consideration.  No  operation,  how- 
ever small,  can  be  performed  without 
leaving  behind  some  slight  disability,  and 
cannot  be  undertaken  without  risk.  I 
know  it  will  be  argued  that  the  risk  is  so 
small  as  to  be  negligible,  but  the  fact  re- 
mains that  there  is  a  risk. 

Let  us  for  a  moment  consider  the  risks  of 
the  removal  of  a  foreign  body  situated 
deeply  in  the  tissues  and  which,  if  left 
alone,  would  prove  harmless.  They  are  as 
follows : 

1.  The  administration  of  an  anesthetic. 

2.  The  possibility  of  suppuration. 


3.  The  remote  possibility  of  death  from 
shock. 

4.  The  possibiHty  that  the  foreign  body 
may  be  missed,  no  matter  how  accurately 
it  may  have  been  localized. 

5.  Disability  caused  b}-  the  severance  of 
nerves  and  by  the  scar. 

6.  The  length  of  time  during  which  the 
soldier  occupies  a  bed  unnecessarily. 

7.  The  fact  that  having  undergone  any 
operation  the  mental  condition  of  the  man 
may  be  rendered  worse  rather  than  im- 
proved. 

The  question  as  to  when  a  foreign  body 
should  be  removed  and  when  it  should  not, 
may  to  some  extent  be  debatable,  but  there 
exist  certain  obvious  rules  which  should  be 
followed  as  a  matter  of  routine. 

A  jagged  piece  of  shell  embedded  in  a 
muscle  which  is  in  constant  use  is  a  source 
of  danger. 

A  piece  of  shell  or  bullet  in  such  a  posi- 
tion as  to  impede  movement. 

A  piece  of  shell  or  bullet  in  the  hands  or 
feet  in  such  a  position  as  to  be  irritated 
by  pressure  and  detract  from  the  usefulness 
of  the  limb. 

I  am  informed  by  a  surgeon  who  has 
had  considerable  experience  in  base  hos- 
pital work,  that  out  of  the  thousands  of 
cases  that  have  come  under  his  notice,  in 
only  one  instance  has  a  foreign  body  which 
had  been  left  in  the  tissues  caused  trouble. 
This  was  in  the  case  of  a  man  who  returned 
from  the  front  with  a  swelling  in  his  thigh 
and  running  a  temperature.  The  swelling 
was  found  to  be  an  abscess  which  had  to 
be  drained,  and  in  the  centre  of  which  was 
found,  not  only  a  piece  of  shell,  but  what 
was  more  important,  and  which  had  not 
been  diagnosed,  a  fragment  of  the  man's 
tunic.  In  this  case  it  is  curious  to  note  that 
no  ill  effects  were  experienced  until  the  man 
had  been  on  active  service  at  the  front  for 
some  months.  In  m.y  twenty  years  ex- 
perience as  a  roentgenologist.  I  have  met 
with  many  cases  in  which  bullets  embedded 
in  the  tissues  have  produced  far  less  dis- 
ablement than  would  an  operation  for  their 
removal. 
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Case  I.  A  man  during  the  South  Afri- 
can War  had  a  shrapnel  bullet  pass  through 
his  chest  wall  and  it  was  localized  as  being 
embedded  in  the  lower  lobe  of  his  right 
lung.  I  have  not  seen  or  heard  of  the  man 
for  five  years,  but  up  to  that  time  he  was 
in  the  best  of  health  and  suffered  from  no 
disability. 

Case  2.  An  officer  consulted  me  who  had 
a  Mauser  bullet  apparently  contained 
within  the  synovial  membrane  of  his  left 
knee.  I  strongly  advised  its  removal,  but 
he  absolutely  refused  to  undergo  any  opera- 
tion. Five  years  afterwards  he  informed 
me  that  it  had  not  troubled  him  in  the 
slightest  degree,  and  apart  from  the  fact 
that  he  knew  of  its  presence,  it  had  caused 
him  no  disability. 

Case  3.  A  w^ell-known  public  man  in  this 
country  was  shot  by  a  tramp,  the  bullet 
lodging  somewhere  in  his  neck.  Seven 
years  afterwards  he  consulted  me  owing 
to  his  having  spat  up  some  blood-stained 
mucus.  The  bullet  was  located  embedded 
in  the  base  of  the  skull.  An  examination 
of  the  patient's  throat  proved  that  hem- 
orrhage was  not  caused  by  its  presence. 
It  is  now  seven  years  since  he  consulted 
me,  and  I  believe  I  am  right  in  stating  that 
the  bullet  has  caused  him  no  disability. 

These  cases,  together  with  many  others 
which  I  have  known,  convince  me  that  a 
major  operation  for  the  removal  of  a  for- 
eign body  which  is  not  causing  obvious 
symptoms  is,  to  say  the  least,  undesirable. 
Having  tasted  the  horrors  of  modern  war- 
fare, there  are  a  large  number  of  men  who 
have  returned  home  (some  only  slightly 
wounded) ,  who  are  not  at  all  anxious  to  re- 
turn to  the  trenches.  Some  of  these  are 
prepared  to  undergo  any  operation  to  se- 
cure a  longer  stay  at  home.  They  are  apt, 
under  these  circumstances,  to  exaggerate 
their  symptoms  and  to  bring  pressure  upon 
the  surgeon  to  perform  an  operation.  In 
the  hurried  roentgenoscopic  examination 
made  at  the  front,  many  foreign  bodies  are 
overlooked,  and  many  injuries  escape 
diagnosis.  It  is  therefore  necessary  that 
these   cases   should   be   roentgenographed 


and  a  more  complete  examination  made. 
A  roentgenographic  department  is  at  the 
present  time  an  expensive  necessity,  and 
it  is  therefore  necessary  (in  order  to  pre- 
vent undue  wastage)  that  the  reports 
should  be  full  and  conclusive.  The  army 
form  used  for  such  reports  in  this  country  is 
divided  into  two  parts — the  first  for  a  brief 
history  of  the  case,  which  is  supposed  to 
be  filled  in  by  the  surgeon-in-charge,  and 
the  second  for  the  roentgenologist  to  record 
his  findings  and  remarks.  In  my  experience 
the  first  half  rarely  gives  any  indication  of 
the  true  state  of  affairs,  the  usual  remarks 
herein  made  being — i.  For  foreign  body. 
2.  For  injury  to  bone  or  fracture. — No 
indication  is  given  as  to  the  position  of  the 
wound  or  the  existence  of  an  exit  wound. 
These  facts  have  to  be  elicited  from  the 
soldier  himself  unless  the  dressings  be  re- 
moved and  a  careful  examination  be  made 
by  the  roentgenologist. 

Roentgenologists  should  insist  that  this 
brief  history  of  the  case  be  supplied  in 
sufficient  detail  to  enable  them  to  get  a 
grasp  of  the  case  and  to  carry  out  their 
work  efficiently.  They  cannot  be  expected 
to  obtain  all  these  details  themselves.  The 
surgeon's  notes  should  always  be  sent  to 
the  jc-ray  department  with  the  case,  and, 
whenever  possible,  splints  and  dressings 
should  be  removed,  as  it  not  infrequently 
happens  that  these  render  some  of  the 
finer  details  of  the  roentgenogram  difficult 
to  decipher. 

Reduced  pictures  (however  good  they 
may  be)  are  not  in  my  opinion  to  be  com- 
pared with  full-sized  ones.  Especially  is 
this  the  case  in  roentgenograms  of  com- 
minuted fractures  of  the  long  bones  where 
numerous  fragments  are  present.  In  these 
cases  stereoscopic  pictures  are  a  great 
help  and  personally  I  prefer  them  to  any 
others.  Many  surgeons,  however,  prefer 
to  have  anteroposterior  and  lateral  views, 
and  it  is  a  moot  point  as  to  which,  under 
all  circumstances,  convey  the  greater 
amount  of  knowledge. 

The  free  use  of  bismuth  and  iodoform 
paste    (Bipp)    in    France,    is    a    source   of 
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Quch  annoyance  to  the  roentgenologist  at 
iome.    The    paste    not    infrequently    ob- 
cures  the  part  which  it  is  most  urgently 
aecessary  to  see;  and  where  the  presence 
bf  a  foreign  body  is  suspected,  it  must  oc- 
casionally render  the  task  of  showing  it 
absolutely  hopeless.  Small  masses  of  the 
Daste   are   sometimes   mistaken   for   frag- 
nents  of  shell,  and  instances  have  occurred 
t\'here  an  operation  has  been  undertaken 
jfor  their  removal.  Experience  on  the  part 
jof  the  roentgenologist  will  enable  him  to 
[decide  which  is  which.  The  general  outline 
of  the  masses  and  the  absence  of  sharp 
projections  act  as  a  guide.  From  the  roent- 
genologist's point  of  view  it  will  be  a  happy 
day  when  Bipp  is  replaced  by  some  other 
compound  which  is  not  so  obstructive  to 
the  passage  of  the  rays. 

The  double-coated  .v-ray  films  made  by 
the  Austin-Edwards  Dry  Plate  Co.  are 
I  exceedingly  useful  under  some  circum- 
I  stances,  owing  to  the  fact  that  they  can 
be  bent  without  injury.  They  can  fre- 
quently be  used  when  a  plate  cannot ; — 
for  instance,  they  can  be  slipped  in  be- 
tween a  bent  joint  and  an  angular  splint, 
and  a  patient  with  a  painful  wound  in  the 
back  can  lie  on  one  placed  between  the 
flesh  and  a  folded  blanket  without  discom- 
fort, when  it  would  be  impossible  for  him 
to  rest  for  a  moment  on  a  plate  supported 
by  a  hard  board. 

I  would  like  to  lay  stress  upon  the  im- 


portance of  always  roentgenographing  in- 
juries to  the  long  bones,  where  any  injury 
is  suspected,  from  more  than  one  position,  as 
it  not  infrequently  happens  that  extensive 
injury  may  be  done  to  the  surface  of  one 
of  these  bones  without  any  indication  be- 
ing seen  in  the  a.p.  view,  whilst  the  injury 
stands  out  conspicuously  in  a  lateral  view, 
and  vice  versa.  This  injunction  particularly 
applies  to  injuries  about  the  ankle-joint 
and  knee.  In  fractures  of  the  lower  third 
of  the  tibia,  the  upper  portion  of  the 
fibula  should  always  be  included  in  the 
roentgenogram;  and  in  all  fractures  any- 
where near  the  joint,  the  joint  itself 
should  be  included. 

All  roentgenograms  should  be  num- 
bered at  the  time  they  are  taken.  This  is 
easily  done  by  numbering  instruments  now 
procurable  from  dealers  in  .x-ray  apparatus, 
but  inasmuch  as  these  are  unsightly  and 
occupy  a  large  space  on  the  picture,  I  pre- 
fer to  fashion  little  figures  out  of  wire  and 
stick  these  on  a  piece  of  adhesive  plaster, 
which  is  laid  on  the  plate  at  the  time  the 
exposiire  is  made.  The  carrying  out  of  this 
procedure  involves  only  a  small  expendi- 
ture of  time  and  prevents  all  possibility 
of  mistake. 

In  conclusion  I  beg  to  thank  you.  Air. 
Editor,  for  kindly  pubHshing  these  notes 
and  trust  that  some  of  the  suggestions 
made  herein  may  be  of  use  to  my  Ameri- 
can friends. 
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IN  THIS  presentation  the  author  ex- 
pressly disavows  any  claim  to  the 
discovery  of  a  new  method  of  projectile 
localization.  Historically  it  is  a  fact  that 
the  parallax  method  was  one  of  the  very 
first  to  be  proposed  after  the  discovery  of 


before  the  danger  of  such  a  proceeding  was 
known  and  is  absolutely  not  to  be  con- 
sidered at  this  day.  The  earliest  use  of 
the  double-ring  principle  appears  to  have 
been  made  by  Redner,  who  fastened  small 
pieces  of  metal  on  the  skin  at  the  points 
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Fig.  I.  Instrument  for  Use  with  the  Parallax 
AND  Ring  Method. 


the  x-ray  in  1895,  and  the  double  ring 
followed  shortly  after,  as  will  be  verified 
by  a  visit  to  the  archives  of  roentgenology. 
Notwithstanding  this,  the  parallax  method 
has  been  "discovered"  many  times  over. 
Levy-Dorn  in  1896  made  use  of  the  par- 
allax principle  in  the  determination  of  the 
depth  of  a  projectile  by  the  simple  maneu- 
ver of  introducing  his  hand  under  the 
vertical  fluoroscopic  screen  and  moving  a 
finger  forward  and  backward  until  it  was 
at  the  same  distance  from  the  screen  as 
the    foreign    body.    This,    of    course,    was 


of  inlet  and  outlet  of  the  x-ray  beam  as  it 
passed  through  the  projectile.  Rosenthal 
devised  a  handle  with  a  ring  which  had 
an  inker  in  its  center  while  Angerer  used 
a  similar  device,  two  such  rings,  how- 
ever, being  used.  Exner  combined  the 
double-ring  method  with  the  triangulation 
method  and  later  used  the  parallax  in  place 
of  triangulation.  From  the  foregoing  it 
will  be  seen  that  nothing  new  has  been 
"discovered"  in  this  article. 

The     instrument    herein     described     is 
illustrated  in  Fig.  i.  It  provides  an  easy, 


*  Original  model  presented  at  the  Midwinter  Meeting  of  American  Roentgen  Ray  Society  at  Atlantic  City,  N.  J.,  January  6,  iqi8. 
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:onvenient  and  rapid  means  of  roent- 
^enoscopic  localization  and  enables  the 
roentgenologist  to  not  only  obtain  the 
depth  from  the  skin  above  the  projectile, 
but  also  the  distance  from  the  skin  below 
the  projectile,  and,  fiu-ther,  the  distance 
to  the  foreign  body  from  the  skin  on  the 
side  of  the  part  at  the  level  of  the  foreign 
body.  Thus  it  could  be  termed  a  "triple 
locaUzer,"  giving,  as  it  does,  three  depths 
at  one  setting  of  the  instrument. 

The  Parallax  Principle. — This  is  illus- 
trated in  Fig.  2,  which  shows  that  the 
shadow  projectiofis  of  objects  in  line,  but 
at  different  distances  from  a  soiu-ce  of 
light,  will  be  superimposed  on  a  plane 
siuface,  but  will,  on  displacing  the  light, 
move  in  an  opposite  direction  at  different 
speeds  and  distances  according  to  their 
relative  positions.  The  shadow  of  the  one 
farthest  from  the  siu-face  will  travel  the 
greater  distance.  If,  now,  this  object  be 
raised,  its  shadow  will  approach  that  of 
the  one  nearer  the  siu^ace,  and  when  both 
are  on  the  same  level,  their  shadows  will 
be  equidistant  from  the  original  point 
from  which  they  started.  This  gives  but 
one  dimension,  that  of  depth. 

The  Double-Ring  Principle. — This  is 
shown  in  Fig.  3,  in  which  it  will  be  seen 
that  when  two  rings  of  same  diameter  are 
brought  in  line  with  the  central  beam  of 
a  light,  their  shadows  will  be  superimposed 
upon  a  plane  surface  in  a  concentric  man- 
ner, that  of  the  one  farthest  from  the  siu:- 
face  being  the  larger  and  siurounding  the 
shadow  of  the  ring  nearest  the  surface. 
Now  if  one  of  the  rings  be  placed  over  and 
the  other  under  an  object,  a  line  drawn 
through  the  centers  of  all  three  will  be  a 
straight  line.  This  estabUshes  only  the 
line  upon  which  the  object  lies.       *«    ^  ^ 

The  Combination. — It  will  be  seen  by  the 
preceding  paragraphs  that  each  of  the 
two  methods  described  lacks  what  the 
other  provides  in  the  accurate  localization 
of  a  projectile.  Both  are  necessary  to  the 
siu-geon:  thus  the  parallax  gives  no  infor- 
mation as  to  the  line  upon  which  the  foreign 
body  lies,  though  it  gives  the  depth,  while 


the  double  ring  establishes  the  desired 
line  but  does  not  give  the  depth.  Com- 
bining the  two  into  one  has  proved  to  be 
a  happy  solution  of  the  problem,  and  this 
instrument  provides  a  means  for  applying 


ScKeen 


B 


/   / 
/  / 

// 


/ 


Fig.  2.  Principle  of  the  Parallax  Method. 

Aiixiliary  body,  B,  below  P  and  distal  from  the  screen 
shows  greater  shadow  displacement  to  B'. 


these  desirable  features.  In  the  schematic 
drawing.  Fig.  3,  is  indicated  the  manner 
in  which  this  is  accomplished.  Here  the 
upper  ring,  R,  and  the  lower  ring,  C,  are 
in  vertical  line  with  the  projectile,  P,  and 
the  parallax  rod,  5,  is  on  a  level  with  it. 

The  Instrument. — This  consists  of  an 
aluminun  base  at  one  end  of  which  is 
moimted  an  upright  post  which  carries 
two  horizontal  arms.  The  upper  arm  has  a. 
ring  at  its  free  end  and  is  adjustable  in 
vertical  direction  only.  The  ring  center  is 
at  a  fixed  distance  from  the  upright  post. 
The  second  arm  is  the  parallax  rod  which 
is  adjustable  in  two  directions,  vertical 
and  horizontal.  A  ball  or  cone  is  attached 
to  the  end  of  this  rod.  In  the  center  of 
this  ball  is  a  wick  that  can  be  extended 
when  pressure  is  made  on  the  plimger  at 
the  opposite  end.  In  the  base  of  the  instru- 
ment is  moimted  a  ring  of  the  same  size 
as  the  upper  one,  but  with  a  finger  con- 
taining a  wick  which  can  be  pushed  into 
the  center  of  the  ring.  These  wicks  are  to  be 
inked  with  suitable  skin  ink  for  the  purpose 
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of  marking  the  skin.  To  the  right  of  the 
upright  post  is  placed  a  vertical  scale  which 
is  graduated  to  quarter-centimeters;  this 
scale  indicates  the  distance  from  the  under 
side  of  the  upper  ring  (the  skin)   to  the 


Fig.  3.  Schematic  Drawing  of  the  Blaine  Model 
Parallax  Localizer. 


center  of  the  ball  on  the  parallax  rod 
(level  of  the  projectile),  thus  giving  the 
depth,  d,  from  above.  The  upright  post 
is  similarly  graduated  and  gives  the  dis- 
tance from  the  upper  side  of  the  lower 
ring  (the  skin  underneath)  to  the  center 
of  the  parallax  ball,  thus  giving  the  depth, 
/  (height  from  below).  A  third  scale  is 
provided  on  the  parallax  rod  which  also 
is  graduated  in  quarter-centimeters,  this 
reading  giving  the  lateral  distance  from 
the  tip  of  the  parallel  rod  ball  (skin  mark) , 
thus  giving  the  depth,  h  (lateral),  from  the 
side  at  the  level  of  the  projectile. 

All  three  scales  are  direct-reading  and 
no  addition,  subtraction  or  other  mathe- 
matical proceeding  is  required  in  this 
triple  localization. 

To  facilitate  the  proper  and  accurate 
judgment  of  the  shadow  displacements  of 
projectile  and  parallax  ball,  an  accessory 
guide  is  found  in  a  rectangular  trans- 
parent celluloid  sheet  upon  which  have 
been  drawn  several  parallel  lines  (Fig,  4). 
This  is  laid  upon  the  surface  of  the  roent- 
genoscopic  screen  and,  being  transparent, 
the  shadows  are  clearly  seen  through  the 
celluloid.  This  enables  the  roentgenologist 


to  shift  the  projectile  shadow  from  one  of 
the  parallel  lines  to  another  and  then  to 
raise  or  lower  the  parallax  ball  until  the 
center  of  its  shadow  on  the  screen  will 
coincide  with  the  same  transverse  line  on 
the  celluloid  sheet,  as  that  to  which  the 
projectile  shadow  was  moved. 

Modus  Operandi. — The  instrument  must 
be  placed  on  a  plane  surface  which  is 
parallel  to  the  tube  travel.  If  the  table  is 
level,  the  top  will,  most  likely,  be  the  same. 
The  focal  spot  of  the  tube  must  be  in  the 
exact  center  of  the  diaphragm  shutter.  Inci- 
dently  the  double  ring  is  a  most  accurate 
means  of  establishing  this  point.  Thus,  if 
the  focal  spot  be  in  the  true  center  of  the 
diaphragm,  the  shadows  of  the  two  rings 
will  be  concentric  on  the  screen,  whereas, 
if  it  is  not  so  situated,  they  will  overlap. 
Should  this  be  the  case,  it  will  be  necessary 
to  move  the  .\'-ray  tube  in  its  holder  until 
the  proper  position  is  obtained.  A  sagging 
table  top  will  interfere  with  the  proper 
working  of  the  instrument.  With  the  U.  S. 
Army  portable  x-ray  table,  the  stretcher- 
type  top  necessitates  the  use  of  a  filler 
board  to  provide  the  plane  surface  re- 
quired to  set  the  base  of  the  instrument 
upon.  A  small  pocket  level  will  materially 
assist  in  ascertaining  the  proper  setting 
of  the  surface  to  be  used.  This  may  be  a 
wooden  board  f/^  to  ^  oi  an  inch  thick 
and  about  12x18  inches  in  size.  For  the 
comfort  of  the  patient,  blankets  may  be 
doubled  to  the  thickness  of  the  board  and 
placed  to  right  and  left  of  the  board. 
Having  determined  that  the  instrument 
has  the  proper  surface  and  focal-spot 
setting,  it  is  removed  and  the  wicks  re- 
plenished with  fresh  skin  ink  such  as  the 
Finzi  formula.  The  patient  is  brought  on 
the  table  and  a  preliminary  x-ray  examina- 
tion is  made  of  the  entire  body  to  discover 
in  what  regions  the  projectiles  or  fragments 
lie  which  are  to  be  localized. 

Selecting  one  of  these,  the  tube  is 
brought  directly  under  the  projectile  and 
centered  with  the  smallest  diaphragm 
opening  and  the  x-ray  turned  off.  The 
upper  arm  of  the  instrument  is  raised  to  a 
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joint  higher  than  the  thickness  of  the  part 
:o  be  examined  and  the  parallax  rod  is 
drawn  backward  far  enough  so  that  the 
oall  will  not  touch  the  patient's  skin. 
The  base  of  the  instrument  is  now  slipped 
under  the  part,  the  ring  to  set  as  near  as 
possible  to  the  estimated  position  of  the 
object.  Under  the  .v-ray  light  the  instru- 
ment is  adjusted  so  that  the  two  ring 
shadows  siuround  the  projectile  shadow. 
The  arms  of  the  instrument  should  be  as 
near  at  right  angles  to  the  long  axis  of 
the  part  as  possible.  Place  the  celluloid 
with  parallel  hnes  on  the  screen  surface 
(with  one  of  the  lines  directly  in  the  center 
of  the  rings  and  projectile  and  exactly  in 
line  with  the  arms  of  the  instrument.  If 
the  projectile  be  at  some  distance  from  the 
edge  of  the  part,  the  screen  may  be  moved 
so  that  the  projectile  shadow  is  set  at  the 
far  side  of  the  screen,  taking  care  that  one 
of  the  parallel  lines  sets  in  line  with  the 
arms  of  the  instrument  as  previously  noted. 
The  diaphragm  shutter  is  now  opened  and 
the  tube  is  displaced  to  right  or  left  an 
amount  sufficient  to  move  the  projectile 
shadow  to  the  next  parallel  line.  Lock  the 
tube  against  longitudinal  travel  and  bring 
the  focal  spot  under  the  edge  of  the  patient. 
Bring  the  parallax  baU  cautiously  toward 
the  skin  but  do  not  allow  it  to  touch  the 
skin.  The  shadow  of  the  ball  will  be  seen 
to  be  nearer  to  or  farther  from  the  starting 
line  according  to  its  relation,  in  level, 
to  the  projectile.  The  parallax  rod  is  now 
raised  or  lowered  until  the  center  of  its 
shadow  is  in  the  center  of  the  same  parallel 
line  on  which  the  projectile  shadow  lies. 
The  .x-ray  light  may  now  be  discontinued. 
Move  the  parallax  rod  forward  until  it 
touches  the  skin,  lock  the  two  set  screws 
and  press  the  plunger  to  mark  the  spot 
on  the  skin.  Press  the  plunger  on  the  base 
to  mark  the  skin  underneath  the  projectile. 
Lower  the  upper  ring  until  it  touches  the 
skin  and  mark  the  center  of  the  ring  with 
suitable  skin  ink.  The  instrument  may  now 
be  removed  and  the  depths  on  the  three 
scales  read  and  noted.  The  screen  may  be 
at  any  convenient  distance  from  the  skin; 


no  deductions  are  necessar\^  for  screen  to 
skin  distance  at  any  position.    ' 

The  actual  time  that  the  .x-ray  is  in 
operation  is  but  a  few  seconds  and  with  a 
little  practice  the  entire  localization  can 


C 


Fig.    4.    Ruled    Celluloid    Sheet   to   Gauge   the 

Shadow  Displacemexts  of  Projectile  and 

Parallax  Ball. 


be  performed  in  approximately  i  minute. 
The  degree  of  accuracy  obtained  leaves 
.but  little  to  be  desired.  Few  errors  of  more 
than  2  to  4  millimeters  occur  when  one  has 
accustomed  himself  to  the  instrument. 
Major  James  T.  Case,  Director  of  Roent- 
genology of  the  American  Expeditionary 
Forces,  states  that,  as  a  rule,  localizations 
within  Y2  centimeter  are  entirely  satis- 
factory in  practical  roentgenosiu-gical 
work. 

From  the  surgical  point  of  view  this 
instrument  gives  more  information  than 
the  usual  simple  depth  methods  and  per- 
mits the  surgeon  to  choose  between  three 
points  of  attack  for  the  removal  of  a  given 
projectile.  If  the  anatomy  be  such  that  it 
would  be  inadvisable  from  an  operative 
standpoint  to  go  in  by  way  of  the  upper 
skin  mark,  the  patient  may  be  turned  over 
and  the  rear  skin  point  used;  or,  in  other 
cases,  the  side  may  be  the  best  from  which 
to  approach  the  foreign  body. 

The  original  model  of  this  instnunent 
had  an  inker  in  the  center  of  the  upper 
ring  and  all  skin  marks  were  made  simul- 
taneously by  pressiire  of  a  single  plunger 
to  which  were  attached  flexible  cables  to 
each  wick.  This  was  modified  to  conform 
to  the  requirements  of  the  work  in  the 
medical  department  of  the  U.  S.  Army, 
which  has  adopted  it  as  one  of  the  standard 
localization  instruments. 

In  such  cases  as  it  is  inadvisable  to  use 
the  instrument  as  above  described — which 
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necessitates  the  insertion  of  the  aluminum 
base  under  the  patient — the  simple  par- 
allax principle  ma^^  be  used  by  releasing 
a  small  set  screw  in  the  base  and  turning 
the  upright  post  with  its  upper  ring  and 
parallax  rod,  90  degrees  to  the  right.  The 
base  may  now  be  set  alongside  of  the  patient 
and  the  depth  of  the  projectile  under  the 
upper  ring  may  be  found  in  a  similar  man- 
ner as  previousty  noted.  If  the  instrument 
is  level,  the  lateral  distance  ma^^  also  be 


obtained,  giving  two  dimensions  at  right 
angles  to  each  other. 

An  additional  use  to  which  this  instru- 
ment may  be  put  is  in  marking  the  uppei 
and  lower  skin  points  for  the  several  pairs 
of  spots  required  in  such  a  method  as  tlK 
profundometer  described  by  Flint  in  i 
recent  pubhcation,  in  which  the  severa 
pairs  are  connected  with  straight  lines 
Their  crossing  indicates  the  location  of  the 
projectile. I 


TREATMENT   OF  MYELOCYTIC   LEUKEMIA   BY   RADIUM 


Thirt}^  consecutive  cases  of  myelocytic 
leukemia  were  treated  at  the  Mayo  Clinic 
by  means  of  the  siuf  ace  appHcation  of  ra- 
dium element  over  the  enlarged  spleen.  A 
certain  degree  of  general  improvement,  to- 
gether with  reduction  of  the  size  of  the 
spleen  and  of  the  leukocytic  count,  oc- 
cinred  in  every  instance,  even  in  the  most 
advanced  and  toxic  cases.  Marked  tem- 
porary improvement  occiured  in  twenty- 
six  patients,  and  a  remarkable  improve- 
ment in  thirteen.  Hemorrhage  ceased  as  a 
rule  after  one  or  two  series  of  exposiu^es. 
In  two  instances,  hemorrhage  occurred 
after  radi-um  exposiures  when  it  had  not 
occurred  previous  to  treatment.  In  these 
instances  the  hemorrhage  seemed  to  be  the 
result  of  overexposure;  an  anemia  also  de- 
veloped; both  the  hemorrhage  and  the 
anemia  were  successfully  combated  by 
means  of  transfusion.  In  twenty-five  pa- 


tients there  was  definite  improvement  0 
the  anemia  concomitant  with  the  im 
provement  of  the  general  condition.  Th( 
reduction  of  the  number  of  leukocytes  wa; 
due  chiefly  to  not  only  an  absolute  bu 
also  a  striking  relative  fall  in  the  myelo 
cytes;  there  was  a  striking  fall  in  the  ab 
solute  coimt  of  polynuclears,  while  thei 
relative  percentage  remained  approximate 
ly  the  same.  There  was  also  a  marked  fal 
in  the  absolute  coiuit  of  small  lymphocytes 
Surface  exposures  of  radiiun  over  the  spleei 
of  myelocytic  leukemia  usually  effect  j 
very  rapid  reduction  of  the  size  of  thi 
spleen,  a  fall  of  the  leukocyte  count,  im 
provement  in  the  general  condition  anc 
together  with  transfusion,  constitute  a 
present  the  most  effective  temporary  meas 
wlQ  in  the  treatment  of  the  disease.  {Bos 
ton  M.  &S.J.,  Nov.  15,  CLXXVII,  No.  20. 
(Ref.  Jour.  M.  Assn.,  Dec.  15, 1917, p. 2069. 
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THE  APPENDIX  WITH  ESPECIAL  REFERENCE 
TO  PERISTALSIS  * 

BY    MAXIMILIAN    JOHN    HUBENY,    M.D. 

Consulting  Roentgenologist:  Chicago  Municipal  Tuberculosis  Sanitarium;  Henrotin  Hospital; 
Policlinic  Hospital;  Grant  Hospital. 


CHICAGO,    ILL. 


T  IS  the  purpose  of  the  writer  to  pursue 
-j  an  outhne  of  the  subject  which  will 
live  a  bearing  on  the  various  phases 
(ff-ectly  affecting  the  science  of  roentgen- 
<ogy. 
Acute  appendicitis  does  not  offer  a  very 
luitful  field  for  roentgen  diagnosis,  be- 
■  Luse  the  usual  clinical  methods  suffice 
ir  proper  recognition.  Occasionally  one 
light  be  enlightened  in  a  left-sided  appen- 
icitis,  in  which  case  a  careful  fluoroscopic 
>:amination  during  the  administration  of 
n  opaque  enema  would  reveal  a  case  of 
ransposition. 

The  vagaries  of  chronic  appendiceal  in- 
"olvement  often  render  the  diagnosis  diffi- 
ult.  Atypical  symptoms  in  some  cases 
ead  to  a  faulty  diagnosis  and,  after  re- 
noval,  the  appendix  is  found  to  be  unin- 
^olved  and  the  condition  of  the  patient  re- 
pains  as  heretofore.  The  appendix  has 
frequently  been  removed  when  the  real 
2ause  of  trouble  was  a  stone  in  the  urinary 
tract  (especially  in  the  lower  right  ureter) , 
tuberculous  peritonitis,  tubercular  mesen- 
teric glands,  painful  right  inguinal  hernia, 
pleurisy,  etc.  This  is  a  sin  of  commission 
because  of  the  attendant  operative  risks, 
also,  because  an  organ  has  been  removed 
which  probably  has  a  function.  Conversely, 
if  a  chronic  appendiceal  condition  exists 
and  its  existence  is  not  recognized,  we  not 
only  allow  the  retention  of  an  inflamma- 
tory organ  but  permit  the  development  of 
functional  and  organic  derangements,  first 
in  the  appendix  itself;  second,  on  neighbor- 
ing and  associated  organs.  It  is  widely 
recognized  that  when  a  patient  has  once 
had  an  attack  of  appendicitis  there  is  lia- 
bility of  recurrence  unless  the  appendix 
has  been  removed.  It  is  therefore  evident 
that  any  method  which  can   supplement 


clinical  methods  in  attaining  a  correct 
diagnosis  should  be  welcomed. 

The  roentgenological  examination  offers 
such  tangible  help  and  is  disassociated 
from  any  risk  or  hazard  to  the  patient. 

Albers-Schoenberg,  Holzknecht,  Hurst, 
Beclere,  Jordon,  Groedel,  Riedel  and  other 
European  roentgenologists  did  some  early 
work  on  this  subject;  however,  consider- 
able credit  must  be  given  some  of  our 
American  collaborators,  notably  Cole, 
Case,  Quimby  and  George,  for  early  ap- 
preciating the  possibilities  of  this  method 
of  examination. 

According  to  the  classification  of  Treves 
there  are  four  principal  types  of  cecum 
and  the  origin  of  the  appendix  varies  with 
the  type  of  cecum  present.  The  movable 
portion  of  the  appendix  may  be  met  with  in 
different  situations.  It  may  pass  upward 
and  in  front  of  the  cecum  and  colon;  up- 
ward and  behind  the  cecum,  and  even 
behind  the  colon  between  the  two  layers 
of  the  mesocolon ;  upward  and  to  the  inner 
side  or  upward  and  to  the  outer  side  of 
the  cecum  and  colon.  It  may  pass  to  the 
left  under  the  ileum  and  mesentery;  up- 
ward and  to  the  left  or  downward  and  to 
the  left  into  the  true  pelvis.  It  may  pass 
directly  downward  under  the  cecum.  It 
may  pass  to  the  right  in  front  of  or  back 
of  the  cecum.  It  may  occupy  any  of  the 
pericecal  fossae,  but  more  often  enters 
the  ileocecal  fossa.  When  the  cecum  is 
mobile  the  appendix  may  be  found  almost 
anywhere  within  the  abdomen.  When  the 
cecum  is  undescended,  the  appendix  shares 
in  the  failure  to  descend  and  may  be  below 
the  gall-bladder  or  in  front  of  the  right 
kidney  and  may  pass  in  several  directions ; 
upward  behind  the  cecum,  to  the  left  be- 
hind the  ileum  and  mesentery,  or  down- 


*  Read  before  the  Chicago  Roentgenological  Society,  April  19,  1918. 
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ward  and  inward  into  the  true  pelvis. 
McBumey's  point  is  an  accepted  empirical 
localization  based  on  the  law  of  average. 
The  roentgen  examination  following  the 
administration  or  injection  of  an  opaque 
media  will  many  times  visualize  the  ap- 


FiG.  I.  Interesting  Because  Segmented.  Suggests 
Appendicular  Peristalsis. 


pendix  and  always  will  visualize  the  cecum. 
In  this  way  the  location  of  the  appendix 
can  be  quite  accurately  determined. 

Physiologically  considered  the  appen- 
dix is  thought  by  some  to  be  a  vestigial 
structure.  It  has  been  suggested  that  the 
vermiform  process  in  man  is  the  degener- 
ated remains  of  the  herbivorous  cecum, 
which  has  been  replaced  by  the  carnivorous 
form.  The  appendix  is  found  only  in  man, 
the  higher  apes  and  the  wombat,  although 
in  certain  rodents  a  somewhat  similar 
arrangement  exists.  In  carnivorous  animals 
the  cecum  is  very  slightly  developed;  in 
herbivorous  it  is  usually  large. 

Robinson  has  deduced  from  a  series  of 
experiments  that  to  suppose  that  the  ap- 
pendix is  a  degenerative,  useless  organ  is 
gratuitous.  He  concluded  that  the  acid 
liquid  secreted  by  the  appendix  plays  the 
part  principally  of  a  hormone,  stimulating 
the  cecum  to  provoke  its  contractions  and 
expedite  the  issue  of  the  feces  collected. 

"The  observations   of  physicians   show 


that  constipation  and  cecal  stasis  are  early  ' 
and   permanent   in  patients   attacked  by  L, 
appendicitis."  \]^ 

The  appendix  is  an  independent  organ  ' 
and  a  useful  one,  the  physiological  function  ' 
of  which  becomes  more  and  more  evident. 
Its  ablation  in  numerous  doubtful  cases 
is     a  harmful  act,  since  the  large  intes- 
tine   suffers    and    the    patient    suffers   a  ■ 
loss  in  the  physiological  function  of  defe- 
cation. 

Berry  and  Lack  are  quoted  as  follows: 

1.  Lymphoid  tissue  is  the  characteristic 
feature  of  the  true  cecal  apex  throughout 
the  animal  kingdom  including  man.  As  " 
the  vertebrate  scale  is  ascended  it  tends  | 
to  be  collected  together  into  a  specially  I 
differentiated  portion  of  the  intestinal ! 
canal — the  vermiform  appendix.  | 

2.  The  amount  of  lymphoid  tissue  pres- ' 
ent  at  the  cecal  apex  varies,  most  probably, 
though  not  certainly,  in  accordance  with  i 
the  varying  diet  of  the  animal.  ' 

3.  The  vermiform  appendix  of  man  is 
not,  therefore,  either  a  vestigial  remnant 
or  an  organ  in  a  state  of  retrogression;  | 
but  is  an  actively  functioning  lymph  gland. 
It  is  no  argument  against  this  view  to  state 
that  because  the  appendix  is  frequently 
removed  without  any  apparent  functional 
disturbance  that  it  is  useless,  because  the 
same  argument  might  be  adduced  against 
the  stomach,  which  is  occasionally  removed 


Fig.  2.  Long   Appendix   with   Segmentation    Sug- 
gestive OF  Appendicular  Peristalsis. 


^ 
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her  wholly  or  in  part  and  with  more  or 
s  success. 

4.  The  appendix  of  man  is  not  equally 
nctional   throughout   the   whole   of  life, 

;  birth  it  contains  practically  no  lymphoid 
-^sue;  within  sLx  weeks  it  has  become  a 
mph  gland  and  continues  as  such  during 
le  first  half  of  life,  after  which  it  pro- 
-essively  declines  in  functional  activity, 
ymphoid  tissue  is,  therefore,  a  tissue  of 
le  growing  animal. 

5.  Obliteration    of    the    vermiform    ap- 
endix  is  a  pathological  process. 

6.  The  functions  of  the  human  appendLx 
re  the  same  as  any  other  collection  of 
rmphoid  tissue  in  any  other  part  of  the 
i)ody. 

Morgera  states  that  the  digitiform  gland 
n  ScyllcEa  is  the  homologue  of  the  vermi- 
'orm  appendix  in  mammals.  The  glandular 
Epithelium  of  the  digitiform  appendix 
^hows  a  strong  secretory  power  which  has 
a  strong  effect  on  the  emulsification  of 
fats.  The  removal  of  this  gland  or  the 
jclosure  of  the  intestinal  duct  from  it,  in 
experimental  animals,  shows  that  the  feces 
lare  not  evacuated  with  their  usual  regular- 
ity. Extracts  of  this  secretion  injected  into 
the  lower  intestinal  tract  have  accelerated 
intestinal  peristalsis  or  accentuated  ex- 
pression of  feces.  He  writes  a  further  report 


Fig.  3.  At    Time    of    Examination    Appendix    Ap- 
peared Negative. 

Mention  was   made   of   potential   danger.     Shortly 
afterward  an  acute  appendicitis  developed. 


and  says  he  is  satisfied  that  the  ectoproctic 
power  of  the  vermiform  appendix  in 
man  and  mammals  is  identical  with  the 
above. 

Heile  made  a  series  of  animal  experi- 
ments to  determine  the  physiology  of  the 


Fig.  4.  Appendix    Located    External    to    Cecum. 

Cecum  and  ascending  colon  pushed  mesially  by 
abscess  which  contains  the  appendix.  Marked  spas- 
ticity of  descending  colon. 


appendix.  From  these  he  draws  the  follow- 
ing conclusions:  "The  appendix  contains  in 
its  walls  ferments  which  can  be  demon- 
strated in  the  lumen  of  the  living  appendix 
as  secretions  of  that  organ.  These  ferments 
are  endocellular  in  nature  and  can  be  sep- 
arated from  their  cell  connection  by  autoly- 
sis. There  are  hormones  present  in  the  cells 
of  the  appendiceal  lining,  capable  of  ini- 
tiating powerful  contractions  of  the  bowel 
in  the  living  animal.  Therefore  the  function 
of  the  appendix  is  analogous  to  that  of  the 
appendix  of  man." 

Waller  states  that  clinical  observations 
become  more  and  more  convincingly  cer- 
tain that  the  appendLx  possesses  a  pecuhar 
neuromechanism  which  normally  is  exer- 
cised in  the  designed  functional  activities 
of  the  ileocolic  region. 

Keith's  recent  "New  Theory  of  the 
Causation  of  Enterostasis"  and  the  theory 
of  "Sphincteric  Zones"  as  the  pacemakers 
of  intestinal  peristaltic  activities,  consider 
a  ceco-appendiceal  plexus  zone.  It  is  con- 
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sidered  that  normally  there  is  an  intimate 
coordination  in  the  rhythm  of  each  suc- 
cessive segment  of  the  entire  intestinal 
tract,  and  that  any  disturbance,  irritative 
or  inflammatory,  upsets  this  rhythm  with 
reflex     manifestations     in     the     form     of 


Fig.  5.  Appendix  Lies  Left  of  the  Median  Line. 

An    associated    symptom    was    bladder    irritability. 
Cecum  lies  in  bladder  region. 


spasms.  Thus  given  an  irritative  lesion  in 
the  appendix,  reflex  spasm  occurs,  and  if 
permitted  to  continue  over  an  extended 
period,  there  is  a  progressive  weakening 
or  atony  of  the  circular  muscle  fibres  which 
provokes  an  enterostasis.  Such  a  view  has 
recently  been  put  forward  by  Ochsner. 

Cohn  contends  that  antiperistalsis  of  the 
colon  plays  an  important  part  in  the  filling 
of  the  appendix.  The  appendix  empties  by 
its  own  proper  movements.  Evacuation 
may  be  hindered;  then  there  is  stasis.  The 
appendix  is  seen  full  when  the  larger  in- 
testine is  empty  for  some  time.  While 
the  colon  is  filling,  the  appendix  fills  and 
empties  several  times.  In  alternately  filling 
and  emptying,  the  appendix  describes 
movements  and  takes  forms  which  vary 
much.  Its  variations  of  forms  have  often 
been  considered  as  twists  at  the  time  of 
operation  or  as  pathologic  alterations. 

Siccordi  states  that  in  young  rabbits  it 
can  easilv  be  demonstrated  that  there  are 


more  or  less  regular  contractions  of  the 
organ  in  situ  and  such  can  be  registered 
graphically.  These  are  ample  and  frequent 
rhythmic  movements  at  certain  tempera- 
tures of  the  solution.  Such  movements 
under  favorable  conditions  persist  for 
seven  and  eight  hours  after  excision  of  the 
appendix  and  clearly  demonstrate  the 
peristaltic  characteristics  of  the  move- 
ments. 

In  man  it  is  more  difficult  to  demonstrate 
mobility  of  the  organ  in  situ.  In  adults, 
in  healthy  appendices  excised  from  indi- 
viduals between  the  ages  of  eighteen  and 
thirty-four  years  (as  the  graphs  presented 
by  Siccordi  demonstrate),  rhythmic  move- 
ments take  place  in  special  Ringer's  solu- 
tion; very  slow,  slight,  but  sufficiently 
regular  and  with  modifications  according 
to  the  temperature.  He  says  that  the  oscil- 
lations and  variations  of  the  appendix 
musculature  can  be  made  manifest  by  ad- 
ministration of  barium  and  the  .v-rays. 

Waller  recites  the  observations  of  one 
case,  after  administration  of  opaque  meal 
and  fiuoroscopic  examination : 

"The  appendix  is  alternately  of  greater 
and  lesser  density  in  various  areas  (sug- 
gesting segmentation)  and  at  certain  peri- 
ods of  the  examination  the  apex  is  well 


Fig.  6.  Cecum  only  Partially  Descended.  Appen- 
dix Lies  on  Iliac  Crest. 

Anomalous  development  present;  the  pelvic  colon 
runs  horizontally  to  the  right  with  angulation  in  region 
of  appendix.  What  might  appear  as  the  transverse  colon 
is  the  pelvic  colon. 
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Fig.    7.  Appendix    Lying    on    Pelvic    Brim    with 
Fixation  of  Tip. 


Fig.  9.  Short  Cecum  and  Ascending  Colon. 

Riedel's  lobe  of  liver  present  with  low  hepatic  fle.xure. 
Appendix  adherent.  Case  of  Situs  Inversus. 


The  writer  has  had  the  same  experience 
in  several  cases  in  which  segmentation  was 
present,  leading  him  to  conclude  that 
peristalsis  in  the  appendix  did  exist. 

There  are  two  methods  of  visualizing 
the  appendix :  One  is  by  injecting  an  opaque 


filled.  At  times  there  appears  to  be  motion 
in  this  organ,  but  I  am  not  absolutely  cer- 
tain that  this  is  independent  of  the  peri- 
stalsis of  the  adjacent  viscera.  After  manip- 
ulation of  the  cecum  (at  which  time  the 
appendix  is  well  filled)  the  tendency  to 
evacuation  of  the  appendix  is  evident." 


Fig.  8.  The  Conformation  of  this  Appendix  Was 
Virtually  the  Same  in  Both  Lying  and  Standing      Fig.   10.  Appendix  Curled  and  Adherent.   Cecal 
Postures.  This  Was  Due  to  Extensive  Adhesions.  Stasis  ^LARKED. 
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enema;  the  other  is  by  the  ingestion  of  an 
opaque  meal.  The  second  is  preferable  be- 
cause of  the  greater  frequency  with  which 
the  appendix  can  be  demonstrated.  This 
would  demonstrate  that  antiperistalsis  in 
the  cecum  and  ascending  colon  were  the 


mmes^^s.- 


Fig.  II.  Appendix  Runs  up  and  to  the  Left  Towards 
Gall-bladder  Region. 

Previous  diagnosis  gall-stones.    Fixation  of  appendix 
produced  angulation  of  ascending  colon. 


prime  factors  in  filling  the  appendix,  rather 
than  gravitation.  In  examining  the  patient 
the  fluoroscopic  method  is  the  most  satis- 
factory. This  should  be  done  in  the  vertical 
and  horizontal  positions.  Occasionally  the 
Trendelenburg  position  is  necessary  to  re- 
lease a  pelvic  cecum  which  might  be  in- 
carcerated or  possibly  adherent. 

By  proper  manipulation  an  otherwise 
hidden  appendix  can  be  shown;  also  its 
movability  and  relationship  to  the  sur- 
rounding structures  can  be  noted.  The 
plate  method  should  also  be  used,  for  it 
occasionally  gives  additional  information. 
Sometimes  stereoscopic  plates  are  indicated 
whereby  one  can  trace  a  retrocecal  ap- 
pendix or  an  appendix  in  close  proximity 
to  the  cecum  or  ileum. 

It  is  necessary  that  the  lumen  of  the  ap- 
pendix be  patent.  The  appendix  may  not 
be  demonstrated  if  its  lumen  is  obliterated 
or  if  adhesions  or  kinks  are  present  near 
the  proximal  end ;  or  if  an  acute  attack  ex- 
ists, the  infiltrated  mucous  membrane  pre- 


vents the  entrance  of  the  opaque  sub- 
stance. Also  an  enterolith,  or  previously 
contained  food  matter,  may  prevent  its 
filling. 

The  writer  has  had  several  cases  in  which 
the  first  examination  failed  to  reveal  the 
appendix,  but  a  second  examination  dis- 
closed its  presence. 

The  time  of  examination  is  important, 
for  the  appendix  commences  to  fill  shortly 
after  the  cecum.  This  is  usually  after  the 
sixth  hour,  although  there  are  cases  that 
fill  earlier.  From  this  time  until  the  bowel 
is  empty  and  often  for  several  days  after- 
wards, the  appendix  remains  visible.  Pine 
has  reported  one  case  in  which  the  shadow 
persisted  for  forty-three  days. 

Pathologic  evidences  of  previous  ap- 
pendiceal inflammations  are:  Peritoneal 
adhesions;  obliterations  of  the  whole  or 
portions  of  its  lumen;  strictures  of  the 
lumen  with  more  or  less  dilatation  distal 
to  it;  and,  lastly,  the  presence  of  hard  con- 
cretions which  are  retained  by  strictures 
or  produce  the  same  effects  as  strictures. 

Concretions  can  occasionally  be  shown. 
The  other  factors  are  inferential  from  the 
following  information.  The  visualized  ap- 
pendix with  fluoroscopic  manipulation  will 
give  us:  (i)  The  size,  including  length  and 
caliber;  (2)  position  and  direction;  (3) 
drainage;  (4)  mobility;  (5)  kinks;  (6)  the 
location   of   applied   pressure   to   visceral 


I 


Fig.   12. 


Appendix  Curled  upon  Itself  with  Tip 
Self-adherent.  Spastic  Colon. 


The  Appendix  with  Especial  Reference  to  Peristalsis 
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ography.  This  latter  point  is  quite  im- 

rant,    for    should    pain    be    constantly 

ited   by   pressing    on    the    appendiceal 

adow,   one   should   suspect   its   involve- 

]|ent,   for   seeing  palpation  is  more  val- 

•ible    than    palpation    without    seeing. 

This  often  throws  light  on  cases  in  which 

lomalous  symptoms  have  resulted  from 

jie  appendix  being  located  in  the  pelvis, 

ehind  the  cecum,  or  unusually  high,  when 

he  symptoms  may  simulate  gall-stones  or 

podenal  ulcer. 

I  The  fluoroscopic  examination  will  often 
feveal  the  presence  of  adhesions  in  con- 
fection with  the  appendix,  terminal  ileum 
ind  cecum,  whether  to  each  other  or  the 
urrounding  parts. 

If  the  cecum  is  in  the  pelvis  it  can  often 
)e  drawn  into  the  right  iliac  fossa;  if  not, 
t  may  be  necessary  to  resort  to  the  Tren- 
ielenburg  position. 

{  The  appendix  produces  effects  on  remote 
brgans.  The  stomach  may  be  hypertonic 
oO  that  it  empties  itself  rapidly,  which 
phenomenon  is  more  frequently  associated 
iwith  duodenal  ulcer.  More  commonly  a 
ispasm  occurs  in  the  center  of  the  stomach. 
Indeed,  chronic  appendicitis  is,  after  gas- 
tric ulcer,  the  most  frequent  cause  of 
spasmodic  hourglass  constriction  of  the 
stomach.    Sometimes    pressure    over    the 


appendix  will  produce  a  spasm;  in  many 
cases  epigastric  discomfort  was  simultane- 
ously produced.  Barclay  states  that  ap- 
pendicitis causes  an  impairment  of  the 
ileopyloric  reflex  producing  dyspepsia.  Oc- 
casionally we  have  associated  a  delayed 


Fig.  13.  Lack  of  Descent  of  Ascending  Colon  and 
Cecum  with  Correspondingly  High  Appendix, 
Adherent  near  Right  Ureter. 


Fig.  14.  Appendix  External  to  Cecum.  Cecum  in 
True  Pelvis  and  Adherent. 


pylorospasm.  Intestinal  stasis  sometimes 
results  from  adhesions  following  a  chron- 
ically inflamed  appendix. 

Cecal  and  colonic  stasis  are  often  due  to 
reflex  inhibition  resulting  from  chronic  ap- 
pendicitis. In  such  cases  the  cecum  and 
ascending  colon  are  unusually  large.  En- 
terospasm  usually  affecting  the  proximal 
half  of  the  transverse  colon  is  sometimes 
present.  When  the  appendix  is  situated  in 
the  pelvis,  dyschezia  may  be  produced. 

Conclusions. — i.  Because  the  appendix 
may  have  a  physiological  function  it  should 
be  studied  roentgenologically  before  re- 
moval in  chronic  cases. 

2.  Because  it  possesses  peristalsis,  the 
roentgen  demonstration  of  appendiceal  re- 
tention or  rapid  expulsion  of  barium  is  of 
diagnostic  value. 

3.  Because  of  its  reflex  influence  over  the 
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Fig.  1 6.  Six-hour  P.  C.  Examination  Marked  Ileal 
Fig.  15.  Appendix  Curled  with  Tip  Adherent  to  Stasis   with   Distention   of   Small   Bowel. 

Cecum.  Due  to  appendiceal  involvement. 


alimentary  tract,  the  appendix  should  be 
investigated  by  the  barium  method  in 
many  diseases  of  the  stomach  and  intes- 
tines. 


can    be    determined    approximately    even 
when  not  visible  on  plate  or  screen. 

5.  When  barium-filled,  the  appendix  can 
be  studied  by  the  screen  in  great  detail 


4.  Because  of  its  anatomical  relation  to     and  accurately  palpated  for  pressure-pain 
the  cecum,  the  location  of  the  appendix     and  adhesions. 


ROENTGEN  RAY  AND  ANTIBODY  PRODUCTION 


To  test  the  effect  of  the  ray  on  anti- 
body production  after  it  is  well  under  way, 
that  is,  a  few  days  after  the  introduction  of 
the  antigen,  it  proved  advisable  to  use  ani- 
mals that  would  stand  repeated  bleedings 
better  than  the  rat.  The  purpose  now  is  to 
present  briefly  the  results  of  experiments 
of  this  and  like  nature  made  by  Hektoen 
on  the  dog  and  the  rabbit.  He  found  that 
exposure  of  dogs  and  rabbits  to  the  roent- 
gen ray  at  about  the  same  time  as  antigen 
is  introduced  may  restrain  in  high  degree, 
and  under  some  conditions  completely, 
the  production  of  antibodies  as  measured 
by  the  antibody  content  of  the  serum. 
The  results  correspond  fully  to  those  pre- 
viously obtained  from  experiments  on  the 
white  rat.  When  antibody  production  is 
at  or  near  its  height,  exposure  to  the  roent- 
gen ray  appears  to  have  but  little  if  any 
effect  on  the  antibodies  in  the  blood,  and 
at  this  time  dogs  appear  to  have  an  in- 
creased resistance  to  the  effects  of  the  ray 
just  as  rabbits  in  the  period  of  active  pro- 


duction of  antibodies  have  an  increased 
resistance  to  effects  of  benzene.  Whether 
there  is  any  relationship  between  this  ap- 
parent resistance  to  the  effects  of  roentgen 
rays  and  the  reported  beneficial  effect  of 
the  rays  in  the  later  stages  of  tuberculosis 
in  guinea  pigs  remains  to  be  determined. 
The  results  obtained  from  these  observa- 
tions harmonize  with  the  view  that  anti- 
bodies are  produced  in  the  spleen,  lymphat- 
ic tissues,  and  marrow,  as  these  structures 
suffer  most  directly  from  the  action  of  the 
roentgen  ray;  they  indicate  also  that  one 
reason  why  the  lymphocyte  appears  to 
be  an  important  agent  of  defense  in  tuber- 
culosis and  other  conditions  may  be  its 
power  to  form  antibodies  and  that  the 
rapid  development  of  tuberculosis  in  roent- 
gen-rayed  guinea  pigs  may  depend,  at 
least  in  part,  on  interference  with  anti- 
body-production. L.    Hektoen. 

(/.  Infect.  Dis.,  Chicago,  January,  1918, 
22,  No.  I.  Ref.  /.  Am.  M.  Ass.,  Feb.  i6^| 
1918,  p.  486.) 


POSTROENTGEN  TREATMENT  OF  CARCINOMA  OF 

THE  BREAST  * 

BY    RUSSELL    H.    BOGGS,    M.D. 

PITTSBURGH,    PA. 


'HE  technique  of  the  treatment  of  car- 
cinoma of  the  breast  by  the  roentgen 
lys  has  been  steadily  improving.   Since 
he    introduction    of    the    CooHdge    tube 
fiany  have  been  able  to  standardize  their 
jiosage.    Some   advances   have   also   been 
nade  in  deep  therapy.  However,  in  study- 
ing the  work  done  by  a  large  majority  of 
roentgenologists,  we  find  two  serious  de- 
ects.  The  first  of  these  is,  that  they  leave 
nany  chains  of  lymphatics  untreated.  And 
:he  second  is  that,  while  they  give  a  physi- 
ological dose  superficially,  in  cross-firing 
they  employ  too  few  ports  of  entry,  so 
that  as  a  result,  the  deep  tissues  receive 
only  from   1/3   to   1/7   the  physiological 
dose. 

i  It  is  absolutely  imperative  that  every 
{roentgen  therapeutist  should  make  a  com- 
prehensive study  of  the  lymphatics  drain- 
ing the  breast  before  he  attempts  to  treat 
mammary  carcinoma.  Since  we  know  that 
the  lymphatic  supply  to  the  breast  is 
greater  than  that  of  almost  any  other  or- 
gan of  the  body,  and  since  we  have  learned 
from  a  study  of  bone  metastases  how  ex- 
tensively the  lymphatics  become  involved, 
we  realize  that  when  we  rayed  only  the 
line  of  incision,  axilla  and  supraclavicular 
region,  our  treatment  was  very  incomplete. 
It  omitted  a  great  number  of  glands  which 
we  now  know  it  is  necessary  to  treat, 
namely:  suprascapular,  paravertebral,  su- 
praxiphoid,  lateral  intercostal  and  inguinal 
group.  Nor  should  we  neglect  to  ray  the 
internal  mammary  glands,  since  it  is  from 
these  that  the  involvement  from  one 
breast  to  the  other  takes  place. 

Autopsy  has  shown  that  the  liver  is  the 
seat  of  metastases  more  frequently  than 
any  of  the  internal  organs,  and  in  many 
cases  becomes  involved  in  comparatively 
early  stages.  According  to  Handley,  the 

*  Read  at  Eighteenth  Annual  Meeting  of  the  American 
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frequent  involvement  of  the  liver  is  attrib- 
uted to  the  cancerous  dissemination  along 
the  deep  lymphatics  of  the  fascia  of  the 
thoracic  wall  to  the  epigastrium  and  to 
the  umbilicus,  whence  these  cells  follow 
the  subserous  lymphatics  to  become  de- 
posited either  on  the  surface  of  the  liver, 
or  are  conveyed  along  the  lymphatics  of 
the  falciform  ligament  to  the  portal  glands. 
If  Handley's  deductions  are  correct  we 
should  never  omit  heavy  treatment  over 
the  epigastric  region. 

The  next  in  frequency  are  the  lungs, 
pleura  and  the  glands  of  the  mediastinum. 
These  are  supposed  to  become  involved 
through  the  intercostal  or  supraclavicular 
lymphatics. 

In  some  patients  we  find  the  pelvic  vis- 
cera are  involved.  Handley  says  that  these 
are  involved  in  8.6  per  cent,  of  the  early 
cases  in  young  patients,  and  in  only  4.8 
per  cent,  of  the  late  cases  of  all  older  pa- 
tients. The  reason  for  this  lower  percent- 
age in  older  patients  is,  that  with  age  the 
lymphatics  undergo  senile  atrophy,  and 
the  diminution  of  the  caliber  of  the  lym- 
phatic vessels  always  has  a  tendency  to 
oppose  cancer  dissemination.  This  truth, 
that  the  smaller  the  vessels  the  more  they 
oppose  the  advance  of  metastases,  is  also 
shown  by  the  fact  that  the  disease  is  not 
so  malignant  in  thin  patients  as  in  those 
who  are  fat.  Right  here  while  this  fact  is 
before  you,  I  would  like  to  say  that  if  the 
roentgen  rays  did  nothing  more  than  pro- 
duce a  sclerosis  of  the  lymphatics  and  a 
reduction  of  the  size  of  the  vessels,  the 
treatment  would  still  be  indicated,  as  it 
would  always  check  the  progress  of  the 
disease  and  in  some  cases  effect  a  cure. 

A  study  of  autopsies  shows  that  almost 
any  organ  of  the  body  may  show  metas- 
tasis from  cancer  of  the  breast,  and  how- 
Roentgen  Ray  Society,  New  York  City,  Sept.  20-22,  1917. 
01 


302 


Carcinoma  of  the  Breast 


ever  much  confined  to  the  superficial  tis- 
sues this  dissemination  may  seem  to  be, 
no  one  can  absolutely  foretell  how  far  the 
so-called  "microscopic  growing  edge"  of 
cancer  may  extend.  In  7  per  cent,  of  the 
cases  of  carcinoma  of  the  breast,  bone  me- 
tastases are  a  late  sequel.  Any  bony  struc- 
ture may  undergo  metastasis,  but  the  clav- 
icle and  the  distal  extremities  are  rarely 
involved. 

In  view  of  the  wide  distribution  and 
depth  of  metastases,  we  know  that  in 
treating  carcinoma  of  the  breast,  the  rays 
must  be  so  directed  that  the  deep  glands 
in  the  axilla,  under  the  clavicle,  in  the  me- 
diastinum, those  leading  to  the  liver,  and 
all  the  viscera  which  invite  metastasis  will 
receive  a  full  roentgen  dose.  This  means 
that  cross-firing  must  be  employed  so  that 
the  deep  glands  will  be  given  from  3  to  7 
times  the  amount  that  is  given  to  any  skin 
area.  If  we  give  20X  Koenig  (Gauss  modi- 
fied Kienbock  scale)  dose  at  the  siirface,  in 
order  that  the  tissues  at  a  depth  of  two 
inches  will  receive  20X,  sufficient  ports  of 
entry  must  be  employed  to  make  up  for 
the  amount  of  intensity  of  the  light  which 
is  lost  by  distance  and  by  absorption  by 
the  tissues.  If  the  glands  to  be  rayed  are 
four  inches  from  the  skin,  more  cross-firing 
or  more  ports  of  entry  must  be  used  than 
if  the  glands  are  only  two  inches  from  the 
skin.  Experiments  have  shown,  if  the 
glands  to  be  treated  are  four  inches  below 
the  surface,  that  the  intensity  diminishes 
from  100  to  15,  that  is  about  one-seventh 
of  that  at  the  surface.  I  am  sure  that  the 
majority  of  those  treating  carcinoma  of 
the  breast  by  the  roentgen  rays  employ 
too  few  ports  of  entry,  and  consequently 
the  deep  tissues  receive  only  a  fractional 
dose.  This  failure  to  employ  deep  therapy 
is  responsible  for  many  recurrences. 

Most  of  us  would  like  to  give  a  more 
radical  treatment  in  order  to  produce  bet- 
ter end  results.  We  know  that  all  the 
glands  which  favor  metastasis  from  breast 
carcinoma  should  receive  deep  radiation, 
but  we  must  remember  that  the  number 
of  square  inches  that  can  be  radiated  is 


limited,  when  a  full  dose  is  given  more 
than  once.  Now  we  are  all  looking  for 
some  means  by  which  the  skin  will  safely 
tolerate  larger  doses.  Many  roentgenolo- 
gists have  adopted  the  following  or  its 
equivalent  as  a  standard  dose,  or  the 
amount  which  each  area  of  the  skin  will 
tolerate  safely:  Using  a  Coolidge  tube  and 
a  modem  transformer,  focal-skin  distance 
8  inches,  filtering  the  rays  with  4  milli- 
meters of  aluminum,  with  a  9-inch  parallel 
spark  gap,  25  milliampere  minutes  are 
given.  With  most  transformers  this  dose 
will  measure  20X  Koenig  (Gauss  modified 
IGenbock  scale) .  This  is  the  dose  I  employ 
in  most  cases,  and  I  ray  the  following 
areas : 

(i)  In  order  to  prevent  recurrence  in  the 
wound  and  destroy  any  foci  in  the  lym- 
phatics of  the  anterior  chest  wall  and  those 
leading  up  to  the  inner  clavicular  area, 
three  to  four  areas  receive  treatment,  the 
last  being  directed  towards  the  fiver.  Then 
the  liver  area  is  given  one  anteriorly,  one 
laterally  and  one  posteriorly.  With  this 
amount  of  treatment,  the  scar  is  nearly  aU 
removed  and  a  recurrence  in  the  area  is 
rare,  in  comparison  with  the  number  of 
recurrences  in  cases  not  treated  b}^  radia- 
tion. The  scar  will  not  tolerate  as  much 
radiation  as  regions  w^here  the  circulation 
has  not  been  interfered  with  by  operation. 

(2)  The  axilla  is  given  from  three  to 
iouT  doses,  in  addition  to  what  it  receives 
indirectly  while  other  areas  are  treated,  sa 
that  it  will  receive  a  full  dose  at  the  prop- 
er depth.  One  area  below  the  axilla  later- 
ally can  be  covered  by  one  treatment.  The 
supraclavicular  glands  are  usually  involved 
from  the  axillary. 

(3)  The  supraclavicular  region  is  divided 
into  four  areas.  One  treatment  is  directed 
obliquely  inwards  including  the  lower  cer- 
vical glands,  one  downward  through  the 
shoulder  area  to  the  axilla,  one  obliquely 
downward  and  backward  through  the  clav- 
icle, and  one  obliquely  forward  and  down- 
ward from  the  posterior  surface.  Care  must 
be  taken  that  the  glands  under  the  clavicle 
receive  a  full  dose. 
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(4)  The  suprascapular  area  much  more 
requently  discloses  metastases  than  the 
ubscapular.  Each  should  receive  a  full 
lose  on  the  affected  side,  while  on  the  op- 
)Osite  side  the  subscapular  area  might  be 
)mitted  in  early  cases. 

(5)  The  mediastinum  should  receive  one 
)r  two  treatments  from  the  posterior  to 
m  area  between  the  spine  and  scapula  of 
zhe  opposite  side  directed  towards  the  af- 
iected  breast  region,  besides  the  treatment 
it  receives  when  other  areas  are  rayed. 

(6)  The  opposite  side  is  rayed  according 
to  indications,  and  during  the  course  never 
ireceives  less  than  from  4  to  8  treatments. 

(7)  The  epigastric  region  must  never  be 
omitted,  as  this  is  one  of  the  avenues  by 
which  the  liver  and  pelvic  viscera  are 
I  invaded. 

The  interval  between  the  first  and  sec- 
ond coiirse  of  treatments  is  four  weeks. 
However,  in  most  cases  the  supraclavicular 
glands  are  rayed  again  in  two  weeks  in- 
stead of  four,  since  this  chain  is  often  in- 
volved, and  the  surgeon  seldom  advises 
opening  it,  because  he  has  learned  that  it 
is  really  inoperable  when  involved.  Com- 
petent surgeons  agree  that  if  an  operation 
could  be  performed  before  a  diagnosis 
could  be  made  clinically  and  without  a  mi- 
croscope, 80  per  cent,  of  the  cases  could 
be  ciired. 

Deaver  and  McFarland  in  their  recent 
book,  "The  Breast,  Its  AnomaHes,  Its  Dis- 
eases, and  their  Treatment,"  make  the  fol- 
lowing statement:  "It  has  been  stated  that 
80  per  cent,  of  patients  in  whom  the  dis- 
ease is  confined  to  the  breast,  as  proved 
by  both  macroscopic  and  microscopic  ex- 
aminations of  the  tissues  adjacent  to  this 
organ,  are  permanently  cured  of  their  dis- 
ease by  the  radical  operation.  Therefore,  a 
patient  presenting  a  small  movable  mass 
localized  to  the  breast  can  be  assured  that 
four  out  of  five  cases  of  a  similar  nature 
are  cured  by  operation.  When  axillary 
lymph  nodes  are  palpably  enlarged  as  the 
result  of  metastases,  the  chances  of  oper- 
ative cure  are  at  once  diminished  to  one  in 
five."    This   deduction   is   practically    the 


same  as  that  of  Halstead,  who  says  that 
notwithstanding  the  present  day  extensive 
operation,  death  from  metastases  occurs  in 
23.4  per  cent.,  even  in  cases  with  a  micro- 
scopically negative  axiUa.  Deaver  ques- 
tions whether  as  much  palliation  is  re- 
ceived from  operative  as  from  non-oper- 
ative methods,  and  expresses  his  general 
dissatisfaction  with  operations  of  a  pal- 
liative nature  in  the  treatment  of  carcino- 
ma of  the  breast,  since  in  certain  cases  the 
disease  has  been  excited  to  greater  activity 
by  an  incomplete  operation,  and  the  life 
of  the  patient  considerably  shortened.  In 
this  connection  he  mentions  the  unre- 
served statement  of  Bloodgood,  that  "In- 
complete operation  hastens  death."  He 
further  states  that  since  1897  extraordinary 
advances  have  been  made  in  roentgeno- 
therapy that  remove  most  of  the  indica- 
tions for  the  ultraradical  operative  pro- 
cedures, which  have  practically  no  curative 
value  and  a  primary  mortality  of  at  least 
25  per  cent. 

Since  this  carefully  prepared  volume  of 
Deaver  is  a  resimie  of  the  entire  medical 
literature  and  world-wide  clinics,  and  since 
he  has  included  a  valuable  chapter  on 
roentgenotherapy  by  Pfahler,  it  deserves 
more  than  passing  notice.  For  my  own 
part,  I  am  well  convinced  from  the  cases  I 
have  seen  during  the  past  fifteen  or  six- 
teen years,  that  proper  postroentgen  treat- 
ment will  prevent  from  25  to  50  per  cent, 
of  recurrences  even  in  early  cases,  because 
cancer  cells  can  be  destroyed  at  a  greater 
depth  and  distance  from  the  original 
growth.  It  is  only  a  question  of  time,  un- 
til the  profession  will  reahze  that  post- 
operative treatment  is  just  as  necessar}'-  as 
is  asepsis,  before  and  during  the  operation. 

For  the  last  five  or  six  years,  I  have  con- 
sidered anti- operative  roentgenotherapy  a 
very  important  and  useful  field  in  early  as 
well  as  in  advanced  carcinoma  of  the 
breast,  but  only  a  comparatively  few  cases 
have  been  referred,  as  surgeons  do  not 
want  the  operation  to  be  delayed  for  three 
or  four  weeks. 

It  is  a  demonstrative  fact  that  in  lym- 
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phatics,  where  the  vessels  are  of  a  small 
size,  carcinoma  cells  do  not  disseminate 
nearly  so  readily  as  where  they  are  of  a 
larger  size.  It  has  been  proven  that  after 
roentgenotherapy,  the  lymphatics  undergo 
a  sclerosis,  thus  reducing  the  size  of  both 
the  lymph  nodes  and  vessels  which  in  turn 
reduces  the  danger  of  metastases.  A  can- 
cerous mass  w^hich  has  been  rayed,  changes 
in  type,  always  becomes  more  scirrhous, 
and  is  rendered  much  less  malignant.  Car- 
cinomatous timiors  in  the  breast  which 
have  been  growing  very  rapidly  will  be 
checked  and  reduced  in  size  within  a  very 
short  time  after  full  doses  of  radiation.  It 
has  been  suggested  that  some  of  the  pa- 
tients are  rendered  "immune"  to  the 
growth  of  carcinoma  for  some  time  after 
such  treatment.  However,  no  one  can 
prove  at  present  whether  there  is  really 
an  immunity,  or  whether  the  checking  of 
the  growth  and  improvement  in  the  gen- 
eral health  of  the  patient  are  due  entirely 
to  histological  changes  in  the  tissues.  Ob- 
servers agree  that  the  type  of  tumor 
changes,  knd  that  the  danger  of  metas- 
tases is  reduced  by  such  treatment. 

Anti-operative  treatment  will  often  ren- 
der a  more  advanced  case  operable,  and  if 
deep  metastases  have  not  already  taken 


place,  more  permanent  cures  can  be  ob- 
tained surgically.  As  I  have  before  men- 
tioned, metastases  will  not  occiur  so  read- 
ily if  the  caliber  of  the  lymphatic  vessels 
has  been  reduced  by  treatment.  However, 
if  the  liver  or  any  other  of  the  internal  vis- 
cera had  a  metastatic  involvement  before 
treatment  was  given,  the  ciu-e  by  operation 
would  be  only  an  apparent  cure.  But  the 
operation  would  not  hasten  metastases  as 
it  would  without  anti-operative  treatment. 
Postoperative  roentgen  treatment  cannot 
take  the  place  of  anti- operative  treatment- 
as  many  think. 

We  all  know  much  palliation  and  many 
times  a  temporary  cure  can  be  produced 
in  inoperable  and  recurrent  cases.  A  study 
of  the  lymphatic  supply  of  the  breast  and 
the  extensive  metastases,  usually  visceral, 
which  have  already  taken  place,  explains 
why  the  results  are  often  only  temporary. 
By  temporary,  I  mean  from  one  to  three 
or  more  3^ears. 

Although  much  advancement  will  yet 
be  made  in  roentgenotherapy,  sufficient 
results  have  been  already  obtained  to  make 
it  a  recognized  method  in  the  treatment  of 
postoperative  cases,  recurrent  and  metas- 
tatic, primary  inoperable  and  primary 
cases  which  cannot  be  operated  upon. 


AN  INEXPENSIVE  HEAD  VISE 


BY    CAMP    C.    THOMAS,    B.S. 


ANN   ARBOR,   MICH. 


RARELY  does  the  initial  installation  of 
a  roentgen  laboratory  include  an  effi- 
cient device  for  immobilizing  the  head 
while  radiographing  the  sinuses.  We  met 
such  a  situation  by  constructing  the  "head 
vise"  here  illustrated  and  found  it  to  be 
valuable  in  all  views  except  the  lateral. 
The  total  expense,  including  labor  and  ma- 
terials, was  seventy-five  cents. 

The  base  is  made  of  pine  14"  x  10''  x  "^/i" . 
The  jaws  of  the  vise  are  mounted  4}^  inches 


4 


from  one  end  of  the  base,   and  are  five 


/^/ard 


inches  high,  as  illustrated  here  in  Plate  II. 


An  Inexpensive  Head  Vise 
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The   jaws   are   made   by   welding   iron     do   not   obstruct   the   rays   and   cast   no 
.rackets  to  the  part  sawed  from  a  car-     shadows  on  the  roentgenograph. 
)enter's  iron  clamps,  labeled  N,  in  Plate  I.         The  vise  may  be  used  at  an  inclination 


The  pivoted  plate  of  the  clamp  jaw  is  im- 
bedded in  a  large  cork,  and  cemented 
or  glued.  The  carpenter's  clamps  are 
made  of  cast  iron  and  were  purchased 
for  ten  cents  each  at  a  "5-and-io-cent 
store." 

The  corks  used  as  faces  of  the  vise  jaws 


of  25  degrees  by  raising  one  end  of  the  base 
six  inches  with  removable  pegs. 

In  making  stereoroentgenographs  the 
aluminum  plate-changing  tunnel  may  be 
used  with  the  vise,  or  the  base  may  be 
made  of  light  veneer  with  a  plate-changing 
compartment. 
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Gastric  Function  Following  Gastrc 
Enterostomy 

Smithies^  in  discussing  gastric  function 
after  gastro-enterostomy  considers  the  de- 
velopment of  pain,  anorexia,  nausea,  vom- 
iting, gas,  eructations,  constipation,  diar- 
rhea, weight  loss,  weakness,  nervousness, 
gross  hemorrhage,  anemia,  cachexia,  jaun- 
dice, visible  abdominal  peristalsis,  abdom- 
inal tenderness,  and  abdominal  ridge  or 
mass.  A  brief  notice  is  made  of  "stomach 
size"  and  "gastric  stagnation."  He  then 

'"  Gastric    Functions    Following    Gastro-Enterostomy,"    Surg. 
Gynec.  6*  Obslr..  March,  1918,  p.  281. 


considers  in  considerable  detail  the  analy- 
ses of  the  gastric  juice.  The  paper  is  purely 
a  clinical  study  and  as  such  is  able,  admir- 
able and  interesting.  We  are  surprised, 
therefore,  to  have  the  paper  end  abruptly 
with  the  following  paragraphs  which  we 
quote  verbatim. 

"Roentgen  examinations:  Fluoroscopic 
study  was  made  of  39  cases  within  7  weeks 
of  gastro-enterostomy  and  of  26  cases  op- 
erated upon  from  6  months  to  9  years  pre- 
viously. The  results  were  so  greatly  at  vari- 
ance with  the  patient's  physiologic  diges- 
tive function  or  his  clinical  condition  that 
we  are  still  in  doubt  as  to  the  clinical  worth 
of  the  procedure.  Apart  from  the  screen 
and  plate  examinations  demonstrating  the 
patency  or  closure  of  the  pylorus  or  gastro- 
enterostomy stoma,  contractures  of  the 
stomach,  incorrect  surgical  procedures, 
new  ulcer  or  recurrences  of  ulcer  or  cancer, 
or  anomalous  pocketing  or  regurgitation 
of  the  opaque  meal,  little  reliable  informa- 
tion respecting  gastric  function  was  ob- 
tained. Many  of  these  facts  were  clinically 
evident  from  simple  routine  examinations 
and  from  well-taken  histories. 

"In  patients  who  have  been  operated  upon 
at  other  clinics  and  in  whom  the  surgical 
maneuvers  are  in  doubt,  fluoroscopic  ex- 
aminations furnish  a  valuable  method  for 
rapidly  establishing  the  mechanical  status 
of  the  stomach  and  the  jejunum.  However, 
in  all  cases,  where  stenoses,  contractures, 
pocketings,  or  retention  of  the  opaque 
meal  appear  to  exist,  frequent  examina- 
tions, particularly  after  full  doses  of  atropin 
or  belladonna,  should  be  made  before 
opinion  is  given.  Many  abnormalities  seen 
at  the  first  seance  disappear  upon  repeated 
examination,  especially  upon  the  examina- 
tion after  anti-spasmodic  medicines  have 
been  administered." 
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This  comment  on  gastric  roentgenology* 
i  interesting  chiefly  because  it  illustrates 
re  irrational  animosit}^  which  the  dis- 
tiguished  author  seems  to  entertain  and 
(iltivates  towards  the  x-ray. 

In  his  entire   article  he   touches   upon 
fily  two  conditions  which  could  by  any 
ossibihty  be  demonstrated  by  x-ray  meth- 
is;  namely  "stomach  size"  and  "gastric 
^agnation."     In   his   sneering   disparage- 
lent  of  the  x-ray  he  does  not  mention 
.ther  of  these   conditions   in   connection 
nth  his  own  cases.  In  the  final  paragraph 
le  mentions  "the  mechanical  status  of  the 
tomach"  and  the  apparent  retention  of  the 
paqiie  meal,  in  connection  with  cases  "op- 
rated  upon  at  other  clinics."  But  he  does 
nanage  to  mention  a  fairly  wide  range  of 
p-ray  usefulness.  His  style  in  this  regard 
i  appUed  to  urinalysis  would  read  some- 
.vhat  as  follows:  The  examination  of  the 
orine  apart  from  showing  the  presence  of 
albumin,   sugar,   casts,   indican,   pus,   the 
reaction,  the  phthalein  index  and  the  spe- 
cific gravity  contributes  but  little  informa- 
ition  respecting  the  renal  function. 

He  estimates  the  size  of  the  stomach  by 
air  inflation,  at  the  same  time  apologizing 
for  its  inacciu-acy.  For  the  estimation  of 
gastric  stagnation  he  uses  the  stomach 
tube.  If  a  few  bits  of  raisin  skins  or  lettuce 
leaves  have  adhered  to  the  stomach  wall, 
then  the  stomach  is  adjudged  to  show  food 
retention.  So  particular  is  he  in  this  regard 
that  the  stomach  is  "lavaged  with  2  liters 
of  warm  water  in  order  to  avoid  missing  re- 
tention of  food  bits." 

While  he  is  insistent  that  stomach  re- 
tention after  an  opaque  .x-ray  meal  must 
be  guarded  by  repeated  examinations  after 
full  doses  of  atropin,  he  ignores  entirely 
the  fact  that  gastric  and  pyloric  spasms  are 
exactly  as  common  after  a  stomach-tube 
test-meal  as  when  barium  is  mixed  with  the 
food.  Dr.  Smithies  is  not  to  be  judged  more 
at  fault  in  this  matter  than  other  internists 
who  hold  the  x-ray  strictly  accountable  to 
fallacies  and  methods  discovered  and  pre- 
scribed by  roentgenologists,  while  forget- 
ting that  clinical  methods  in  no  wav    ab- 


solve the  stomach  from  its  pecuHar  spasms 
and  responses  to  reflex  influences. 

In  contrast  to  Smithies'  imwarranted 
statements  we  may  quote  from  Carman 
and  Aliller's  paper^  based  upon  950  cases 
at  the  Mayo  Chnic  in  which  both  the  x-ray 
and  the  clinical  methods  of  estimating  gas- 
tric retention  were  compared.  Conclu- 
sions : 

"  I .  It  would  seem  that  the  bariumized 
carbohydrate  meal  described  above  is  a 
more  sensitive  test  for  gastric  motility  than 
the  modified  Riegel  meal  as  commonly  used 
in  the  Mayo  Clinic. 

"2.  The  roentgenologic  double-meal 
method  is  more  informative  than  tubing 
after  a  motor  test-meal,  since  the  former 
not  only  shows  delay  of  evacuation  beyond 
six  hoiu-s,  but  also  yields  information  as 
to  hypermotile  conditions,  and  often,  by 
showing  both  the  active  and  passive  factors 
concerned  in  motility,  aids  in  the  judgment 
of  the  net  result. 

"3.  A  distinct  residue  after  sLx  hours 
from  the  barium  meal  given  under  the  con- 
ditions prescribed  has  been,  nine  times  out 
of  ten,  in  oiu*  experience,  indicative  of  grave 
patholog}'  and  usually  denotes  obstruction 
at  or  near  the  pylorus. 

"4.  The  roentgenologic  method  is  prob- 
ably capable  of  further  elaboration  and  re- 
finement. By  this  means  the  motility  of  the 
stomach  for  various  foodstuffs,  given  sep- 
arately and  in  combination,  can  be  de- 
termined with  ease  and  accuracy,  and  by 
such  determinations  the  diagnosis  of  gastric 
disorders  might  be  further  promoted. 

"5.  The  sLx-hour  barium  residue  may 
be  the  most  definite  and  striking  roentgen- 
ologic sign  of  a  gastro-intestinal  lesion. 
Other  signs  may  be  so  sHght  and  indefinite 
that  a  diagnosis  might  not  be  ventured 
without  this  retention." 

The  confidence  of  the  medical  profession 
in  gastric  roentgenology^  need  in  no  respect 
be  impaired  because  of  Dr.  Smithies'  failiu-e 
to  find  it  useful  in  the  examination  of  cases 
after  gastro-enterostomies. 

A.  W.  Crane. 

sCollected  Papers  of  the  Mayo  Clinic,  VoL  VII,  ipiS.  P-  5>6. 
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Use  of  Intensifying  Screens  for 
Skeletal  Roentgenography 

The  conviction  of  most  experieilced 
roentgenologists  is  that  the  intensifying 
screen,  although  very  useful  in  gastro- 
intestinal work,  is  to  be  avoided  in  the 
roentgenography  of  bones  and  joints.  This 
conviction  is  not  to  be  disputed  in  the  case 
of  the  average  patient  of  150  pounds  or 
less.  But  there  comes  a  point  with  increas- 
ing thickness  of  parts  where  the  screened 
plate  may  be  made  superior  to  the  un- 
screened plate,  provided  a  certain  technique 
be  followed. 

The  parts  of  a  heavy  patient  especially 
suited  for  the  screened  plate  are,  the  spine, 
both  anteroposterior  and  lateral,  the  hips 
and  the  shoulders.  Here  it  may  be  neces- 
sary with  unscreened  plates  to  use  small 
diaphragms  and  long  exposures.  For  these 
reasons  the  use  of  stereoscopic  plates  may 
be  often  impracticable.  But  better  plates, 
with  larger  diaphragms  and  in  quicker 
time,  may  be  made  with  screens. 

The  technique  is  simply  the  use  of  a  soft 
ray,  a  transformer  current  of  low  voltage, 
sufficient  time,  and  an  aluminum  filter  be- 
tween patient  and  plate  to  cut  out  a  pro- 
portion of  the  secondary  rays.  It  is  im- 
portant to  use  a  current  of  low  voltage 
yielding  a  maximum  of  a  5  or  6  inch  spark. 
The  tube  should  be  regulated  so  that  i 
second  may  be  allowed  for  every  3  centi- 
meters of  tissue  thickness  when  35  to  40 
milliamperes  are  flowing  through  a  Cool- 
idge  tube  with  a  tube  distance  of  24  inches. 
This  should  give  a  parallel  spark  gap  of 
from  3I/2  to  4  inches.  The  secondary  rays 
generated  in  the  tissues  by  these  soft  rays 
are  partly  stopped  by  the  ordinary  alumi- 
num cover  of  the  cassette,  but  it  is  better 
to  add  3^  cm.  thickness  in  addition  to  im- 
prove the  definition. 

It  will  be  seen  that  the  time  is  about 
one  third  that  of  the  unscreened  plate  if  a 
4  to  4.^2  parallel  spark  gap  is  used.  This  is 
a  very  different  matter  from  the  so-called 


instantaneous  exposures  usually  associated 
with  the  use  of  intensifying  screens.  From 
5  to  15  seconds  for  spines  are  needed  for 
this  method  in  contrast  to  i/io  to  1/3  sec- 
ond used  in  gastro-intestinal  plates  in  the 
same  cases. 

This  same  technique  applied  to  the  roent- 
genography of  the  head  is  especially  use- 
ful. The  average  anteroposterior  plate  is 
thus  made  in  7  seconds  with  a  distance  of 
16  to  18  inches  while  the  lateral  at  24 
inches  is  made  in  the  same  time.  We  have 
found  it  especially  useful  to  make  the  first 
plate  of  a  stereoscopic  pair  of  the  head  on 
an  iinscreened  plate  and  to  make  the  sec- 
ond on  the  screened  plate.  The  fine  focus 
Coolidge  tube  is  thus  saved  from  over- 
heating. The  two  plates  stereoscope  ex- 
tremely well,  the  difference  in  tone,  struc- 
ture and  detail  contributing  to  the  stereo- 
scopic effect,  while  the  grain  of  the  screen 
becomes  partially  effaced  by  the  super- 
position of  the  unscreened  plate.  The  fact 
that  in  the  stereoscope  one  plate  must 
have  the  glass  side  out  while  the  other  has 
the  film  side  out,  in  no  way  detracts  from 
the  practicability  of  this  method. 

In  order  to  use  a  plate-changer  holding 
cassettes,  the  unscreened  plate  may  be 
put  into  an  empty  cassette  or  a  piece  of 
black  paper  may  be  fitted  over  the  screen 
and  the  plate  placed  upon  it  so  that  the 
film  side  will  be  presented  to  the  rays. 

Our  work  in  this  line  has  been  done  ex- 
clusively with  fine  focus  Coolidge  tubes. 
Accuracy  of  adjustment  and  great  steadi- 
ness in  the  character  of  the  rays  are  re- 
quired. It  is  altogether  probable  that  a 
steady  gas  tube  could  be  used  with  equally 
good  results  if  managed  with  sufficient  care.  , 
It  is  obvious,  if  the  tube  hardens  under 
fire  or  softens  with  heat,  that  either  the 
plate  will  be  gray  and  flat  from  too  high  a 
ray,  or  be  underexposed  from  insufficient 
penetration.  Thus  the  method  has  the 
disadvantage  of  a  narrow  range  for  varia- 
tion of  ray-penetration. 

A.  W.  Crane. 


TRAKSLATIOKS  &  ABSTRACTS 


CooLiDGE,  W.  D.,  AND  MooRE,  C.  X.  A  Port- 
able Roentgen  Ray  Generating  Outfit.  (Re- 
search Laboratory  General  Electric  Co. 
General  Electric  Review,  January,  1918,  Vol. 
XXI,  Xo.  I,  p.  60.) 

The  authors  became  interested  in  the  prob- 
lems of  a  portable  military  .v-ray  outfit  because 
of  inquiries  from  the  Red  Cross  when  it  appeared 
that  this  country  might  become  involved  in 
the  European  war.   Existing  military  outfits 


It  involves  the  use  of  no  mo\ang  parts  other 
than  the  gasolene-electric  set. 

The  outfit  is  self-contained,  requiring  mere- 
ly gasolene  to  run  it,  and  hence  can  be 
operated  an^TN^here  at  any  time  regardless 
of  the  presence  or  absence  of  electric  sup- 
ply circuits. 

The  one  member  ha\'ing  moving  parts,  name- 
ly the  gasolene -electric  set,  can  be  located 
at  any  desired  distance  from  the  roentgen 
rav  room. 


Fig.  I.  Separate  Units  Comprising  Portable  Roentgen  Ray  Outfit. 


were  investigated  and  experiments  carried  on 
regarding  six  possible  systems.  The  following 
is  quoted  from  their  article. 

THE    SYSTEM    CHOSEN 

System  (4),  consisting  of  a  gasolene-electric 
set  furnishing  alternating  current  to  a  step-up 
transformer,  and  with  a  special  self-rectifying 
roentgen  ray  tube  operating  directh^  from  the 
latter  was  finally  chosen.  The  advantages  of 
this  system  when  compared  with  the  others 
may  be  briefly  summarized  as  follows: 

It  is  simpler. 

It  is  more  efficient  electrically. 

It  is  lighter  in  weight  for  a  given  output, 

and  hence  more  portable. 
It  does  not  involve  the  care  of  a  storage  bat- 

terv. 


THE    OUTFIT    AS    DEVELOPED 

Separate  Elemetits  Comprising  the  Outfit. — 
Having  settled  upon  the  system,  it  became 
necessan,^  to  get  the  component  parts.  The  ex- 
igency of  the  case  made  it  desirable  to  use,  in 
so  far  as  possible,  apparatus  which  was  already 
in  production  and  hence  readily  available.  For 
this  reason,  apparatus  was  borrowed  from 
many  different  manufacturers  and  tested  for 
its  fitness  for  the  particular  purpose  in  ques- 
tion. The  elements  which  were  finally  chosen 
are  shown  in  Fig.  i.  A  description  of  each  of 
these  elements,  together  with  the  reasons  for 
choosing  it,  is  given  in  the  follomng: 

(A)  Gasolene-electric  5^^.— Various  single-  and 
midtiple-cyhnder  engines  of  the  2-c}xle  and  4- 
cycle  type  were  tried  out,  and  the  conclusion 
was  reached  that  the  one  which  was  best  adapt- 
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ed  to  the  purpose  was  the  Delco-Hght  engine 
made  by  the  Domestic  Engineering  Company 
of  Da^-ton,  Ohio.  This  engine  was  already  di- 
rect-connected to  a  dynamo. 

The  Delco-Hght  set  was  originally  built  for 
direct  current  at  40  volts,  but  by  a  change  in 
armature-  and  field-windings  and  by  the  addi- 
tion of  a  pair  of  slip  rings  and  brushes  it  was 
adapted  to  furnish  alternating  current  at  the 
desired  voltage.  The  engine  was  also  pro\'ided 
with  a  special  throttle-governor  for  regulating 
the  generator  voltage.  This  governor  consists 


(C)  Filament-current  Transformer.  —  Here 
again  it  seemed  imperative  that  an  oil  insulated 
transformer  should  be  used,  and  that  this 
should  be  electrically  efficient,  of  light  weight, 
and  oil  tight. 

(D)  Filament-current  Control. — That  chosen 
for  this  outfit  was  selected  because  of  its  small 
size,  fineness  of  regulation,  and  the  fact  that 
the  setting,  once  made,  was  not  easily  dis- 
turbed. 

(£)  Booster. — The  fine  voltage  drops  consid- 
erably when  the  full  load  is  thrown  on  the 


\ 


Fig.  2.  Special  Self-rectifying  Roentgen  Ray  Tube. 
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of  a  solenoid  (a)  mounted  above  the  carburetor, 
the  movable  core  of  the  solenoid  being  con- 
nected to  the  butterfly  valve  of  the  throttle. 
The  solenoid  is  operated  by  direct  current 
taken  from  the  commutator  of  the  generator. 
A  variable  resistance  (b)  is  placed  in  series 
with  the  solenoid,  and  by  means  of  this  resist- 
ance any  throttle  opening  and  hence  any  de- 
sired engine  speed  and  alternating  current  volt- 
age may  be  obtained.  The  alternating-current 
voltage  is  indicated  by  the  voltmeter  (c). 

{B)  Roentgen  Ray  Transformer.— A  small 
transformer  for  dental  radiographic  outfit,  was 
chosen  for  the  following  reasons : 

It  is  an  oil-insulated  closed-magnetic  circuit 
transformer  of  the  proper  capacity. 

It  is  oil-tight. 

Its  design  is  such  that,  with  the  load  in  ques- 
tion, the  "inverse"  voltage  is  not  prohib- 
itively high. 

It  was  available  on  short  notice,  as  only 
two  minor  changes  were  required.  These 
changes  consisted  in  adapting  the  primary 
winding  to  the  voltage  of  the  generator 
and  in  bringing  out  leads  for  the  milliam- 
meter  (d)  from  the  grounded  middle  point 
of  the  secondary  (this  makes  the  milliam- 
meter  a  low-tension  instrument) . 


generator.  To  prevent  the  lowering  of  the  fila- 
ment-current which  would  result  from  this,  a 
small  transformer  was  designed,  the  primary 
of  which  is  inserted  in  the  primary  circuit  of 
the  x-ray  transformer  and  the  secondary  in  the 
primary  circuit  of  the  filament-transformer,  as 
shown  in  the  wiring  diagram  (Fig.  3). 

{F)  Operating  Switch. — ^A  single-pole  single- 
throw  switch  of  substantial  construction  was 
chosen. 

(G)  Special  Self -rectifying  Tube. — There  was 
no  tube  suitable  for  diagnostic  work  and  ca- 
pable of  rectifying  its  own  ciurent,  for  fre- 
quent long  exposures,  with  as  much  energy  as 
that  available  from  the  Delco-Hght  set.  It, 
therefore,  became  necessary  to  undertake  its 
development,  and  the  result  is  seen  in  Fig.  2. 
This  tube  is  fully  discussed  in  a  separate  paper 
published  in  the  current  nrmiber  of  the  Review 
by  one  of  the  authors.  Briefly,  it  is  a  hot- 
cathode  tube  with  a  9.5  cm.  (3M  in.)  bulb. 
The  cathode  has  been  especiaUy  designed  to 
give  a  focal  spot  3.2  mm.  (3^  in.)  in  diameter 
and  with  a  very  uniform  distribution  of  energy. 
The  target  consists  of  a  small  wrought-tung- 
sten  button  set  in  a  solid  block  of  copper,  and 
this  block  is  electrically  welded  to  a  solid  cop- 
per stem  1.6  cm.  {^A  in.)  in  diameter  which  ex- 
tends out  through  the  anode  arm  to  an  exter- 
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lal  radiator.  A  platinum  sleeve  is  silver-sol- 

tered  at  one  end  to  the  copper  stem  and  at- 
iched  at  the  other  end  to  the  glass  of  the 
knode  arm.  The  target,  complete  vnth.  stem 
knd  radiator,  weighs  860  gms.  and  has  a  heat 
capacity  of  81  calories  per  degree  centigrade. 
The  present  standard  solid  tungsten  target, 
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Fig.  3.  Complete  Wiring  Diagram. 

complete  -^-ith  moh^bdenimi  stem  and  iron  sup- 
porting tube,  has  a  heat  capacity  of  less  than 
10  calories.  Because  of  its  greater  heat  capacity, 
it  takes  much  longer  to  heat  the  radiator  type 
of  target  to  redness  than  it  does  the  sohd  ttings- 
ten  target.  Unlike  the  latter,  the  target  in  the 
new  tube,  even  at  relatively  low  temperatiires, 
cools  rapidly  in  the  interval  between  radio- 
graphic expostu-es,  and,  therefore,  permits  of 
starting  each  exposure  with  an  essentially  cold 
target.  As  a  result  the  focal  spot,  even  though 
small,  is  kept  from  reaching  a  temperature  high 
enough  to  allow  "inverse"  current  to  pass 
through  the  tube.  Furthermore  (and  this  ser\-es 
as  an  additional  safeguard),  this  type  of  tube 
does  not  allow  an  appreciable  amount  of  in- 
verse oirrent  to  pass  even  though  it  is  so  bad- 


ly overloaded  that  the  focal  spot  becomes  heat- 
ed to  the  melting  point.  A  probable  explanation 
of  this  striking  fact  is  given  in  the  companion 
article  on  the  tube. 

COilPLETE   WIRING   DIAGRAM 

This  is  shown  in  Fig.  3  and  needs  no  further 


explanation. 


COMPLETE    OUTFIT 


The  complete  outfit  is  sho\\m  in  Fig,  4,  in 
which  the  gasolene-electric  set  is  seen  at  the 
left.  The  roentgen  ray  and  filament-current 
transformers,  the  filament  current  control,  and 
the  booster  are  in  the  lower  part  of  the  box  at 
the  end  of  the  table  (see  Fig.  5,  which  shows 
the  inside  of  this  box) .  On  a  sheH  in  the  top  of 
this  box  are  a  voltmeter  for  showing  line  volt- 
age, the  adjustable  rheostat  for  controlling  line 
voltage,  a  milliammeter  for  indicating  the  tube 
current,  and  the  operating  switch.  (There  is  a 
cover  for  this  box  which  is  screwed  on  for  ship- 
ment.) The  ic-ray  tube  is  permanently  located 
in  the  movable  tube  box  under  the  table. ^ 

TECHNIC 

The  outfit  as  described  lends  itself  readily  to 
a  ver}'  simple  technic.  Experience  extending 
over  several  years  has  convinced  the  writers 
that  it  is  very  convenient,  for  experimental 
work,  to  have  extreme  flexibility  in  a  roentgen 
ray  generating  outfit,  so  that  the  penetrating 
power  of  the  rays  can  be  varied  at  will  between 
^vide  limits.  It  has  also  convinced  them,  how- 
ever, that  roentgenologists  wotild  get  better 
average  results  in  diagnostic  work  if  their  out- 
fits were  made  much  less  flexible,  so  that  the 
roentgen  ray  tube  could  be  used  more,  for  ex- 
ample, as  the  ordinary  incandescent  lamp  is. 
When  such  a  lamp  is  lighted  on  the  ordinary- 
constant-potential  circuit,  it  gives  always  the 
same  kind  and  the  same  amoimt  of  Hght.  It  is 
entirely  practicable  to  operate  a  roentgen  ray 
tube  in  this  same  manner.  It  is  merely  neces- 
sary^ to  see  that  the  filament  current  is  always 
the  same  and  that  the  high-tension  voltage  im- 
pressed upon  the  tube  terminals  is  always  the 
same.  Under  these  circimistances  the  tube  al- 
ways gives  out  roentgen  rays  of  the  same  pene- 
trating power  2  and  of  the  same  intensity.  Alore 

1  The  table,  tube  box,  and  shutter  were  all  developed  by  the  co- 
operative work  of  others,  including  Major  Shearer,  Major  Geo. 
Johnston,  and  the  Kelley-Koett  Company. 

5  These  rays  are  not  homogeneous,  but  the  mixture  is  always  tne 

same. 
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artistic  radiographs  can  be  made  by  adapting 
the  penetrating  power  of  the  rays  to  the  thick- 
ness of  the  part  to  be  radiographed,  but  experi- 
ence shows  that  with  a  suitable  compromise 
\^oltage  (we  ha^-e  adopted  that  corresponding 
to  a  5-in.  spark  between  pointed  electrodes 
which  is  equal  to  57,500  volts  eflfective,  as  actu- 
ally measured  by  a  sphere  gap)  excellent  radio- 
graphs can  be  made  of  all  parts  of  the  human 
body,  and  with  a  great  simplification  in  appa- 


The  reason  for  adopting  for  radiography  the 
amount  of  energy  corresponding  to  10  ma.  at 
a  5-in.  spark  was  that  it  was  the  maximiim 
amount  available  in  the  tube  when  operating 
from  the  Delco-light  generator. 

This  energy  could,  of  course,  have  been 
taken  at  any  desired  potential,  as  this  was 
merely  a  matter  of  transformer  design.  The 
reasons  for  choosing  the  potential  correspond- 
ing to  a   5-in.   spark  were:   Given  a  certain 


Fig.  4.  Complete  Portable  Roentgen  Ray  Outfit. 


ratus  and  technic.  The  time  factor  becomes 
the  only  variable  and  this  is  adapted  to  the 
thickness  of  the  part  to  be  radiographed. 

With  57,500  volts  (effective)  and  10  milliam- 
peres  and  a  distance  of  45.7  cm.  (18  in.)  from 
focal  spot  to  plate,  the  writers  have  found  that 
for  Seed  plates  and  the  average  adult  subject, 
the  following  table  of  expostires  gives  good  re- 
sults : 

Exposures  18  in.  distance 

Sec.  Sec. 

Hand i     Chest 10 

Elbow 2     Hip 20 

Ankle 2  Head-lateral.  ...      25 

Knee 4  Frontal  sinus ....      50 

Shoulder 8 

Too  much  weight  should  not  be  attached  to 
this  table,  as  it  is  based  on  a  relatively  small 
amount  of  work.  It  is  merely  given  to  show  in 
a  general  way  how  the  time  of  exposure  varies 
for  different  parts  of  the  body  when  the  inten- 
sity and  penetrating  power  of  the  rays  are  held 
constant. 

The  compromise  voltage  used  for  radiogra- 
phy appears  well  suited  to  fluoroscopy,  and  at 
this  voltage  a  current  of  5  ma.  appears  to  give 
sufficient  illumination. 


amount  of  energy  to  work  with,  the  roentgen 
ray  intensity,  as  measured  by  the  illiunination 
of  the  fluorescent  screen  or  the  action  on  the 
photographic  plate  goes  up  rapidly  with  the 
voltage.  This  is  ob\'ious  from  the  well-known 
fact  that  roentgen  ray  intensity,  measured  as 
above,  increases  with  the  first  power  of  the  mil- 
liamperage  and  -^dth  the  square  of  the  voltage, 
while  the  energy  delivered  to  the  tube  is  pro- 
portional to  the  product  of  the  first  power  of 
the  current  and  the  voltage.  This,  then,  was 
an  argument  in  favor  of  high  voltage.  On  the 
other  hand,  contrast,  in  both  radiography  and 
fluoroscopy,  decreases  \\ath  increasing  voltage. 
This  is  an  argument  against  the  use  of  too  high 
voltage.  The  voltage  corresponding  to  a  5-in. 
spark  between  points  appeared  to  be  a  good 
compromise. 

The  authors  have  adopted  the  following  gen- 
eral method  of  using  the  outfit. 

After  starting  the  engine,  the  resistance  (b) 
is  all  cut  out.  This  causes  the  engine  to  idle  at 
its  lowest  speed. 

For  radiographic  work,  the  resistance  of  (b) 
is  raised  until  the  line  voltage  indicated  by  (c) 
is  about  160.  The  filament  current  is  then  ad- 


Translations  and  Abstracts 


313 


isted  once  for  all  ^  by  means  of  the  control 
D)  until,  upon  closing  the  x-ray  s^^dtch,  the 
lilliamperemeter  registers  10.  As  the  x-ray 
mtch  is  closed  the  line  voltage  is  seen  to  drop, 
'he  resistance  of  (b)  should  be  changed  until 
he  line  voltage,  mth  the  10  ma.  load,  is  122. 
rhe  line  voltage  is  now  obser\'ed  when  the 
ad  is  taken  off,  and  is  in  future  ^^'ork  brought 


Fig.  5.  Transformer  .\nd  Instrument  Box. 

to  this  point  before  closing  the  roentgen  ray 
smtch.  The  important  point  is  that  the  volt- 
meter reading  when  the  10  milliampere  load  is 
on  shall  always  be  122.  If  this  condition  is  ful- 
filled, all  radiographic  work  will  be  done  with 
a  tube  voltage  corresponding  to  a  5 -in.  spark 
between  points. 

For  fluoroscopic  work,  it  is  not  necessary  to 
touch  the  filament  current  control.  This  should 
be  left  just  as  it  was  for  radiogi'aphic  work. 
After  closing  the  roentgen  ray  switch,  the  rheo- 
stat (b)  is  so  adjusted  that  the  tube  carries  5 
milliamperes.  The  tube  voltage  will  then  be 
the  same  as  it  is  with  the  lo-ma.  setting  for 
radiographic  work. 

ENGINEERING    DATA 

(/)  Electrical  Efficiency. — Wattmeter  meas- 
urements taken  at  various  points  in  the  circuit 
showed  that,  with  the  radiographic  load  of  10 

^  It  should  subsequentlv  need  to  be  changed  only  when  tubes  are 
changed. 


ma.  at  57,500  volts  (effective),  the  alternating- 
current  generator  was  delivering  820  watts, 
and  that  this  energy  was  consumed  in  various 
parts  of  the  outfit  as  follows : 

Watts 

Main  line  loss 10 

Booster  loss 12 

Filament-current  control  loss 14 

Filament-current  transformer  loss 5 

Energy'  consumed  in  filament 43 

Energy  delivered  to  roentgen  ray  trans- 
former    694 

Total 778 

The  difference  of  5  per  cent,  between  this 
total  and  the  820  watts  measured  directly  at 
the  brushes  of  the  generator  is  doubtless  to  be 
explained  in  part  by  experimental  error  and  in 
part  by  distortion  of  wave-form. 

From  the  above,  it  is  seen  that  85  per  cent, 
(694  watts)  of  the  energ}^  from  the  generator  is 
delivered  to  the  roentgen  ray  transformer. 

The  energ3^  in  the  high-tension  discharge 
passing  through  the  tube  was  not  measured  di- 
rectly. (If  time  had  permitted,  it  would  have 
been  determined  by  thermal  measurements  of 
the  heat  generated  in  the  target.)  It  should  be 
approximately  equal  to  575  watts  (the  product 
of  tube  current  and  voltage,  or  o.oio  by  57,- 
500).  According  to  this,  the  roentgen  ray  tube 
gets,  in  the  form  of  high-tension  discharge,  83  per 
cent,  of  the  energy  delivered  to  the  roentgen  ray 
transformer  and  jo  per  cent,  of  the  total  energy 
delivered  by  the  alternating-current  generator. 

(2)  Gasolene  Economy. — This  was  determined 
for  various  roentgen  ray  loads.  In  the  follow- 
ing table,  the  first  column  gives  the  number  of 
the  experiment,  the  second  the  load,  the  third 
the  engine  speed  in  revolutions  per  minute,  the 
fourth  the  dynamo  voltage,  and  the  last  the 
economy  expressed  in  hours  of  operation  per 
gallon  of  gasolene  consumed. 


Expt. 

No. 

Roentgen  ray  Load 

R.p.m. 

Dyna- 
mo 
Voltage 

Hours 

per 
Gallon 

r 

2 

3 
4 

0 

0 
Radiographic 
Fluoroscopic 

900 
1440 

1382 
1320 

90 
160 
122 
"4 

53^ 
4 

3U 

In  Experiment  i,  the  engine  was  idling  at 
its  lowest  speed  and  the  roentgen  ray  switch 
was  open.  In  Experiment  2,  the  engine  speed 
was  that  required  for  radiographic  work,  but 
the  roentgen  ray  switch  was  open.  In  Experi- 
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merit  3,  the  radiographic  load  is  on  for  15  sec- 
onds and  then  off  for  the  remaining  45  seconds 
of  each  minute.  (This  particular  schedule  was 
chosen  as  representing  the  severest  radiograph- 
ic service  which  was  likeh^  to  be  required  of 
the  outfit.)  The  fourth  experiment  was  with  a 
fluoroscopic  load  kept  on  continuously. 

(j)  Weights. — The  weight  in  pounds  of  the 
different  parts  of  the  outfit  is  given  in  the  fol- 
lowing table: 

Engine  and  generator,  with  wooden 

base 377  lbs. 

Tube  box  and  shutter no  lbs. 

Table 164  lbs. 

Transformer    and    instrument    box 

with  contents 244  lbs. 

Total 895  lbs. 

ADVANTAGES    OF    THE    OUTFIT 

The  advantages  of  the  complete  outfit,  as 
described  above,  may  be  summarized  as  fol- 
lows: 

(i)  Simplicity  of  apparatus. 

(2)  High   efficiency   with   consequent    light 

weight  and  portability. 

(3)  No  moving  parts  other  than  the  gaso- 

lene-electric set. 

(4)  Control  of  line  voltage,  making  it  possi- 

ble to  duplicate  electrical  conditions 
and  .x"-ray  results  very  accurately. 

(5)  The  tube  has  been  designed  to  carry  all 

of  the  energy  that  the  generator  can 
deliver.  For  this  reason  no  harm  can 
be  done  to  the  tube  by  raising  the  fila- 
ment current  too  high.  Under  such 
conditions  the  milliamperage  will  go 
up,  but  the  voltage  will  decrease  so 
that  the  energy  delivered  to  the  tube 
will  not  go  up  appreciably. 

(6)  The  gasolene-electric  set  can  be  placed 

at  any  desired  distance  from  the  high 
tension  part  of  the  outfit,  so  as  to 
avoid  noise  in  the  operating  room. 

(7)  No  storage  battery  to  get  out  of  order. 

(8)  Engine  can  be  made  to  idle  at  very  low 

speed,  conducive  to  long  life.  This  ad- 
vantage comes  from  the  use  of  the 
voltage  governor  instead  of  a  speed 
governor. 

(9)  An  accidental  short  circuit  of  the  gener- 

ator does  no  harm ;  it  simply  lowers  the 
line  voltage  to  such  an  extent  that  the 
field  excitation  goes  down,  the  ignition 
fails,  and  the  engine  stops. 


IMPROVEMENTS     WHICH     COULD     BE     MADE     BY 
SPECIAL   DESIGN 

The  outfit  described  was  developed  primarily 
for  army  use,  and  the  exigency  of  the  case  made 
it  necessary,  in  so  far  as  possible,  to  make  use 
of  parts  which  were  already  in  production  and 
hence  readily  available.  It  could  be  further 
simplified  and  improved  by  special  design. 


/Voent^en  /73j/  Tube 


Transformer 


}9oent^en  Ray  ^ 
Switch 


: 'Fi/amerit 

Transformer* 


Filament  Control 


Fig.  6.  Wiring  Diagram  for  Outfit  Operated 
Directly  from  Existing  Alternating  Current 
Mains.  (When  Gasolene  Electric  Set  is  Not 
Needed.) 


The  greatest  improvement  would  come  from 
a  reduction  in  the  "inverse"  voltage.  By  proper 
electrical  design  of  the  dynamo  and  the  high- 
voltage  transformer,  this  "inverse"  voltage 
could  readily  be  reduced  to  a  point  where  it 
would  be  but  slightly  in  excess  of  the  "useftd" 
voltage. 

This  would  make  it  practicable  and  easy  to 
work  with  a  high-tension  system  grounded  on 
one  side.  The  cathode  of  the  tube  would  then 
be  connected  to  the  lead  covering  of  the  tube 
box,  and  through  this  and  the  supporting 
mechanisms  to  the  grounded  metal  frame  of 
the  table.  There  would  then  be  only  one  high- 
tension  terminal  to  the  transformer  and  only 
one  high-tension  wire  going  to  the  tube  (to  the 
anode).  The  grounding  of  the  cathode  end  of 
the  tube  would  make  it  possible  to  dispense 
with  the  relatively  bulky  filament-current 
transformer  insulated  for  high  potential  and 
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D  replace  it  with  a  ver}-  small  ordinar\^  low- 
oltage  transformer.  It  would  also,  for  the  fol- 
D^ing  reasons,  increase  the  allowable  tube 
ravel :  first,  the  grounded  end  of  the  tube  could 
jafely  be  moved  to  the  extreme  end  of  the 
'able;  and,  second,  owing  to  the  reduction  in 
nverse  voltage,  the  length  of  tube  and  tube- 
30X  could  be  materially  reduced. 

The  set  described  is  intended  to  be  used  as 
^  unit;  but  it  would  be  a  simple  matter  to  so 
Inodify  it  that  it  could  be  operated  from  exist- 
pig  electric  circuits  •^■ithout  running  the  gaso- 
lene-electric set.  The  wiring  diagram  (Fig.  6) 
jshows  the  simpHcity  of  such  a  system.  Where 
different  line  voltages  are  to  be  encountered, 
ithe  roentgen  ray  and  filament-current  trans- 
jformers  would  have  special  priman'  mndings 
(with  several  taps,  or  with  several  sections  which 
Icould  be  connected  in  series  or  in  multiple.  An- 
lOther  method  of  accomplishing  the  same  result 
I  would  consist  in  using  an  auto-transformer 
provided  with  suitable  taps  to  take  in  current 
I  of  any  commercial  voltage  and  deliver  it  at 
I  the  122  volts  given  by  the  Delco-light  set. 
There  is  already  sufficient  iron  in  the  trans- 
formers to  take  care  of  a  wide  range  of  fre- 
quencies. For  operation  from  direct-current 
mains,  a  rotar}-  converter  would  be  needed. 
TMien  operating  from  existing  electric  mains, 
with  either  alternating  or  direct  current,  the 
booster  would  not  be  needed. 

In  closing  the  authors  wish  to  express  their 
thanks  to  the  many  different  manufacturers 
who  loaned  the  apparatus  used  in  the  investi- 
gation of  the  different  systems  referred  to  in 
this  article. 


SwAYNE,  W.  C.  Rectal  Diverticula  as  a  Causa- 
tive Factor  in  Peh-ic  Inflammation  in 
Women.  (Bristol M.-Chir.  J.,  1917,  XXXV, 
91.)  (Ref.  Internal.  Abstr.  of  Surg.,  Jan., 
1918,  p.  34.  Tuholske.) 

Diverticiila  occur  most  frequently  in  the 
sigmoid,  descending  colon,  and  peritoneal- 
covered  portion  of  the  rectum.  These  diver- 
ticula are  actual  hemice  in  the  wall  of  the  in- 
testine, at  the  points  of  attachment  of  the 
appendices  epiploicae,  with  protrusion  of  the 
mucous  membrane.  They  commonly  contain 
fecal  concretions ;  perforation  is  not  an  uncom- 
mon complication. 

The  author  cites  two  personal  cases,  in  one 


of  which  perforation  had  taken  place  leading 
into  the  bladder. 

Operation  aims  at  ligature  of  the  pedicle 
of  the  diverticultmi  and  invagination,  but  in- 
asmuch as  mtdtiple  divertioila  usually  exist, 
frequently  imbedded  in  adhesions,  and  the 
disease  occurs  chiefly  in  elderly  females,  the 
operative  risk  is  great.  Medical  treatment  is  of 
no  avail.  Diverticulitis  shoiild  be  considered 
as  a  possible  factor  in  all  peh4c  inflammation 
of  obscure  origin. 

Chapin.  Comparison  between  Clinical  Exam- 
ination and  Roentgenograms  in  Diseases 
of  the  Chest.  {Am.  J.  Ohst.  b'  Dis.  Women 
i"  Child.,  Oct.,  191 7,  Vol.  LXXVI,  No. 
478.)  (Ref.  Am.  J.  Med.  Sc,  Jan.,  1918, 
Vol.  CLV,  No.  I,  p.  143.) 

Owing  to  the  difficult}^  of  keeping  Httle  chil- 
dren quiet  during  exposure  it  is  often  hard  to 
interpret  heart  shadows.  A  twisting  of  the 
body  may  cause  a  rotation  of  the  chest  so  as 
to  exaggerate  the  heart  shadow  in  an\-  direc- 
tion. Of  15  cases  studied  both  by  .v-rays  and 
by  physical  examination,  7  showed  an  agree- 
ment, or  partly  agreed,  and  7  failed  to  show 
a  correspondence  in  the  conclusions  reached 
by  the  two  methods.  In  regard  to  the  lungs  a 
combined  study  was  made  in  97  cases.  There 
was  agreement  in  77  and  disagreement  in  20 
cases.  Of  the  latter  5  gave  e\-idence  of  lobar 
pneumonia  that  was  not  detected  by  ph}'sical 
examination;  2  gave  physical  signs  of  pneu- 
monia, which  were  not  confirmed  by  .r-rays; 
3  showed  physical  signs  of  bronchopnevimonia 
not  found  in  A;-rays.  As  a  general  nde  it  was 
found  that  the  .'C-ra^'-s  would  often  give  a 
shadow  in  the  absence  of  physical  signs  in 
congestion,  smaU  consoHdations,  hilum  infil- 
trations, interlobar  plevirisy,  miliary  tuber- 
culosis and  mediastinal  ttmiors. 

Hamburger,  Walter  W.  Roentgenological 
Studies  in  the  HeaHng  of  Gastric  and 
Duodenal  Ulcers.  (Am.  J.  M.  Sc,  Febru- 
ary, igi8.  Vol.  CLV.  No.  2,  p.  204.) 

Hamburger  for  the  past  two  years  has  stud- 
ied gastric  and  duodenal  ulcer  by  the  following 
method : 

"i.  In  addition  to  the  regiilar  routine  of 
history-taking,  physical  examination,  test- 
meal  examination,  etc.,  the  patient  is  subjected 
to    a    thorough    preliminar}-    roentgenological 
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study,  including  the  registering  of  from  six  to 
twelve  plates,  taken  at  interv^als  after  the 
barium  meal. 

"2.  In  the  event  that  positive  roentgeno- 
graphic  evidence  of  ulcer  is  thtis  obtained,  the 
patient  is  put  under  medical  treatment  (the 
details  of  which  do  not  concern  us  here)  for 
from  three  to  six  weeks.  Within  this  time  and 
before  discharge  from  the  hospital  the  patient 
is  again  thoroughly  studied  roentgenologically, 
including  the  making  of  plates. 

"3.  The  patient  is  asked  to  report  back  to 
the  hospital  at  least  every  three  months  for 
a  repetition  of  the  roentgenographic  studies. 

"In  other  words,  roentgenological  examina- 
tions are  made  before,  during,  and  after  med- 
ical treatment,  as  often  as  every  three  months, 
for  a  period  of  one  to  two  years  or  longer.  These 
studies  serve  as  a  guide  to  the  healing  process, 
and  as  a  contrast  with  the  findings  before 
treatment  was  begun." 

Four  duodenal  and  seven  gastric  ulcer  cases 
were  thus  studied. 

"Haudek,  in  1910,  described  his  classical 
Nischen  Symptom,  which  was  the  demonstra- 
tion roentgenologically  of  a  small  round  pro- 
jection (Riindliche  Vorsprung)  along  the  lesser 
curvature  of  the  stomach.  Haudek  believed  that 
this  projection  or  pocket  represented  the  ac- 
cumulation of  bismuth  or  barium  in  the  crater 
of  a  penetrating  ulcer.  In  certain  cases  the 
pocket  or  crater  of  bismuth  was  surmounted 
by  a  small  air  bubble  which  could  be  observed 
in  the  plate. 

"Accepting,  then,  as  definitely  established, 
that  the  barium  projection  represents  the  ulcer 
crater,  let  us  turn  to  a  consideration  of  the 
changes  in  morphologv^  of  the  niche  during 
and  after  medical  treatment.  In  certain  cases 
the  depth  and  \vidth  of  the  projection  gradu- 
ally lessens  until,  in  the  favorable  cases,  it 
has  entirely  disappeared,  leaving  a  smooth, 
regular,  lesser  curv^ature  outline.  This  disap- 
pearance of  the  niche  can  be  followed  accu- 
rately from  week  to  week  and  month  to  month, 
and  is  usually  accompanied  with  coincident 
improvement  in  the  clinical  findings,  viz., 
disappearance  of  epigastric  pain  and  distress; 
cessation  of  vomiting;  disappearance  of  occult 
blood  in  stool  and  stomach  contents;  gain  in 
weight,  appetite,  hemoglobin,  and  general 
well-being  of  the  patient;  gradual  return  to 
normal  of  gastric  secretion  and  motility.  Such 
ulcers  may  be  said  to  be  heahng,  and  in  the 


event  that  these  objective  and  subjective 
changes  continue  satisfactorily,  may,  at  the 
end  of  six  to  twenty-four  months,  be  said  to 
be  cured,  depending  on  the  personal  conserva- 
tism of  the  observer, 

"Certain  other  cases, however,  do  not  progress 
so  satisfactorily,  either  because  of  insufficient 
dietary  care  on  the  part  of  the  patient,  in- 
accuracy in  the  details  or  duration  of  medical 
management,  or  because  of  other  underl^dng 
organic  disease,  such  as  carcinoma,  syphilis, 
or  tuberculosis.  In  these  ulcers  the  niche  nar- 
rows only  temporarily,  later  resuming  its  for- 
mer contour  or  even  becoming  deeper,  wider, 
and  more  irregular.  Such  patients  demand 
either  more  accurate  medical  management, 
specific  tuberculous  or  luetic  treatment,  or 
surgery — or  all  three. 

"This  method  applied  to  cases  of  duodenal 
ulcer  has  not,  up  to  the  present,  been  produc- 
tive of  as  many  positive  findings  as  in  the 
case  of  lesser  curvature  ulcer.  Notwithstanding 
it  would  appear  that  such  repeated  roentgeno- 
logical examinations  are  of  value  and  should 
be  instituted  as  a  routine  in  the  medical  treat- 
ment of  all  ulcers. 

"  I.  This  method  is  of  value  in  the  diagnosis, 
prognosis,  control  of  medical  treatment,  and 
selection  for  surgical  treatment  of  gastric  and 
duodenal  ulcer. 

"2.  The  method  is  of  value  in  studying  the 
pathology  of  the  healing  process  in  both  clin- 
ical and  experimental  ulcer.  Thus  far  it  is  not 
of  positive  value  in  the  differential  diagnosis 
between  ulcer  and  cancer,  although  in  the 
future  it  may  shed  some  light  on  the  much  dis- 
cussed problem — the  frequency  of  malignant 
degeneration  of  callous  ulcer. 

"3.  In  the  use  of  the  method  the  danger  of 
mistaking  normal  peristalsis  for  penetrating 
ulcer  and  of  the  overlooking  of  the  presence 
of  small  ulcer  because  of  incomplete  or  insuffi- 
cient examination  must  be  borne  in  mind." 

Boas,  Ernst  P.  and  Scholz,  Thomas.  Calcifi- 
cation in  the  Pineal  Gland.  {Arch.  Int. 
Med.,  January,  1918,  Vol.  21,  No.  i,  p.  66.)  \ 

1 
Many   roentgenologists   have   puzzled   over 

the  significance  of  the  dense  particle  which 
they  see  suspended  in  the  mid-brain  when  ex- 
amining stereoscopic  plates  of  the  head.  This 
particle  varies  in  size  from  a  pin-head  to  a 
small  pea  and  is  located  slightly  above  and  4 
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I  5  cm.  behind  the  sella  turcica.  Boas  and 

:holz  were  able  by  postmortem   to  demon- 

,rate  the  basis  of  this  roentgen  finding. 

"Roentgenologic  examination  of  the  skull 

ith  the  patient  in  a  lateral  position  presented 

dense,  somewhat  irregularly  outlined  shadow 

f  about  the  size  of  a  split  pea,  4  or  5  cm.  pos- 

erior  to  and  somewhat  above  the  tip  of  the 

posterior  cHnoid  process.  In  both  lateral  \'iews 

.he  shadow  appeared  of  exactly  the  same  size. 

the  cranial  bones  failed  to  show  anv  abnormal- 

'ty." 

The  folloTsing  is  from  the  necropsy  protocol : 

"The  pineal  body  is  slightly  enlarged.  It  is 

:alcified  in  large  part.  The  calcium  is  deposited 

as  a  loose,  spong\'  framework,  chiefly  in  the 

jpper  half  of  the  gland.  A  few  small  calcified 

plaques  i  or  2  mm.  in  diameter  project  from 

the  posterior  surface  of  the  pineal  gland  into 

|the  third  ventricle.  There  is  no  acenndus  in  the 

choroidal  plexus  or  in  the  epend}'ma  covering 

the  trigonum  habenulae. 

"Many  sections  were  taken  for  microscopic 
examination.  In  the  lower  half  of  the  gland  the 
normal  cellular  structure  persists.  The  nuclei 
are  well  preserved,  large  and  vesicular,  vrith.  a 
moderate  amount  of  chromatin.  There  is  ap- 
parently some  increase  in  the  fibrous  stroma  of 
the  gland.  Scattered  here  and  there  are  many 
small  grains  of  typical  brain  sand  {acerviiliis 
cerebri) .  They  stain  blue  vnth.  hematoxylin  and 
are  laid  downa  in  concentric  lamellae.  They  are 
approximately  circular  in  shape  but  their  mar- 
gin is  irregular.  There  is  no  tissue  reaction 
about  them,  but  the}-  He  apparently  free  in 
between  the  glandtdar  tissue.  The  upper  por- 
tion of  the  gland  is  largely  replaced  by  an  irreg- 
ular, blue-staining  mass.  On  close  inspection  it 
is  apparent  that  this  mass  has  been  formed  by 
the  fusion  of  inmomerable  small  grains  of  acer- 
\-ulus.  Under  the  high  power  the  concentric 
rings  of  each  grain  can  still  be  distinguished. 
The  tissue  between  the  adjacent  granules  stains 
less  deeply  with  hematoxylin,  and  appears  to  be 
less  deeply  infiltrated  vAth.  calciimi.  About  the 
periphery-  of  this  mass  of  fused  granides  of  brain 
sand  there  are  many  discrete  granules  similar  to 
those  first  described.  However,  man}^  of  them 


have  become  agminated  into  small,  mulberry- 
shaped  masses.  In  one  small  area  in  the  lower 
portion  of  the  gland,  rather  wide,  anastomosing 
trabeculag  of  delicate,  fibrous  tissue  enclosing 
many  small  capillaries  divide  the  glandiilar  tis- 
sue into  imperfect  alveoli.  The  blood  vessels  are 
normal.  The  blood  vessels  of  the  choroidal 
plexus  are  normal.  Its  epithelium  is  low  cu- 
boidal  in  type,  with  well  staining  nuclei.  A  few 
small  granules  of  acervulus  are  present. 

"Acervulus  cerebri  or  brain  sand  is  found 
very  frequently  in  the  pineal  gland,  in  the  cho- 
roidal plexus  and  in  the  neuroglia  covering  the 
commissura  habenidas.  It  is  present  as  early  as 
the  seventh  year  of  life  and  increases  in  amount 
with  age.  The  concretions  are  sometimes  mtd- 
berr}'-shaped,  and  are  composed  of  calcium 
phosphate  and  carbonate.  Krabbe,  in  his  study 
of  over  a  hundred  pineal  glands,  saw  these  con- 
cretions very  often.  In  studying  serial  sections 
he  found  that  they  are  completely  surroimded 
b}'  parench}-ma  wdthout  being  in  contact  with 
the  connective  tissue.  In  a  few  cases  he  ob- 
served calcifications  in  the  connective  tissue 
septa.  These  were  ven'  small  and  of  an  oblong 
shape.  Alarburg  believes  that  brain  sand  is  the 
first  sign  of  involution  of  the  pineal  gland.  The 
earHest  deposition  is  in  the  commissiu-a  habenu- 
lag.  An  increase  in  the  size  and  number  of  the 
connective  tissue  septa,  \^^th  calcification,  may 
occur.  Through  apposition  and  fusion  the  cor- 
pora arenacea  ma}-  assume  many  shapes.  The 
size  of  the  concretions  varies  from  the  size  of  a 
leukoc}i:e  to  one  third  of  the  size  of  the  gland. 
As  far  as  Marburg  could  determine,  age  is  the 
only  factor  predisposing  to  the  calcification  of 
the  pineal  gland. 

"TVTiatever  fimction  the  pineal  gland  may 
have  is  exercised  before  puberty.  The  pineal 
secretion  is  supposed  to  inhibit  gro-v\-th.  With 
pineal  disease  this  inhibition  is  removed  and 
there  is  adiposity,  general  bodily  overgrow-th, 
with  precocious  sexual  development,  increase 
in  size  and  development  of  the  sex  organs,  and 
precocious  change  of  voice  in  boys.  After  pu- 
berty the  pineal  gland  imdergoes  involution, 
and  so  one  would  not  expect  s}-mptoms  from 
pineal  calcification  after  adolescence." 
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The  Surgical  Clinics  of  Chicago,  Vol.  I, 
No.  5,  October,  19 17.  Octavo  of  214  pages 
with  84  illustrations.  Published  bi-monthlj'- 
by  W.  B.  Saunders  Company,  Philadelphia 
and  London.  Price  per  year:  Paper  $io.co; 
Cloth  $14.00. 

This  number  of  the  Surgical  Clinics  is  of 
special  importance,  containing  several  valuable 
clinics  summarizing  experiences  gained  in 
European  military  hospitals;  a  ven.^  complete 
index  to  the  year's  volumes;  and  of  particular 
interest  to  roentgenologists,  two  clinics  relating 
to  radiotherapy. 

The  first,  by  Bevan,  relates  to  a  case  of 
roentgen  ray  bum  of  the  anal  region,  following 
roentgenotherapy  for  a  distressing  pruritus  ani. 
The  skin  around  the  anus  was  very  badly 
burned  for  an  area  of  six  or  seven  inches  in 
length  and  two  and  one  half  inches  in  width. 
The  author  does  not  recall  ha\Ting  seen  an  in- 
dividual who  has  suffered  more  than  this  par- 
ticular patient.  Various  consultants  had  agreed 
that  a  plastic  operation  was  necessary'-,  and 
some  had  given  the  opinion  that  a  preliminary 
colostomy  was  advisable  in  order  to  place 
the  parts  at  rest  during  the  convalescence. 
Under  anesthesia,  the  patient  lying  on  the  face 
w4th  the  buttocks  well  elevated,  the  damaged 
skin  was  freed  through  a  longitudinal  incision 
of  generous  dimensions,  the  mucous  membrane 
of  the  rectimi  dissected  up  for  a  distance  of 
three  quarters  of  an  inch,  and  the  entire  flap  of 
damaged  skin  removed.  This  left  the  uninjured 
mucous  membrane  projecting  about  half  an 
inch  beyond  the  sphincter.  The  line  of  incision 
was  then  closed,  mthout  difficulty,  by  tension 
sutures  of  silkworm  gut,  and  the  mucous  mem- 
brane sewed  wdth  a  large  nimiber  of  fine  silk 
stitches  to  the  skin.  The  result  of  the  operation 
was  most  satisfactorv'.  The  pain  from  the  roent- 
gen ray  bum  disappeared  at  once.  The  nervous- 
ness and  desire  for  a  moderate  amount  of  mor- 
phin  persisted  for  about  two  weeks.  Three- 
fourths  of  the  wound  healed  by  primary  inten- 
tion. A  small  part,  about  one  and  a  half  inches 
in  length,  posterior  to  the  anus,  kept  open,  but 
healed  within  fifteen  or  twenty  days  completely. 
The  author  mentions  his  large  experience  in 
dissecting  out  roentgen  ray  bums   from   the 


breast  in  patients  who  were  taking  morphin  to 
relieve  the  constant  pain,  and  declares  that 
immediateh^  after  the  operation  the  pain  en- 
tirely disappeared  and  the  desire  for  morphin, 
in  spite  of  the  fact  that  large  amounts  had 
been  used  for  a  good  many  months,  disappeared 
almost  entirely  with  it.  Several  instructive 
illustrations  accompany  the  article,  and  make 
much  clearer  the  technic  of  the  operation. 

The  second  clinic  of  special  interest  to  us  is 
one  on  the  treatment  of  carcinoma  of  the  tongue 
with  raditim,  by  F.  G.  Dyas.  Two  hollow  gold 
needles,  each  containing  35  mg  radium,  were 
buried  in  the  lesion  of  the  tongue  and  allowed 
to  remain  six  hours.  At  the  same  time  the  cer\n- 
cal  glands  upon  the  same  side  were  exposed  to  in- 
tensive radium  applications  for  six  hours,  and  up- 
on the  following  da>'  for  eight  hoiu-s.  The  needles 
were  seciu"ed  in  the  tongue  by  hea\'y  linen 
threads  passed  through  the  eyes  of  the  needles. 
One  week  later  there  was  e\ddent  shrinking-  of 
the  epithelioma,  which  had  ceased  to  bleed  and 
which  was  losing  its  caviliflower-like  appear- 
ance. Two  weeks  from  the  first  application  the 
needles  were  again  inserted  for  the  same  length 
of  time  as  pre\Hously,  and  the  same  exposure 
was  given  to  the  cervical  glands.  Several  weeks 
later  radical  removal  of  the  cervical  glands  was 
ad\ased  and  accepted  by  the  patient.  The 
author,  although  evidently  hopeful  of  a  final 
favorable  outcome,  recognizes  that  the  case  is 
still  yet  in  the  balance.  However,  when  the 
safety  and  comfort  of  this  procedure  are  con- 
trasted with  the  mutilating  and  ineffective 
resection  of  one-half  of  the  tongue,  he  feels  that 
every  surgeon  should  give  the  raditim  treat- 
ment a  thorough  trial  before  resorting  to  the 
tongue  resection.  The  reviewer  feels  that  he 
would  not  be  doing  his  duty  did  he  not  point 
out  that  the  statements  regarding  dosage  of 
the  "intensive  raditim  applications  for  six 
hours"  are  exceedingly  vagiie,  and  fail  entirely! 
to  convey  definite  data  enabling  some  one  else! 
to  duplicate  the  treatment  in  a  similar  case,} 
thus  making  results  comparable.  The  reviewefl 
also  feels  that  the  author  of  this  clinic  is  too  op-' 
timistic,  considering  the  large  number  of  pub- 
lished cases  which  have  already  been  subjected 
to  this  form  of  thorough  treatment. 

J.  T.  C. 


318 


'^yy-uiZc^  \f-  y^t^^^yT-^Lj^^ — 


[President,  American  Roentgen  Ray  Society,  19 17- 19 18] 


THE  AMERICAN  JOURNAL 
OF  ROENTGENOLOGY 

Editor,  H.  M.  Imhoden  M.D.,  7S[ew  Tor\. 


/OL.  V  (new  series) 


JULY,  1918 


No. 


FOUR  CASES  OF  GENERAL  CARCINOMA  OF  THE 

PERITONEUM  WITH  REMARKABLE  RESULTS 

FROM  DEEP  ROENTGENOTHERAPY* 


BY    GEORGE    E.    PFAHLER,    M.D. 

PHILADELPHIA,    PA. 


THE  surprisingly  good  results  obtained 
from  the  application  of  deep  roentgen- 
otherapy will,  I  believe,  justify  me  in  plac- 
ing these  four  cases  on  record.  The  results 
are  brilHant  in  so  far  as  they  surpass  ever^' 
other  form  of  treatment.  In  fact,  nothing 
else  seems  to  offer  any  hope  whatever. 
This  record  will  justify  hope  of  prolonga- 
tion of  life  and  relief  of  symptoms  in  a  class 
of  cases  which  formerly  were  given  up  al- 
most without  effort. 

Case  i.  Mrs.  J.  B.,  age  47,  was  referred 
by  Dr.  John  B.  Deaver,  October  30.  1907. 
She  had  had  a  catarrhal  condition  of  the 
bowels  for  twenty  years.  Fifteen  years 
previously  Dr.  Deaver  had  removed  the 
appendix.  The  bowel  irritation  continued, 
however.  Eight  years  previous^  Dr. 
Deaver  had  operated  for  hernia  and  adhe- 
sions, and  laceration  of  the  cervix  and 
perineimi.  One  and  one-half  years  before 
she  was  referred  to  me  for  treatment,  Dr. 
Deaver  operated  and  found  the  entire 
omentum  involved  by  tumor  tissue.  It  was 
entirely  inoperable,  and  he  made  no  at- 
tempt at  removal.  He  released  some  of  the 
adhesions  which  seemed  to  be  producing 
intestinal  obstruction,  but  advised  against 
any  further  operation.  Her  general  health 


was  good.  There  was  general  abdominal 
tenderness  and  especial  tenderness  in  the 
hypogastric  region  and  right  iliac  fossa. 
In  the  right  iliac  fossa  there  was  increased 
resistance.  She  received  nine  fractional 
doses  dining  a  period  of  two  wrecks.  Cross- 
firing  w^as  used  from  two  sides  of  the  ab- 
domen only,  and  the  total  dosage  amount- 
ed to  one  erythema  dose  over  the  entire 
abdomen.  She  returned  February  18,  1908, 
because  of  increased  pains  and  symptoms 
of  slowly  developing  intestinal  obstruction. 
At  this  time  there  was  a  distinct  mass  to 
the  left  of  the  line  of  incision  and  consid- 
erable tenderness  over  the  abdomen.  An- 
other course  of  treatment  w^as  given  con- 
sisting of  eleven  doses,  amounting  to  a 
full  dose  on  each  side  of  the  abdomen,  as 
only  this  amoimt  of  cross-firing  was  used. 
She  returned  for  another  course  of  treat- 
ment June  15,  1908,  having  had  no  symp- 
toms of  bowel  obstruction  during  this  in- 
terval of  three  months.  The  general  ten- 
derness had  practically  disappeared.  The 
circumference  of  the  abdomen  was  tw^o 
inches  less  than  at  her  previous  visit,  and 
the  patient  looked  well.  She  retiuned  again 
November  6,  1908,  saying  that  she  had 
been  wonderfully  w^eU   all   summer.    The 


'■  Read  before  the  Eighteenth  Annual  Meeting  of  the  American  Roentgen  Ray  Society,  New  York  City,  September  20-22,  1917. 
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abdomen  was  generally  soft.  Five  frac- 
tional doses  were  given  within  ten  days. 
She  reported  for  examination  October  ii, 
19 1 2,  apparently  entirely  well.  She  was  in 
fine  general  condition,  and  said  that  she 
never  felt  better  in  her  life,  and,  so  far  as 
she  or  I  could  tell,  was  in  perfect  general 
health.  On  January  20,  1914,  she  returned, 
at  the  advice  of  Dr.  Deaver,  for  some 
treatment.  At  this  time  she  had  no  definite 
symptoms,  but  treatment  was  given  as  a 
precaution  against  development  of  the  dis- 
ease. At  this  time  general  cross-firing  was 
used  according  to  our  modern  methods. 
She  seemed  to  be  in  good  general  condition, 
was  told  to  go  home  (for  she  lived  about 
200  miles  from  the  city),  and  to  report  if 
any  unfavorable  symptoms  developed.  I 
received  Christmas  messages  during  the 
succeeding  two  years,  but  no  complaints. 
I  recently  learned,  indirectly,  that  she 
died  March  19 16 — cause  unknown. 

In  a  sense  this  is  an  unsatisfactory  re- 
port because  we  had  no  microscopical 
study,  but  the  disease  corresponds  so 
closely  to  the  other  cases  reported  that  I 
feel  it  can  be  included,  and  the  patient 
lived  in  reasonable  comfort  during  a  period 
of  eight  to  nine  years. 

Case  2.  Mrs.  D.  MacF.,  age  57,  was  re- 
ferred by  Dr.  Laura  S.  Chapin,  December 
8,  19 1 3.  This  patient  was  operated  upon 
by  Dr.  Barton  Cook  Hirst  May  18,  1913, 
nearly  seven  months  previously,  at  which 
time  nothing  was  removed,  because  all  of 
the  intestines  were  matted  together  by 
malignant  disease.  The  patient  was  sent 
to  us  for  treatment  for  the  relief  of  pain 
because,  at  that  time,  only  large  doses  of 
morphine  gave  her  relief.  The  attending 
physician  had  no  hopes  of  relieving  the 
disease.  A  course  of  twenty  doses  was 
given,  according  to  modern  technique, 
over  the  entire  abdomen.  At  the  end  of  a 
week  she  expressed  herself  as  feeling  very 
much  better,  was  able  to  sleep  without 
opiates,  and  her  bowels  moved  without 
purgatives.  There  was  some  dermatitis  af- 
ter the  first  course  of  treatment  and, 
therefore,  the  second  course  of  treatment 


was  not  begun  until  April,  at  which  time 
the  improvement  was  very  marked,  the 
entire  abdomen  being  soft,  and  only  a 
small,  palpable  mass  in  the  lower  left 
groin.  The  third  course  of  treatment  was 
given  during  the  latter  part  of  May  and 
the  early  part  of  June  19 13.  At  this  time 
all  the  disease  had  disappeared  excepting 
a  small  mass  in  the  lower  left  groin.  Treat- 
ment on  this  area  was  given,  consisting  of 
four  doses,  March  31,  1914,  and  August  31, 
1 9 14.  She  was  examined  by  Dr.  Hirst  on 
June  26,  1 9 14,  at  which  time  Dr.  Hirst 
could  find  no  evidence  of  the  disease  what- 
ever excepting  a  small  mass  about  the  size 
of  a  hen's  egg  in  the  lower  left  groin.  He 
expressed  himself  as  being  surprised  and 
delighted  with  the  results.  She  had  also 
been  examined  by  Dr.  Wm.  L.  Rodman 
and  Dr.  Stillwell  Burns  March  6,  19 14. 
We  all  found  the  abdomen  soft  excepting 
this  mass  in  the  lower  left  groin  which 
was  about  the  size  of  a  hen's  egg.  Her 
bow^els  moved  regularly  without  purga- 
tives. She  was  free  from  pain,  and  her 
general  health  was  good.  She  neglected  to 
come  for  treatment  or  observation  after 
this,  and  on  September  21,  191 5,  Dr.  Sam- 
uel H.  Brown  reported  to  me  that  she  had 
died  of  tumors  in  the  brain,  which  were 
found  at  autopsy.  The  autopsy  also 
showed  a  sinus  of  the  abdominal  wall, 
ptoses  of  the  transverse  colon  and  hernia, 
intra-abdominal  adhesions,  chronic  inter- 
stitial nephritis,  traumatic  ventral  hernia, 
adenocarcinoma  (medullary)  of  the  sig- 
moid, and  metastatic  carcinoma  (medul- 
lary) of  the  frontal  lobe  of  the  brain  on 
the  right  side. 

As  a  result  of  the  deep  roentgenotherapy 
in  this  case,  the  patient  lived  in  reason- 
able comfort  for  about  a  year,  and  certain- 
ly lived  a  year  longer  than  she  would  liave 
otherwise.  She  finally  died  of  metastatic 
disease  in  the  brain,  and  not  from  the  dis- 
ease in  the  area  in  which  the  treatmeni 
was  given.  While  in  the  end  the  case  wae 
a  failure,  the  improvement  in  her  genera 
condition,  her  general  comfort,  her  reliei 
from  pain,  and  the  disappearance  of  th( 
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jalpable  disease,  would  lead  one  to  be- 
ieve  that,  had  she  been  treated  at  a  time 
vvhen  the  disease  was  reasonably  localized, 
she  might  have  recovered  completely. 

Case  3.  Mrs,  J.  E.  L.,  age  51,  was  re- 
ferred by  Dr.  E.  P.  Zeisler  of  Chicago,  111., 
and  Dr.  C.  V.  Warner,  of  Miami,  Okla- 
homa, July  6,  191 6.  During  October  191 5 
Dr.  Eddie  Meyer  of  Buffalo  operated  for 
ascites  and  obstruction  of  the  bowel.  This 
was  found  to  be  caused  by  pedunculated 
ovarian  cyst  that  had  become  wrapped 
around  the  gut.  He  diagnosed  the  condi- 
tion at  operation  as  cyst  and  peritonitis. 
In  four  months  she  again  became  filled 
with  ascites,  and  upon  opening  her  up  at 
this  time,  Dr.  Meyer  found  the  abdomen 
filled  with  colloid  cancer.  The  pathological 
report  by  Dr.  Charles  A.  Bentz  is  as  fol- 
lows: "The  tissue  examined  consisted  of 
two  Fallopian  tubes  and  a  piece  of  omen- 
tum. The  histological  findings  are  papillary 
carcinoma  of  the  tubes,  with  metastasis  in 
the  omentum."  At  the  time  of  beginning 
treatment,  there  was  general  firmness  and 
soreness  in  the  abdomen,  with  some  signs 
of  fluid.  A  course  of  nineteen  doses  was 
given  within  four  days,  after  which  she  re- 
turned to  her  home.  There  was  no  appre- 
ciable improvement  at  the  end  of  a  month, 
though,  according  to  our  original  plans,  a 
second  course  of  twenty  doses  was  given. 
After  this  she  improved  very  much,  though 
she  had  developed  nausea  and  prostration 
following  the  second  course  of  treatment. 
She  returned  for  the  third  course  of  treat- 
ment October  3,  1916.  At  this  time  there 
was  marked  improvement.  Her  general 
health  had  improved,  the  abdomen  was 
soft,  there  was  no  palpable  disease,  and 
no  evidence  of  disease  whatever  in  the  ab- 
domen. She  returned  for  the  fourth  course 
of  treatment  December  11.  19 16,  at  which 
time  she  appeared  to  be  entirely  well. 
Twelve  doses  were  given  in  this  fourth 
series,  and  she  was  sent  home  with  the 
instructions  to  report  if  any  symptoms 
whatever  developed,  for  we  believed  her 
to  be  well.  On  March  20,  191 7,  Dr.  War- 
ner reports  from  Miami,  Oklahoma,  as  fol- 


lows: "She  seems  to  be  feeling  pretty 
good,  weighs  about  126  pounds,  and  is 
greatly  increasing  in  strength.  Her  color  is 
good.  Her  digestion  and  elimination  seemed 
to  be  all  right.  While  here  (Miami,  Okla.), 
she  had  one  ill-feeling  spell.  There  was 
some  pain  in  the  region  of  the  spleen  and 
considerable  tenderness  there  as  well.  It 
lasted  for  several  days,  but  finally  went 
away.  She  had  been  eating  pretty  heartily, 
and  also  had  been  on  several  long  trips  in 
the  automobile." 

This  patient  is  apparently  well  more 
than  a  year  after  beginning  treatment, 
and  two  years  after  her  original  operation. 
This,  with  a  definite  surgical  and  micro- 
scopical diagnosis  of  carcinoma  with  metas- 
tasis, is  a  result  which  is  most  gratifying. 

Case  4.  Dr.  X.  was  referred  by  Dr.  Wm. 
J.  Mayo  on  June  13,  19 16,  for  treatment 
of  general  carcinosis  of  the  peritoneum. 
The  patient  was  operated  on  May  25,  191 6, 
by  Dr.  Wm.  J.  Mayo.  Under  date  of  June 
6,  191 6,  Dr.  R.  W.  Carmen  of  the  Mayo 
Clinic  wrote:  "The  .v-ray  examination 
showed  a  high  cecum  and  slight  filling  de- 
fect in  the  sigmoid.  These  findings  were 
thought  to  be  due  to  an  extrinsic  tumor 
which  is  palpable  in  his  right  iliac  fossa. 
He  was  explored  by  Dr.  W.  J.  Mayo  who 
found  a  general  peritoneal  carcinom.atosis 
of  unknown  origin.  The  abdomen  contained 
free  fluid  and  great  masses  of  colloid  ma- 
terial attached  to  the  peritoneum,  omen- 
tum, etc.  Microscopic  section  showed  car- 
cinoma." 

Upon  arrival  for  roentgenotherapy  there 
was  evidence  of  free  fluid  in  the  abdomen. 
There  was  a  tumor  in  the  right  lower  ab- 
domen about  the  size  of  a  large  grapefruit, 
firmly  adherent,  with  general  firmness  of 
the  abdominal  tissues.  He  gave  a  history 
of  having  had  an  attack  of  appendicitis 
six  years  previously,  but  no  operation. 
Three  to  four  years  ago  he  noticed  a  swell- 
ing in  the  right  iliac  fossa.  About  three 
months  before  coming  for  treatment,  this 
tumor,  which  had  grown  progressively 
larger,  began  to  give  pain,  and  the  patient 
also  began  to  have  obstructive  symptoms. 
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He  was  given  a  course  of  deep  roentgeno- 
therapy, through  twenty  portals  of  entry, 
within  two  days.  After  this  course  of  treat- 
ment he  developed  some  nausea,  pain  in 
the  abdomen,  and  his  temperature  rose  to 
loi,  pulse  105.  He  returned  for  a  second 
course  of  treatment  July  5,  at  which 
time  the  tumor  was  only  about  two-thirds 
its  original  size,  though  he  suffered  from 
pain  in  the  epigastrium.  His  weight  on 
this  date  was  159.  His  weight  before  the 
operation  was  170  to  177.  The  second 
course  of  treatment  was  given  within  five' 
days.  He  returned  August  7,  two  months 
after  beginning  treatment,  with  his  weight 
157,  improvement  in  general  appearance, 
but  with  the  complaint  of  getting  tired 
very  easily.  The  abdomen  was  softer  and 
the  tumor  decreased  in  size.  A  third  course 
of  twenty  doses  was  given  within  three 
days'  time.  The  fourth  course  was  given 
from  September  8  to  September  14,  191 6, 
after  which  he  returned  to  his  home  in  St. 
Louis,  where  he  was  under  the  treatment 
of  Dr.  Ernst.  On  October  7,  1916,  the  pa- 
tient writes:  "Feeling  very  well.  Weight 
162  pounds.  Very  little  pain  in  the  abdo- 
men, though  mass  seems  as  large  as  ever." 
He  was  treated  nearly  once  a  month  by 
Dr.  Ernst  until  July,  when  Dr.  Ernst  left 
for  Europe,  and  on  August  9,  191 7  the  pa- 
tient called  to  see  me,  more  than  a  year 
after  beginning  treatment,  at  which  time 
he  looked  perfectly  well,  had  gained  in 
weight,  and  had  been  attending  to  his 
practice  since  February  191 7.  Palpation  of 
the  abdomen  showed  nothing  abnormal  ex- 
cepting slight  induration  in  the  right  groin 
along  Poupart's  ligament.  This  did  not 
have  the  sensation  of  a  mass,  but  only 
some  increased  firmness. 

The  outcome  of  this  case  can,  of  course, 
not  be  predicted,  but  surely  more  has  been 
accomplished  by  this  thorough  treatment 
than  could  be  accomplished  otherwise,  and 
with    persistence,    close    observation    and 


close  cooperation  on  the  part  of  the  pa- 
tient, we  may  be  able  to  make  these  tem- 
porary recoveries  cures. 

Technique. — In  the  treatment  of  these 
patients,  the  aim  should  be,  of  course,  to 
cover  the  entire  abdominal  cavity,  includ-  ■ 
ing  the  liver,  and  there  should  always  be  \ 
an  .v-ray  examination  of  the  chest  to  see  ! 
whether  the  disease  may  have  spread  to  i 
the  chest.  In  none  of  these  cases  was  there  ! 
any  evidence  of  metastasis  in  the  chest.  I 
The  abdomen  is  divided  into  from  twenty 
to  thirty  areas  so  that  every  part  of  the 
abdomen  receives  treatment  anteriorly  and 
posteriorly.  Most  of  the  treatment,  how- 
ever, should  be  given  anteriorly,  because 
of  the  greater  facility  in  reaching  the  dis- 
ease. 

With  our  outfits  we  have  been  using  40 
milliampere  minutes,  with  a  focal  distance 
of  8",  and  with  a  constant  voltage  equiva- 
lent to  a  9"  parallel  spark  gap.  These  rays 
should  be  filtered  through  6  millimeters  of 
aluminum  or  glass.  I  believe  that,  general- 
ly speaking,  it  is  inadvisable  to  crowd  the 
treatments  as  close  together  as  has  been 
done  in  these  cases  reported,  for  one  is 
very  likely  to  obtain  constitutional  symp- 
toms in  the  form  of  nausea  and  prostra- 
tion. At  least  a  week  to  two  weeks  should 
be  used  to  give  such  a  course  of  treatment, 
and  if  this  plan  is  followed,  nausea  and 
prostration  should  be  eliminated. 

Conclusions. — i.  General  carcinomatosis 
of  the  peritoneum  will  sometimes  yield  re- 
markably to  the  influence  of  deep  roent- 
genotherapy. 

2.  The  prognosis,  however,  must  always 
be  most  guarded,  because  this  is  metas- 
tatic carcinoma,  and  as  such  is  liable  to 
make  its  appearance  elsewhere  in  the  body, 
even  though  marked  response  is  obtained 
from  abdominal  treatment. 

3.  Colloid  carcinoma  appears  to  be  more 
responsive  to  roentgenotherapy  than  other 
forms  of  abdominal  carcinoma. 
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rHE  subject  indicated  in  the  title  of 
this    paper    is    so    extensive    that    it 
oiild  be  impossible  to  more  than  touch 
^htly  on  the  various  points  in  the  time 
lotted  to  this  purpose. 
Examination  of  the  Chest. — In  mak- 
ig  this  it  is  always  wise  to  proceed  ac- 
prding  to  a  certain  routine  in  order  that 
Ine  may  not  be  misled  by  the  history  of 
he  case  or  other  elements  into  overlooking 
ome  important  point  upon  which  the  en- 
ire  diagnosis  may  rest. 

In  our  clinical  work,  therefore,  we  make 
t   a   rule    in    every    examination    of    the 
horax  to  note  the  following  points: 
I    (a)  Heart — size,     shape,     position    and 
p,ction. 

I  (b)  Aorta — size,  position,  dilatation,  an- 
eurysm, calcification. 

(c)  Liings — apices. 

1.  Illumination  of  enforced  inspi- 

ration (light  reflex). 

2.  Relative  distensibility. 

(d)  Diaphragm. 

1 .  Degree  of  visibility. 

2.  Curvature. 

3.  Excursion  (compare  sides). 

4.  FLxation  Tadhesions). 

(e)  Mediastinum. 

1.  Size. 

2.  Shape. 

3.  Presence  of  opaque  bodies. 

4.  Tumors. 

5.  Aneurysm. 

6.  Adenopath^^ 

7.  Persistent  thymus. 

8.  Substernal  thyroid. 
Following   this  general  survey  we  now 

proceed  to  examine  in  detail.  We  look  (i) 
for  the  shadow  of  the  trachea,  which  upon 
the  screen  appears  as  a  bright  band  mark- 
ing the  median  line  and  fading  behind  the 


aortic  arch.  If  there  be  any  deviation  of  the 
tracheal  shadow,  we  desire  at  once  to  know 
the  reason  for  the  displacement,  and  sus- 
pect pressure,  which  requires  explanation. 
(2)  Further  down  we  notice  the  hilus  shad- 
ows on  either  side  (well  marked  on  the 
right  and  hidden  on  the  left  behind  the 
heart)  cast  by  the  bronchi  and  great  ves- 
sels and  the  numerous  tymphatics  about 
the  roots  of  the  limgs.  (3)  Toward  the 
periphery  the  lungs  become  more  trans- 
parent but  we  are  able  to  trace  out  the 
shadows  cast  by  the  tree  with  its  accom- 
panying lymphatics  and  vessels.  If  the 
alveoli  are  health}'  in  all  portions  of  the 
lungs,  the  air  will  be  equally  diffused. 
(4)  Increased  radiability  (showing  bright 
upon  the  screen  and  black  upon  the  plate) 
may  indicate  a  tuberculous  cavity  or  a 
bronchiectatic  dilatation,  emphysema  or 
pneumothorax,  while  decreased  radiabiUty 
might  result  from  pneumonia,  lung  sup- 
puration, thickened  pleura  or  pneumono- 
koniosis,  syphilis  or  malignancy.  (5)  A  de- 
creased area  of  radiability  surrounding  a 
more  or  less  circular  area  of  increased  ra- 
diability would  suggest  an  abscess  cavity. 
Examination  of  the  Lungs. — In  this 
we  study  not  only  lung  tissue  but  the 
pleural  cavity  and  the  diaphragm.  Thus 
in  the  study  of  a  case  of  lobar  pneumonia 
by  means  of  the  .Y-ray  (which  study  is 
being  made  more  and  more  in  the  military 
hospitals  abroad)  we  might  expect  to  find 
the  following  phenomena  present: 


Lung 
Light  shadow 
over  one  lobe 


FIRST  STAGE 

Pleura  Diaphragm 

Increase  in  Visibility  lowered 

pleural  shad-  and  excursion 

ow  limited 


SECOND  STAGE 

Dense  shadow  of      Increase  in  Excursion       and 

one  or  more  pleural   shad-         visibility     lost 

lobes  ow 


*Read  before  the  American  College  of  Physicians  at  Pittsburgh,  Pa.,  December  27.  I9I7. 
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Irregular,  ill-de- 
fined areas  of 
density  involv- 
ing a  lobe  or 
lobes 


THIRD  STAGE 

Clearing 


Excursion  and 
visibility       re- 
turning 


The  above  table  is  suggested  by  Crane's 
excellent  article  on  the  skiascopy  of  the 
chest  which  appeared  more  than  eighteen 
years  ago.  I  mention  this  point  in  order 
that  you  may  see  that  there  is  little  new 
in  the  examination  of  the  chest  by  means 
of  the  x'-ray. 

Now  let  us  consider  for  a  moment  the 
appearances  which  we  might  expect  in 
bronchopneumonia.  We  will  find  that  both 
lungs  are  afTected;  irregular  shadows  are 
over  both  lungs ;  visibility  of  diaphragm  is 
slightly  impaired;  excursion  of  diaphragm 
is  unimpaired. 

In  pulmonary  oedema,  on  the  contrary, 
the  screen  appearances  of  the  thorax  are 
very  unusual.  If  the  oedema  is  extensive 
we  will  find  that  heart  and  aorta  shadow 
is  lost ;  diaphragm  shadow  is  lost ;  all  chest 
landmarks  are  lost. 

Emphysema  will  show  an  increased 
radiability  of  the  lung  on  one  or  both 
sides,  confined  to  the  emphysematous 
areas.  Atelectasis,  due  to  blocking  of  the 
bronchus,  perhaps  from  foreign  body,  will 
show  a  decreased  radiability  of  the  por- 
tion of  the  lung  supplied  by  that  part  of 
the  bronchial  tree,  the  main  trunk  of  which 
is  blocked. 

Lung  Tumors. — The  primary  tumors  of 
the  lung  most  often  seen  are  the  sarcomata 
and  the  appearances  are  very  striking. 
In  the  advanced  cases  one  or  several  glob- 
ular masses  of  rather  uniform  density 
may  be  seen  to  invade  the  lung  tissue. 
The  tumor  wall  is  sharply  defined,  the 
demarcation  between  tumor  and  lung 
being  easily  observed.  This  is  in  contra- 
distinction to  carcinoma  of  the  lung.  The 
remainder  of  the  lung  tissue  may  be  per- 
fectly healthy.  These  tumors  attain  con- 
siderable size,  from  one  to  four  inches  in 
diameter,  and  may  give  rise  to  very  few 
pulmonary  symptoms,  unless  so  situated 
as  to  press  on  some  of  the  great  vessels. 


Carcinoma  of  the  Lungs. — This  is  usu- 
ally secondary  and  quite  prone  to  metas- 
tasize from  the  breast  or  prostate.  It  occurs 
frequently  and  gives  an  appearance  of 
very  slight  lung  suppuration,  but  without 
the  bronchial  marking.  The  lung  tissue  in- 
volved resembles  the  bony  tissue  in  a  case 
of  periosteal  sarcoma.  The  disease  appears 
at  the  hilus  and  radiates  out  into  the 
parenchyma  of  the  lung.  In  early  stages  it 
appears  as  though  interlobular,  but  later 
may  involve  the  lung  very  extensively. 

Diseases  of  the  Pleura. — These  are 
quite  easily  diagnosed  by  means  of  the 
.v-ray.  A  visible  pleura  is  always  patholog- 
ical. We  may  differentiate:  acute  pleurisy 
with  effusion,  chronic  pleurisy,  empyema, 
hydropneumothorax,  pyopneumothorax, 
and  interlobular  pleurisy. 

Pleurisy  with  Effusion. — The  lung  re- 
tracts and  a  dark  shadow  is  seen  with 
sharp  upper  border,  which  border  may 
change  shape  with  position  of-pa-tient,  if 
time  is  allowed.  (Only  true  with  incomplete 
effusions.)  Pyothorax  is  the  same  as  above 
except  for  a  darker  shadow.  In  complete 
left  pleural  effusion  the  heart  is  displaced 
to  right,  the  diaphragm  shadow  is  effaced 
in  erect  posture,  but  can  be  seen  if 
the  patient  is  placed  in  the  Trendelenburg 
position.  The  dark  shadow  rarely  extends 
to  the  apex.  Differential  diagnosis  between 
complete  pneumonic  consolidation  and 
complete  pleural  effusion  is  almost  im- 
possible with  the  .v-ray. 

Chronic  Thickening  of  Pleura. — There  is  a 
diffuse  haziness  of  a  part  of  one  side  of 
chest  or  lessened  radiability.  The  dia- 
phragm excursion  is  normal. 

Interlobular  Pleurisy. — This  is  simply  an 
encysted  pleurisy,  wedge  shape,  base  out- 
ward and  pleura  above  and  below  thick- 
ened. 

Hydropneumothorax  and  Pyopneumotho- 
rax.— There  is  a  dark  shadow  in  chest;  the 
diaphragm  is  lost;  there  are  changes  with 
position  of  patient;  the  upper  border  is 
very  clear;  the  level  of  fluid  is  seen  on 
shaking  patient  (waves) ;  there  is  very  great 
increase  of  radiability  above  the  shadow. 
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Pneumothorax  causes  a  striking  appear- 

ice  on  the  screen  or  plate  if  the  pleural 

ic  has  been  free  from  adhesions,  so  that 

le  lung  is  free  to  retract  when  the  nega- 

ve  pressure  is  relieved.  The  entire  half  of 

,ae  thorax  may  appear  as  though  the  lung 

lad    been    removed.     Close  examination, 

■  [owever,  will  show  a  contracted  retracted 

Ling  lying  against  the  mediastinal  shadow. 

I  Many  mistakes  are  made  in  the  diagnosis 

[>f  conditions  within  the  pleural  cavity.  It 

s   sometimes   very   difficult   or   even   im- 

)Ossible  to  differentiate  between  opaque 

iuid  in  the  pleural  cavity  and  an  unre- 

;olved    pneumonia    involving    the    entire 

ung.  This  condition  is  by  no  means  rare 

md  will  sometimes  require  the  aspirating 

leedle  in  order  to  clear  up  the  diagnosis. 

Pulmonary  abscesses  seldom  extend  to 
the  periphery  of  the  lung  and  require  very 
careful  localization.  It  is  very  unwise  to 
(examine  a  patient  for  the  determination 
[of  the  presence  of  a  pulmonary  abscess 
jafter  coughing  and  expectorating  pus.  It  is 
much  better  to  wait  and  give  the  abscess 
cavity  a  chance  to  become  filled  with  pus, 
at  least  partially,  and  then  examine  in  the 
erect  posture  or  semi-recumbent  position. 
Areas  of  lung  suppuration  without  cavita- 
tion resemble  portions  of  pus-drowned 
limg,  such  as  are  seen  after  the  blocking 
of  a  bronchus  by  a  foreign  body  has  con- 
tinued for  a  long  period  of  time. 

In  all  examinations  of  the  chest  by 
means  of  the  .v-ray  it  is  well  to  remember 
that  you  are  differentiating  various  physi- 
cal conditions  of  the  lungs  and  endeavoring 
to  interpret  these  in  terms  of  pathological 
entities.  Very  frequently  the  interpretation 
cannot  be  made  accurately,  and  no  at- 
tempt should  be  made  to  so  interpret  the 
findings  without  careful  correlation  with 
the  other  clinical  findings,  history,  etc. 

If  one  has  had  considerable  experience 
in  examination  of  the  diseases  of  the 
thorax,  he  is  inclined  to  rather  thoroughly 
scrutinize  the  region  of  the  diaphragm  in 
every  case  and  to  carefully  observe  the 
degree  of  visibility,  the  form  and  the  ex- 
cursion of  the  diaphragm. 


Pulmonary  Tuberculosis. — This  is 
diagnosed  by  the  .v-ray  only  in  so  far  as 
we  care  to  interpret  certain  physical  con- 
ditions (which  are  thus  beautifully  shown) 
as  tuberculous,  and  assume  that  these  con- 
ditions are  always  caused  by  the  bacillus 
of  Koch.  Personally  I  would  hesitate  to 
make  a  diagnosis  of  pulmonary  tuberculo- 
sis in  any  but  the  most  advanced  stages 
by  means  of  the  .v-ray  findings  alone. 
Taken  in  conjunction,  however,  with  the 
physical  signs,  temperature  and  weight 
record  and  history,  trivial  .\*-ray  findings 
may,  when  so  associated,  acquire  great 
significance  and  enable  the  all-important 
early  diagnosis  of  tubercular  infection,  in 
many  cases,  to  become  an  accomplished 
fact.  It  is,  of  coiu-se,  needless  to  state  that 
we  do  not  see  the  tubercular  bacilli  with 
the  .v-ray.  I  have,  however,  been  asked 
that  question.  Neither  do  I  believe  that 
we  see  a  peculiar  shaped  habitation  of  the 
bacillus,  as  one  might  expect  to  see  musk- 
rat  homes.  Nor  do  I  believe  that  there  is 
any  strictly  pathognomonic  pulmonary 
change  attributable  solely  to  the  tuber- 
cular bacilli.  The  fact  remains,  however, 
that  there  are  several  rather  characteristic 
pulmonary  changes  which  we  have  learned 
by  experience  to  expect  to  see  in  patients 
suffering  from  tuberculosis  and  have  come 
to  attribute  to  the  disease.  The  earHest 
of  these  changes  is  the  so-called  ''fan"  so 
well  described  by  Dunham,  best  seen  in 
thin  chests  and  early  cases.  This  should 
only  be  studied  in  excellent  stereoscopic 
plates. 

Dunham  says: 

"The  characteristic  tuberculosis  plate 
marking  consists  of  a  fan-shaped  density 
with  the  base  of  the  triangle  toward  and 
near  the  pleura,  the  apex  toward  the  hilum 
and  connected  to  the  hilum  with  a  heavy 
trunk.  The  pathological  lesion  within  the 
lung  which  causes  the  fan-shaped  density 
is  a  cone  that  has  its  base  to  the  pleura 
and  its  apex  toward  the  hilum.  The  den- 
sity within  this  fan-like  area  varies  greatly. 
The  radiating  linear  markings  may  either 
be   interwoven   and   broadened,    studded, 
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obscured  by  a  filmy  cloud  effect,  mottled, 
matted  together  or  entirely  blotted  out. 
One  of  the  most  striking  characteristics  of 
the  tuberculous  picture  is  the  varying  de- 
gree of  change  in  the  different  trunk-groups 
in  contrast  to  the  general  homogeneous 
change  in  diseases  which  might  simulate 
tuberculosis,  also  the  lack  of  continuity 
with  which  the  trunks  may  be  involved. 
Thus  we  may  have  the  vertebral  and  sec- 
ond interspace  trunks  on  the  right  side  in- 
volved and  only  the  first  interspace  trunk 
on  the  left  side.  Further  it  is  very  striking 
to  notice  the  constancy  with  which  early 
or  slight  lesions  in  the  adult  are  limited  to 
the  trunks  of  the  lower  lobes. 

' '  If  the  fine  linear  markings  of  a  given 
trunk  are  fuzzy  or  are  faintly  obscured  by 
a  cloud  effect  and  the  fan  appears  to  be 
wide  open,  active  tuberculosis  is  suggested. 
On  the  other  hand,  if  the  linear  markings 
beyond  the  trunk  and  the  fan  are  partially 
closed,  a  healed  lesion  is  suggested.  This 
condition  is  emphasized  if  it  is  accom- 
panied with  heavy,  coarse  interweavings 
which  reach  to  or  near  the  periphery.  The 
heavy  trunks  between  such  areas  and  the 
hilum  are  usually  broad  and  dense." 

Practically,  this  fan-shaped  appearance 
is  that  which  would  be  caused  by  any  low 
grade  inflammatory  process  which  has 
spread  by  continuity  of  mucosa.  In  ad- 
vanced cases  can  be  seen:  Dunham's  fans, 
lung  suppuration,  tuberculous  adenopathy, 
thickened  pleura,  cavitation  and  local 
pneumonias.  The  degree  of  activity  of  a 
tuberculous  lung  lesion  is  inversely  pro- 
portionate to  the  distinctness  of  outline  or 
limiting  border.  If  the  outline  is  sharp,  dis- 
ease is  quiescent  but  if  it  shades  off  into 
outlying  tissue  it  is  active.  This  cannot 
usually  be  told  on  the  screen,  but  one 
should  use  low  unit  radiation  for  fluoros- 
copy and  should  make  stereoscopic  pairs 
for  final  study. 

For  brief  periods  of  screen  observation 
and  for  plates  the  patient  should  not 
breathe  (diaphragm  is  indicator,  if  visible) 
and  the  patient  must  not  move.  If  disease 
is  active,  tuberculous  areas  will  be  smoky, 


foggy,  hazy,  blurred  and  indistinct.  If  dis- 
ease is  quiescent,  the  plates  will  show: 
sharp  demarcation,  sharp  contrast,  dense 
small  shadows,  no  fog,  smoke  or  haze. 
Dense  shadows  of  regular  outline  and  sharp 
demarcation  denote  healed  process. 

Differential  Diagnosis. — Localized  lung 
suppuration  resembles  alveolar  tuberculo- 
sis, but  it  is  confined  to  one  or  more  areas, 
the  fan-shaped  area  is  larger,  it  does  not 
extend  to  the  periphery  of  the  lung,  the 
whole  process  is  denser  and  patients  are 
very  ill. 

Hilus  Tuberculosis. — This  is  primarily  a 
disease  of  childhood  and  is  a  peribronchial 
tuberculo-adenopathy.  Hilus  glands  may 
break  down,  liquefy  and  break  through 
into  a  bronchus,  and  by  extension  give  rise 
to  an  alveolar  tuberculosis.  On  the  other 
hand  the  disease  may  never  go  so  far  and 
rarely  does.  If  the  outlines  are  indistinct, 
homogeneous  and  blurred,  the  process  is 
active.  If  a  dense,  clear-cut  outline  shows 
in  the  plate,  the  glands  are  probably  calci- 
fied, healed  in  and  quiescent. 

Warning. — Any  infectious  disease  of 
childhood  with  bronchial  irritation  or  in- 
flammation will  enlarge  the  peribronchial 
glands,  but  these  will  usually  subside  as 
convalescence  progresses. 

Foreign  Bodies  in  Respiratory  Pas- 
sages.— The  foreign  bodies  may  consist  of 
anything  small  enough  to  get  in  by  in- 
spiration. They  may  be  located  from  the 
nose  downward.  In  examining  for  them 
never  be  satisfied  with  the  screen  examina- 
tion solely.  The  favorite  location  is  behind 
the  heart  shadow  in  the  right  bronchus.  Al- 
ways make  a  lateral  view  and  two  antero- 
posteriors to  locate  a  foreign  body  which 
is  transparent  to  the  x-rays.  In  any  case 
note  the  history  of  the  case  and  the  area 
of  atelectasis  or  lung  suppuration,  with 
foreign  body  at  handle  of  fan,  on  the 
roentgenogram.  If  small  enough  to  go 
through  the  larynx,  the  foreign  body  may 
be  found  in  the  trachea,  bronchus  or  lung. 
It  may  be  expected  to  gravitate  downward 
until  it  reaches  a  bronchus  whose  size  re- 
fuses admission. 
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lie   foreign   body   may   be   opaque   or 

rasparent    to    the    .v-ray,    but    requires 

''zation  irrespective  of  this  fact.    On 

■al  occasions  a  foreign  body  supposed 

-  in  the  lung  has  been  found  in  the 

and  on  many  occasions  in  the  bowel. 

-creen  is  not  of  much  avail  in  this  par- 

,.r  instance,  and  it  is  much  more  sat- 

ory  to  make  very  rapid  plates  of  the 

..  making  two  anteroposteriors  and  a 

cral. 

l\  \'en  if  a  foreign  body  be  transparent  to 

v-rays,  it  may  reasonably  be  expected 

cause  irritation  at  its  seat  with  some  re- 

'ig  inflammation  and  possible  blocking 

e  bronchus,   resulting   in   atelectasis 

later  a  localized  suppuration. 

-\iy  associate.  Dr.  Grier.  has  published 

this  Journal  the  results  of  our  experi- 

mce  in   the   examination   of   very    many 

•Ues  of  foreign  bodies  of  various  types  in 

ae  air  passages.  It  is.  therefore,  unneces- 

,ry  for  me  to  add  anything  to  what  he 

s  said.i 

I  The  Heart. — Roentgen  examinations  of 

pe  heart  are  performed  for  the  purpose 

[f  obtaining  the  following  data :  size,  shape. 

Josition.   condition  of  aorta;  presence  or 

jbsence  of  pericarditis. 

Size. — It  seems  to  me  that  clinicians 
hould  be  interested  in  this,  if  only  to  de- 
ermine  whether  or  not  a  heart  is  of  suffi- 
ient  size  to  take  care  of  the  circulator}' 
equirements  of  the  individual  under  ex- 
amination, without  being  expected  to  un- 
luly  exert  itself.  This  is  simply  a  problem 
n  hydraulics  and  I  am  quite  certain  that 
my  observer  will  in  a  short  time  have  his 
Lttention  called  to  this  fact. 

On  making  a  rapid  fluoroscopic  observa- 
ion  of  a  heart,  having  previously  examined 
he  individual  and  taken  his  blood  pressure, 
he  observer  should  be  able  to  state 
whether  or  not,  in  his  judgment,  any  given 
leart  is  sufficiently  large  for  its  work.  If 
he  heart  is  oversize,  it  is  from  dilatation 
)r  hypertrophy.  If  it  be  hypertrophied  its 
)ehavior,  its  muscular  action,  its  excur- 
sion, its  apical  retraction,  will  immediately 
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proclaim  it  such.  Similarly  if  it  be  dilated 
the  very  lack  of  the  foregoing  character- 
istic muscular  activity  will  tell  the  ob- 
server of  that  fact.  A  dilated  heart  gives 
the  impression  of  a  chronic  diastole.  When 
a  healthy  heart,  whether  hypertrophied  or 
not.  contracts,  the  apex  retracts.  The  ac- 
tivity of  the  heart  is  determined  by  the 
retraction  of  the  apex  and  by  the  diminu- 
tion in  its  size  or  by  its  change  in  area  and 
in  position.  The  change  in  position  is  due 
to  its  systolic  rotation  on  the  great  vessels 
on  which  it  is  suspended,  in  conjunction 
with  its  rate  of  contraction  and  expansion. 

The  only  way  to  learn  anything  about 
this  particular  branch  of  medicine  is  to 
carefully  and  intelligently  examine  the 
heart  by  every  means  practicable,  then 
study  the  same  heart  before  the  screen. 
In  this  way  one  may  acquire  the  ability 
to  interpret  for  himself  the  visualization 
of  the  heart  in  action,  so  beautifully  seen 
upon  the  screen. 

Shape. — The  shape  of  the  heart  varies 
greatly.  It  is  easily  possible,  however, 
to  designate  it  as  transverse,  vertical, 
globular,  drop,  or  compressed.  Drop-heart 
has  no  pathological  signification.  It  is  usu- 
ally small  and  occurs  in  patients  having 
long  trunks  and  general  visceroptosis.  The 
transverse  heart,  on  the  other  hand,  is  a 
distinctly  dangerous  cardiac  condition.  It 
is  observed  most  frequently  in  those  men 
whose  abdomen  exceeds  in  circumference 
their  chest,  who  are  what  are  commonly 
known  as  "stomach  athletes."  These  are 
the  types  recorded  in  the  daily  print  as 
dying  of  acute  indigestion  or  cardiac  failure 
immediately  subsequent  to  a  S7.00  ban- 
quet. 

Position. — A  displacement  of  the  heart 
is.  of  course,  immediately  observed.  Pleur- 
isy with  effusion,  particularly  right-sided 
pleurisy  may  cause  considerable  displace- 
ment. Congenital  dextrocardia  is  always 
worthy  of  comment,  but  the  most  marked 
cardiac  displacements  are  those  observed  as 
a  result  of  a  rearrangement  of  the  thoracic 
contents,  due  to  old  chronic  fibroid  phthisis. 

Pericarditis   with   effusion   is   ver}'  fre- 
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quently  overlooked  and  very  often  diag- 
nosed as  a  simple  cardiac  hypertrophy.  It 
is  well  to  remember  that  the  reentrant 
angle,  which  is  found  b}^  percussion  and 
which  seems  to  have  disappeared  upon  per- 
cussion in  this  condition,  has  not  actually 
disappeared  but  is  rather  accentuated 
when  the  heart  is  examined  upon  the 
screen.  This  confusion  is  bound  to  cause 
mistakes.  The  diagnosis  of  pericarditis  with 
effusion  is  rather  better  made  by  the  fact 
that  a  portion  of  the  heart  shadow,  its 
auricular  shadows  and  the  shadows  of  the 
great  vessels  at  the  root  of  the  heart  are 
almost  lost  due  to  the  distension  of  the 
pericardium  with  fluid.  Moreover,  the  car- 
diac activity  is  apparently  ver}'  greatly  re- 
duced, because  the  apical  retreat  is  no 
longer  noticeable. 

The  various  changes  in  the  contour  of 
the  heart  consequent  to  valvular  insuffi- 
ciency would  require  an  afternoon  for  their 
discussion.  Moreover,  the}'  have  been  al- 
ready beautifully  described  in  roentgen 
literature.  They  will  not,  therefore,  be 
further  considered. 

Condition  of  Aorta. — Considerably  more 
attention  should  be  paid  to  determination 
of  aortitis  than  has  been  done  in  the  past. 
The  writer  believes  that  an  early  determi- 
nation of  aortitis  with  proper  treatment 
thereof  would  result  in  an  increasing  rarety 
of  aneurysm.  Any  deviation  in  size  or  shape 
of  the  aorta  requires  explanation,  but  it 
does  not  necessarily  mean  aneurysm.  The 
size,  shape  and  position  of  the  arch  is 
best  studied  before  the  screen  and  no  diag- 
nosis of  aneur\'sm  should  ever  be  made 
until  the  superior  portion  of  the  arch  has 
been  studied  in  the  lateral  position.  Syph- 
ilitic aortitis  may  be  frequently  diagnosed 
upon  the  screen  by  marked  increase  in  the 
density  of  the  descending  aorta. 


Expansile  pulsation  of  aneurysm  mean;! 
an  impulse  synchronous  with  the  hear 
beat.  It  must  be  remembered  that  trans 
mitted  impulse  is  imparted  to  any  tumo 
in  the  mediastinum  which  may  be  in  con 
tact  with  the  aorta.  The  following  tabli 
also  notes  the  differences  between  tumor 
of  the  mediastinum  and  aneurysm. 


Afieurysm 

Tumors 

I. 

Regular  outline,  spher- 

I. 

Outline    irregular    c 

ical 

spherical 

2 

Pulsatile  and  expansile 

Painful  when  produc- 
ing pressure 

2  ^ 

Pulsatile  but  not  e> 
pansile 

4 

Atrophy  of  bone 

5- 

Bruit  marked 

5- 

Xo  bruit 

6. 

Cardiac  dyspnoea 

6. 

No  cardiac  dyspnoea 

7- 

Cardiac  hypertrophy 

?• 

No  cardiac  hypertn 
phy 

8. 

Cough  brassy 

9- 

Shadow    continuous 

9- 

Aorta  can  be  diflferei 

with  aorta 

tiated  sometim 
from  tumor 

0. 

Density  high 

10. 

Density  may  be  low- 
irregular 

II. 

Often  metastatic 

12. 

Rapid  onset 

Xo  mention  has  been  made  of  mediasti 
nal  abscess,  the  result  of  caries  of  the  ceil 
vical   or   dorsal   spine   and   when   such 
diagnosis  is  made  it  is  usually  an  acciden 

The  writer  realizes  that  many  bool- 
could  be  written  upon  the  subjects  touche 
upon.  The  idea  of  this  paper  is  simpl 
to  reawaken  the  internist  to  the  value  ( 
the  fluoroscope  and  plate  in  the  examim 
tion  of  the  chest  as  a  means  of  stimulatin 
his  acuity  in  other  methods  of  physic- 
examinations  and  as  an  advantage — th 
of  having  all  the  possible  evidence  in  an 
given  case.  No  roentgenologist  can  mals 
successful  studies  of  the  chest  unless  he  t 
enough  of  an  internist  to  appreciate  all  t? 
various  forms  of  patholog\^  which  may  1 
found  therein. 


APPLICATION  OF  THE  X-RAYS  IN  DEFINING  AND 
STUDYING  KIDNEY  TUMORS* 

BY    PAUL    EISEN,    M.D. 


CHICAGO,    ILL. 


T|URIXG  the  past  few  years  the  clin- 
i-f  icians  of  the  North  Chicago  Hospital 
itj'e  furnished  me  an  exceptional  oppor- 
tijity  to  examine  a  large  number  of  kid- 
id'  tumors  by  means  of  the  roentgen  ray, 
aifi  I  desire  to  bring  the  results  of  my  ob- 
^fvations  before  you,  in  order  that  we 
rry  profit  by  the  findings  in  this  series  of 
::;es  and  also  by  your  discussion. 

The  following  number  and  variety   of 
2  jes  have  been  examined : 

2  ases  of  hypernephroma, 
I  ase  of  polycystic  kidney, 
I  ase  of  solitary  cyst,  of  ver%-  large  size, 
I  ase  hemorrhagic  cyst, 

]  ase  polycystic  kidney  combined  with  hydronephro- 
sis, 
'  ase  pyonephrosis  of  large  size,  without  stone, 
-  ases  pyonephrosis,  with  multiple  stones, 
:ase  tuberculous  kidney  with  calcareous  deposit, 
ase  tuberculous   kidney,    with   abscesses   not   rup- 
tured, 
:ase  tuberculosis  of  the  kidney  with  fistulous  tract, 
;ase  tubercvilosis  of  the  kidney  with  perinephritic  ab- 
scess of  both  kidneys, 
cases  tuberculosis  of  kidney  with  psoas  abscess, 
cases  tuberculosis  of  kidney  with  metastatic  glands 
and  peritoneal  fluid. 


The  kidney  tumors  which  have  given 
definite  .v-ray  findings  were  those  which 
were  palpable.  In  fact,  they  were  mostly 
so  large  that  the  suspicion  came  up  whether 
or  not  the  tumors  were  of  renal  origin. 
Their  size  varied  from  that  of  a  double 
normal  kidney  to  tumors  filling  half  of  the 
abdomen.  In  these  cases,  the  masses  were 
plainly  visible  with  the  patient  lying  su- 
pine on  a  hard  flat  table.  Although  their 
renal  origin  was  usually  diagnosed,  it  is 
extremely  gratifying  to  have  the  diagnosis 
verified  by  the  aid  of  the  .v-raj's.  At  the 
same  time,  the  roentgen  ray  examination 
furnished  details  not  ascertainable  clini- 
cally. As  a  transperitoneal  extirpation  was 
performed  in  all  but  one  case,  the  other 
kidney  was  also  examined  at  operation  and 
the  abdomen  generally  explored. 

To  predetermine  the  suitable  .v-ray 
method  of  examination  in  each  case  is  im- 
possible. The  clinical  findings  will  often 
suggest  a  certain  method  of  roentgen  ex- 


FiG.  I.  Pyonephrosis  with  Stones.  No  Pre^ous  A'-ray  Examination 

*  Read  at  the  Annual  Meeting  of  the  Western  Section  of  the  .American  Roentgen  Ray  Society,  Feb.  22,  1918. 
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Fig.  2.  Hypernephroma 

amination  and  the  result  will  suggest  fur- 
ther  clinical   examinations,    until    a   final 
conclusion  can  be  drawn  or  the  diagnosis 
left  open,  to  be  revealed  at  operation. 
For   example:   A   woman   had   a   large 


bean-shaped  tumor  easily  palpable  in  the 
right  hypochondrium,  protruding  from  un- 
derneath the  liver  and  extending  down  be- 
low the  navel.  It  appeared  to  be  the  kid- 
ney, but  a  very  distended  gall-bladder 
could  not  be  ruled  out.  Therefore,  preced- 
ing the  barium  enema  examination,  a  ven- 
tral plate  was  taken  for  gall-stories.  While 
the  plate  was  being  developed,  the  barium 
enema  was  given  and  the  fluoroscope  re- 
vealed the  transverse  colon  '  neither  dis- 
placed downward,  as  it  should  be  by  a 
large  gall-bladder,  nor  was  the  hepatic 
flexure  displaced  downward,  as  might  be 
expected  from  a  kidney  tumor.  In  fact, 
the  bowel  crossed  in  front  of  the  tumor. 
The  plate  revealed  a  typical  kidney  stone, 
filling  the  pelvis  and  calyces.  After  a  ca- 
thartic, stereoscopic  dorsal  plates  of  the 
kidney  confirmed  the  diagnosis  of  stone 
in  the  pelvis  of  the  kidney.  Later  more 
careful  urinary  analysis  gave  confirmatory 
findings  of  blood  and  pus  taken  by  cathe- 
ter from  the  right  ureter.  The  left  side  was 
free  from  stone.  The  pyonephrotic  kidney, 
not  having  had  any  function,  was  re- 
moved. 


s;^?|>i.- 


Fig.  3.  Hypernephroma  of  Lower  Portion  of  Left  Kidney.  Collargol  Injection 
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This  experience  shows  the  necessity  of 
ering  to  the  routine  measure  which  we 
nerally  follow,  of  first  taking  a  plate  of 
y  tumor  present  in  the  abdomen.  The 
ate  will  generalh'  show  the  correct  size 
d  often  the  upper  outline  and  general 
ape  of  the  kidney  tumor.   It  will  also 
.ow  up  any  stones,   calcareous  deposits 
.d  other  foreign   substances,    and   even 
hen  negative,  may  be  of  value.  In  a  case 
here  this  was  not  done,  the  removed  kid- 
ey  was  rayed,   showing  multiple  stones 
at  were  first  felt  at  operation,  while  re- 
eving   a    pyonephrotic    kidney.    If    the 
)ther  kidney  also   contained   stones,    the 
act  is  not  known.  The  clinical  findings  of 
Dus  oozing  out  of  the  affected  ureter,  with 
:he    other    kidney    finictionating,    and    a 
arge  palpable  and  ptosed  kidney,  justified 
the  surgical  course  taken.  But  the  omis- 
Bion  of  taking   a   plate   before   operation 
gave  the  surgeon  some  anxiety  as  to  the 
presence  of  stone  in  the  other  kidney.  In 
lOne  case  of  tuberculous  kidne}',  calcareous 
jdeposits  in  the  same  were  evident  and  con- 
firmed the  other  clinical  findings  of  tuber- 
culosis. In  another  tuberculous  case,  the 
enlargement  of  the  kidney  was  of  itself  of 
diagnostic  value. 


Fig.  4.  Hypernephroma 


After  taking  plates,  the  method  there- 
after to  be  employed  should  be  the  one 
giving  the  quickest  and  most  definite  re- 
sults, with  the  least  harm  to  and  handling 
of  the  patient.  If  the  kidney  tumor  is  a 
pyonephrotic  sac  with  stones,  it  ma^-  be 
sufficient,  by  inserting  a  shadowgraph  ca- 
theter, to  show^  the  approximate  relation- 
ship of  the  stones  to  the  ureter.  If  the  cys- 


FiG.  5.  Baril'm  Enema.  Displacement  of  Splenic  Flexure 
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toscopic  examination  reveals  a  fairly  func- 
tionating kidney,  the  exact  localization  of 
the  stones  by  stereoscopic  pyelography  is 
the  method  of  choice,  for  it  localizes  the 
exact  situation  of  the  stones  in  either  the 
pelvis,  calyces  or  kidney  substance,  and 
besides  prescribes  the  surgical  steps  to  be 
taken  for  removing  the  stones.  Inflation 
with  air  into  the  renal  pelvis  is  not  prac- 
tised, because  the  air  may  be  confused 
with  air  in  the  bowel.  The  localization  of 
the  stones,  as  stated,  may  determine  the 
path  of  opening  the  kidney,  but  the  func- 
tional test  of  the  kidney  will  alone  deter- 
mine, with  consideration  of  the  functional 
condition  of  the  other  kidney,  whether  or 
not  the  kidney  should  also  be  removed. 
In  other  cases,  however,  the  .v-ray  findings 
of  stones  in  both  kidneys  may  influence 
the  surgeon  in  determining  the  question  of 
extirpation. 

Given  fistulous  sinuses,  the  obvious  step 
next  to  be  taken  is  the  injection  of  the 
same  with  bismuth  paste,  as  published  by 
Dr.  Emil  Beck  {Surgery,  Gynecology  & 
Obstetrics,   May,    191 6).   The   stereoscopic 


study  of  their  ramifications  will  show  them 
leading  directly  to  the  kidney  pelvis.  With 
this  method,  abscesses  of  the  kidney  sub- 
stance, perinephritic  abscesses,  and  psoas 
abscesses,  can  be  directly  traced  to  a  dis- 
eased kidney.  It  is  then  very  easy  to  dif- 
ferentiate these  cases  from  tuberculous 
spondylitis  with  psoas  abscesses. 

A  similar  method,  opening  the  abscess 
before  a  fistula  has  formed,  and  after  due 
time  injecting  bismuth  paste  into  this 
opening  after  draining  off  the  pus.  may 
disclose  very  nicely  the  underlying  condi- 
tion and  be  of  no  harm  whatever  to  the 
patient.  In  a  recent  publication,  I  showed 
such  an  enormous  pyonephrotic  sac  made 
clearly  visible  by  this  method,  showing 
distinctly  its  size,  configuration,  outline 
and  extent,  by  simply  injecting  a  weak 
concentration  of  the  paste  into  the  drain- 
age tube.  The  paste  probably  helped  to 
sterilize  the  sac  before  draining  away.  The 
injection  was  made  under  inspection  on 
the  fluoroscopic  table,  the  so-called  meth- 
od of  external  pyeloscopy,  which  was  ex- 
tremelv  useful  in  this  case,   showing  the 


Fig.  6.  Hypernephroma 
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^o  extend  far  below  the  drainage  open- 

into  the  true  pelvis.  Later,  the  whole 

was  removed.  In  another  case  of  hy- 

■::ephroma,   with   practically   a   normal 

jlogram,  pyeloscopy  with  a  silver  salt 

ution   was   unsatisfactory,    stereoscopic 

elography  alone  assuring  the  accurate 

<il  necessary  to  form  an  opinion.  Even 

the   pyelograms    were    inconclusive, 

iile  other  .v-ray  methods  proved  a  valu- 

ic  aid.   The  enlarged  kidney  was  well 

tlined  in  plates,  and  in  stereoroentgeno- 

iins  of  the  barium  enema,  the  displace- 

::t  of  the  splenic  flexure  was  an  invalu- 

le  sign. 

In  neoplasms  and  congenital  anomalies 
the  kidney,   especially  when  not  pal- 
,ble,  stereoscopic  pyelography,  when  feas- 
ile,  is  the  method  of  choice.  However,  the 
3  moved  kidney  tumor  should  also  be  in- 
cted  with  bismuth  paste  and  these  injec- 
jon  stereograms  compared  with  the  pye- 
jgrams   taken   before   operation.    As   the 
^te  will  enter,  with  proper  technique,  the 
rnallest  ramifications  of  the  arterial  sys- 
m,    the    exact    relationship   of   the  pel- 
is  of  the  kidney  to  cysts  in  the  substance 
lay  be  outlined.  In  this  way,  I  have  gained 


valuable  information  in  cases  of  solitary 
and  polycystic  kidney,  hypemephromata, 
hydro-  and  pyonephrosis  and  tuberculosis. 
In  the  stereoscopic  plates  of  these  injected 
kidneys  we  learn  to  recognize,  much  better 
than  in  pyelograms,  the  characteristic  nor- 
mal and  abnormal  appearance  of  the  pel- 
vis and  calyces  and  understand  the  pyelo- 
grams all  the  better,  even  when  they  show 
incomplete  filling  due  to  growth  forma- 
tion. Single  pyelograms  may  suffice  in 
many  diseased  conditions  of  the  kidney, 
but  in  tumor  formation,  stereoscopic  pye- 
lograms are  essential.  When  these  are  nega- 
tive, as  in  the  case  I  cited,  often  other 
.v-ray  methods  may  be  found  of  aid.  In  an 
injected  case  of  a  removed  hypernephroma 
you  see  very  instructively  how  little  of 
the  kidney  tissue  is  left.  Compare  this 
with  the  stereoscopic  photograph  of  the 
kidney  after  section.  Only  the  upper  bor- 
der of  the  kidney  is  left,  the  whole  mass 
otherwise  is  tumor  formation. 

In  this  and  in  a  few  other  cases,  the  in- 
jection of  the  colon  with  a  barium  enema 
was  also  of  considerable  diagnostic  help  to 
us.  The  displacement  may  be  only  slight 
and    then    invariablv    onlv    forward,    but 


Fig.  7.  Hypernephroma  of  Upper  Portion  of  Kidney.  Bismuth  Injection  of  Specimen 
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stereoscopic  plates  will  bring  this  out.  Of 
more  value  is  the  displacement  downward, 
of  the  splenic  flexure  more  than  of  the  he- 
patic. This  has  proven  not  only  of  great 
value  in  showing  the  retroperitoneal  posi- 
tion of  the  tumor,  but  in  two  cases  it 
helped  us  rule  out  tumor  growths  of  the 
bowel.  In  another  case  where  cancer  of 
the  stomach  was  suspected,  the  barium 
meal  showed  the  stomach  displaced  up- 
ward and  to  the  right  by  an  extragastric 
mass.  But  this  mass  also  shoved  the  de- 
scending colon  way  over  to  the  median 
line.  In  only  one  other  case  of  tuber- 
culous peritonitis,  with  enormous  retro- 
peritoneal glands,  did  I  see  a  similar  dis- 
placement of  the  descending  colon.  Me- 
tastatic tumors  originating  in  the  retro- 
peritoneal space  would  give  similar  find- 
ings. In  one  case  of  large  tuberculous  kid- 
ney, the  barium  meal  proved  very  con- 
fusing, showing  a  constant  napkin  ring- 
like stricture  in  the  descending  colon,  with 
gas  distention  above.  The  enema  showed 


no  stricture,  which  must  have  been  there- 
fore simply  a  broad  based  segmentation. 

This  case  of  tuberculosis  was  afterward 
treated  with  good  results  with  x-rays.  Two 
other  cases  of  tuberculosis,  previously 
cited,  were  also  treated,  but  were  too  far 
advanced,  it  seems,  and  the  results  were 
negative.  The  one  case  of  hypernephroma 
was  also  treated  with  x-rays,  also  with 
negative  results,  as  the  section  photograph 
shows  you.  The  one  case  of  abscess  in  the 
kidney,  with  extirpation  of  the  same,  was 
treated  afterwards  with  bismuth  paste  to 
help  heal  the  sinuses,  but  was  also  given 
x-rays.  To-day,  the  patient  is  in  perfect 
health,  has  gained  over  50  lbs.,  and  the 
sinuses  are  closed.  But  whether  this  was 
due  to  the  one  or  other  method  of  treat- 
ment, I  am  unable  to  say.  True  cancers  of 
the  kidney  that  are  inoperable  should  at 
least  be  given  the  benefit  of  the  rays,  if 
only  to  stop  the  hemorrhage  and  relieve 
the  pain.  I  have  no  experience  with  such  1 
a  case. 


OPEN  SAFETY  PIN  IN  AN  INFANTS  STOMACH 


To  the  Editor: — The  report  of  an  open 
safety  pin  in  an  infant's  stomach  in  The 
Journal,  Dec.  22,  191 7,  might  lead  to  the 
impression  that  an  operation  is  always 
necessary  in  such  cases.  I  therefore  report 
the  case  of  an  8  months  old  baby  who  swal- 
lowed a  13^  inch  open  safety  pin,  Novem- 
ber 21,  about  2  p.  m.,  and  later  passed  it. 
Roentgenograms  taken  at  the  request  of 
the  attending  physician.  Dr.  Corliss  Keller 
of  Hamilton,  Ohio,  showed  the  pin  to  be 
in  the  stomach.  Thirty-six  hours  later  the 
pin  was  in  the  same  position,  and  as  the 
separation  of  the  open  ends  of  the  pin,  as 
shown  in  the  roentgenogram,  seemed  to  be 
considerably  greater  than  the  diameter 
of  an  infant's  pylorus,  I  advised  bringing 
the  child  to  a  hospital  for  operation.  Sev- 
eral more  pictures  were  made  at  the  hos- 
pital, and  at  the  end  of  fifty-two  hours  the 
operating  room  was  ordered  to  be  made 


ready.  A  final  picture,   however,   showed 
that  the  pin  had  apparently  passed  from 
the  stomach.  Operation  was  then  advised 
against,    and   in   the   following   thirty-six 
hours  the  pin  was  watched  by  means  of 
the  fluoroscope  as  it  traveled  through  the 
intestinal  tract,  and  it  was  passed  at  the 
end  of  ninety-six  hours.  Only  diu-ing  thei 
first  twenty -four  hours  did  the  child  showj 
any  clinical  symptoms.  The  pin  was  openj 
at  least  three  fourths  of  an  inch;  but  as! 
the  blunt  end  evidently  engaged  the  pylo- 
rus, the  probabilities  are  that  the  pyloric  j 
sphincter  closed  the  pin  sufficiently  to  al- 
low it  to  pass.  In  the  majority  of  instances 
one  can  count  on  the  passage  of  a  foreign 
body  through  the  intestine  if  it  has  been 
able  to  pass  through  the  pylorus. 

D.  W.  Palmer,  M.D.,  Cincinnati. 
{Ref.  J.  Am.  M.  Ass.,  Feb.  16,  1918,  p.  480.) 


BARIUM  STASIS  IX  BILE  AND  PANCREATIC  DUCTS  * 


BY    R.    A.    PA^'NE.    M.D. 


F.    C.    TB„\HAR 
X-Ray  Department  ot  E)rs.  Coaev,  Jones,  Sears,  Joyce  and  Johnstcjn 

PORTLAXD.   OREGOX 


X  a  recent  article  in  the  Archives  of 
Radiology  and  Electrotherapy  of  London, 
ise,  of  Battle  Creek,  discussing  the  diag- 
iis  of  lesions  in  the  upper  abdomen, 
illed  attention  to  several  cases  which 
ad  recently  come  under  his  observation 
which  there  was  a  stasis  of  barium  found 
the  ducts  leading  from  the  duodenum 
the  gall-bladder  and  pancreas.  This 
henomenon  had  been  obser\^ed  during 
16  course  of  routine  gastro-intestinal  .v-ray 
ork.  Case  suggested  that  instances  noted 
e  placed  on  record  in  order  that  a  jxroper 
iterpretation  of  the  findings  might  be 
lade  after  sufficient  data  was  accumulated. 
To  the  best  of  our  knowledge  this  is  the 
irst  time  that  attention  has  been  called 

ta  possible  more  or  less  continuous  pat- 
cy  of  these  ducts  at  their  entrance  into 
he  duodentmi.  Textbooks  and  current 
iterature  discuss  the  anatomj'  and  the 
nechanism  of  these  valves.  Attention  has 
)een  directed  to  the  proof  of  a  defimite  mus- 
nilar  sphincter  at  the  ampulla  of  \'ater  and 
:o  the  Law  of  Contran.*  Enervation  as  con- 
:rolling  this  sphincter  and  adjusting  its 
action  with  reference  to  the  actions  of  the 
nusculature  of  the  gall-bladder  and  the 
ducts.  Opposed  to  this,  we  have  the  dis- 
tinctly mechanical  theor\^  that  the  action 
of  the  valve  here,  through  the  effect  of  in- 
tra visceral  pressure,  closes  the  duct  where 
it  passes  obHquely  through  the  layers  of  the 
bowel  wall.  These  points  have  been  dis- 
cnissed  at  length,  but  there  seems  to  have 
been  Httle  question  that  the  resulting  ac- 
tion of  the  forces  of  closure,  whatever  they 
may  be.  has  been  an  effective  closure  of 
the  duct  opening.  The  prevalent  thought  is 
that  the  bile  and  pancreatic  juices  are 
dammed  back  by  the  valve  action,  and 


that  they  are  ejaculated  into  the  duodenum 
on  proper  stimulation;  moreover,  that, 
lacking  this  action,  a  distinct  symptomatol- 
ogv-  will  result. 

On  this  basis,  we  have  the  theory  ad- 
vanced that,  without  proper  valve  action 
and  without  the  storage  reser\'e  after 
cholecystectomy,  the  constant  dribbling 
of  the  juices  through  the  ampulla  will, 
through  continuous  hormone  stimulation, 
result  in  an  achyha  gastrica.  Again,  we 
have  the  theorx^  advanced  that  in  certain 
cases  the  bile  ducts  dilate  to  take  on  the 
function  of  the  gall-bladder.  It  is  evident, 
therefore,  that  the  idea  of  the  continued 
patenc}'  of  these  ducts  is  a  new  anatomical 
conception. 

In  view  of  the  above  facts,  it  has  seemed 
justifiable  to  us  to  place  on  record  five 
cases  which  have  recenth^  come  under 
our  obser\  ation,  together  with  complete 
enough  case  histories  to  be  of  value  in  de- 
termining the  relative  diagnostic  value  of 
the  findings  when  sufficient  cases  are  on 
record.  Three  other  cases  have  been  ob- 
ser\'ed,  but  the  material  is  not  complete 
enough  to  report  on  them  at  the  present 
time. 

Patient  Xo.  i.  Female:  age  26  years; 
married  six  years:  housewife;  one  child 
four  and  a  half  years  old;  family  history 
negative:  robust  in  childhood;  has  always 
be«i  constipated;  menstruation  painful. 
Two  years  ago  c\^stic  left  ovary  and  ap- 
pendix removed.  Never  recovered  strength 
after  the  operation. 

Present  Complaints. — ^Weakness,  faint- 
ing, hot  flushes. 

Constipation.  heav\-  dragging  sensation 
in  stomach. 

Backache  and  aching  in  legs. 


*Rea<i  before  Meeting  of  PorEilaiid  City  aad  Owamiy  Medical  Sodetr.  Fi^jroary  5.  1918. 
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Fig.  I.  Case  I.  Immediate  and  Twelve  Hour  Plate 

Plate  shows  marked  ptosis  of  organs  with  barium 
hanging  in  diverticuhim  in  the  region  of  the  second 
portion  of  the  duodenum 


General  toxic  symptoms  included  head- 
ache, stupid  feeling,  lack  of  ambition. 

Physical  Examination. — The  patient  is  a 
nervous,  hysterical  woman  of  marked  as- 
thenic type,  with  straight  back  and  angel- 
winged  scapulae;  she  has  a  long,  narrow 
abdomen  with  the  lower  pole  of  the  stom- 
ach in  the  pelvis,  and  the  caecum  is  palpable 
on  vaginal  examination;  the  heart  tones 
are  of  quick,  toxic  type;  the  urine  is  nor- 
mal; the  white  blood  corpuscles  14,000, 
with  a  normal  differential  count;  haemo- 
globin 95%.  An  analysis  of  the  stomach 
contents  showed  total  acidity  of  79.  The 
systolic  blood  pressure  was  106. 

Roentgen-ray  Examination . — September 
26,  19 1 6,  the  points  in  the  physical  exami- 
nation were  confirmed.  Patient  showed  a 
marked  midline  ptosis  of  the  stomach  and 
the  transverse  colon.  The  caecum  was  long 
and  low  and  a  small  six-hour  residue  was 
found  in  the  neighborhood  of  the  duode- 
num. The  significance  of  the  latter  was  not 
recognized  at  the  time.  The  patient  left 


the  hospital  November  19,  1916,  in  a  much 
improved  condition. 

On  November  19,  191 7,  the  patient  re- 
turned to  the  office.  Her  general  health  had 
remained  much  improved.  She  had  gained 
in  weight  up  to  150  lbs.;  she  felt  well  all 
summer,  but  lost  10  lbs.  in  a  trip  to  Chicago 
and  in  nursing  her  boy  through  an  attack 
of  measles.  The  nervousness  returned,  con- 
sequent to  this  strain.  She  now  complains 
of  chills,  a  coated  tongue,  gas  in  the  bowel 
and  loss  of  appetite;  and  is  losing  weight. 

On  repeating  the  fluoroscopic  screen  ob- 
servations, the  position  of  the  organs  ap- 
peared to  be  about  the  same  as  on  leaving 
the   hospital.    A    small    diverticulum   was , 
found  on  the  mesial  side  of  the  second  per- 1 
tion  of  the  duodenum.  A  barium  residue 
remained  in  this  diverticulum  for  twelve 
hours,  and  was  evidently  the  site  of  the 
six-hour  stasis  noted  in  the  previous  exam- 1 
ination.  There  was  no  localized  tenderness 
over  the  diverticulum.  { 

Patient  No.  2.  Female;  age  66  years;j 
married  forty  years;  the  mother  of  fourj 
children.  The  family  history  is  negative;! 


Fig.  2.  Case  I.  Six  Hour  Plate  with  Barhtm  ResiduI 
IN  THE  Region  of  the  Duodenum  | 
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16  menopause  was  established  at  forty- 

ve,  preceded  by  a  nervous    breakdown. 

/eight   102}  2  lbs.;  height   5  ft.,   3^  in. 

iperations:  Hemorrhoids  removed  fifteen 

ears  ago. 
Present  Complaints. — She  had   a  recent 

jld.  followed  by  pleurisy  in  the  right  side. 

|he  is  now  weak  and  very  much  exhausted. 

he  belches  and  discharges  gas  from  the 

olon  one  to  two  hours  after  eating,  es- 

ecially  at  night.  There  is  a  tendency  to 
lonstipation. 

Physical  and  Roentgen-ray  Examhia- 
ions. — These  show  the  patient  to  be  of  a 
aarked  asthenic  type.  Lungs  show  diffuse 
ibrosis  in  the  right  middle  lobe.  Stomach 
s  low  and  atonic;  bulbus  fills  sharply. 
Duodenal  angle  is  low  but  not  tender.  A 
liverticulum  is  present  on  the  mesial  aspect 
)f  the  second  portion  of  the  duodenum,  in 
vhich  a  barium  residue  remains  for  twenty- 
"oiir  hours.  Here  there  is  localized  tender- 
less.  There  is  some  ileal  stasis;  the  caecum 
s  large  and  mobile  and  there  is  a  slight 
leocaecal  regurgitation.  Chemical  examina- 


FiG.  3.  Case  II.  Immediate  and  Twelve  Hour  Plate 

Heavy  barium  deposit  in  diverticulum  on  the  mesial 
aspect  of  the  second  portion  of  the  duodenum 


Fig.   4.   Case  III.    Immediate  and   Twelve    Hour 
Plate 

Shows  barium  hanging  in  duodenal  diverticulum 


tion  of  the  blood,  stools  and  stomach  con- 
tents is  negative.  Urine  examination  shows 
some  casts  and  epithelial  cells  and  white 
blood  cells. 

Patient  No.  3.  Female;  age  42;  widow; 
seamstress ;  family  history  is  negative.  Her 
menstruation  was  profuse  and  irregular 
last  year;  she  has  had  typhoid  fever  and 
occasional  sore  throats,  and  had  a  nervous 
breakdown  fourteen  years  ago. 

Present  Complaints. — Constant  dull  pain 
and  soreness  in  the  pit  of  the  stomach  for 
the  past  year.  Has  had  some  belching  re- 
cently. A  constant  backache  for  past  three 
months. 

Constipation  with  much  gas  in  the  bowel. 

There  is  pressure  on  the  bladder  and  a 
frequent  desire  to  urinate. 

She  is  run  down  and  under  weight; 
weight  85  lbs.;  height  5  feet,  4  inches. 

Physical  Examination. — The  patient  was 
nervous  and  of  asthenic  t^'pe.  Skin  showed 
considerable  pigmentation ;  the  middle  lobe 
of  the  thyroid  was  somewhat  enlarged. 
The  heart  borders  were  "out"  slightly; 
there   were    aortic    and   mitral   murmurs; 
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Fig.  5.  Case  III.  Six  Hour  Plate.  No  Stasis  Pres- 
ent 

At  a  later  screening  when  the  organs  had  been  re- 
turned to  a  more  normal  position  by  treatment  there 
was  a  six  hour  stasis  in  the  sagging  diverticulum 


there  was  tenderness  in  the  epigastric  region ; 
the  right  ovary  is  hard  and  tender;  there 
a  small  fibroid  in  the  fundus  of  the  uterus. 

Roentgen-ray  Examination. — The  chest 
showed  moderate  hypertrophy  of  the  left 
ventricle,  and  dilatation  of  the  descending 
aorta.  The  stomach  was  low,  showing  deep 
peristalsis.  Bulbus  of  the  duodenum  was 
dilated ;  the  second  portion  showed  lagging 
of  barium.  At  a  later  screening,  this  lagging 
in  the  second  portion  was  definitely  con- 
nected with  a  diverticulum  on  the  mesial 
aspect  of  the  duodenum.  There  was  no  sag- 
ging of  this  diverticulum  and  the  barium 
emptied  out  quite  rapidly.  The  caecum  was 
adherent  to  the  colon,  and  the  appendix 
was  partially  patent. 

Indican  was  present  in  the  urine.  Aside 
from  this,  the  remainder  of  the  examina- 
tions, including  blood  Wassermann,  were 
negative. 

Under  treatment  the  position  and  tone 
of  the  organs  improved,  coincident  with  a 
general  improvement  in  health.  On  the  last 


screen  examination,  with  the  duodenum 
considerably  higher,  there  was  a  sagging 
in  the  diverticula.  The  barium  residue  re- 
mained here  for  twelve  hours.  There  was 
also  a  slight  localized  tenderness. 

Patient  No.  4.  Female;  age  41;  house- 
wife; married  twenty-seven  years.  There 
were  three  children;  two  of  these  died  in 
childhood.  The  family  history  is  negative. 
She  was  never  strong  in  childhood,  but 
complained  of  frequent  stomach  disorders. 
She  was  subject  to  tonsillitis  and  influenza. 
Operations :  Ten  years  ago  the  right  kidney 
was  anchored;  right  oophorectomy  and 
plication  was  performed ;  a  cyst  was  re- ' 
moved  from  the  left  ovary  and  adhesions; 
were  broken  up.  Two  years  ago  ligation  of 
thyroid  arteries  was  performed  for  toxic 
goiter.  ! 

Present  Complaints. — Attacks  of  gas  in 
the  stomach,  pain  in  the  stomach  and 
sense  of  pressure  through  the  chest.  Con- 
siderable nausea  immediately  after  eating. 

Goiter  and  nervousness  since  fourteen 
years  old.  Much  better  since  ligation  two 
years  ago. 


Fig.  6.  Case  IV.  Shows  Appearance  of  Residue  i 
A  Sthenic  Type  of  Patient 
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No    constipation ;    passes    considerable 
atus;  she  has  attacks  of  mucous  colitis; 
rinates  frequently.  She  is  subject  to  severe 
sadaches  in  occiput  and  vertex. 
Patient  is  weak;  feels  dull  and  stupid; 
nd  has  no  strength  or  endurance. 
Physical  Examination. — Patient    was  a 
cry  nervous  woman  of  marked  asthenic 
uild.  She  showed  postural  scoliosis  with 
ome  bony  changes.  Skin  was  dry.  Eyes — 
Palpebral    angle    was    slightly    widened; 
mpils  reacted  sharply  to  light  and  dis- 
jance.  Teeth  showed  pyorrhea  and  apical 
ibscesses.  Thyroid  enlarged,   size  of  half 
m  orange,  hard.  Loud  bruit  was  audible 
)ver  gland.  Cervical  and  inguinal  lymph 
glands  were  enlarged.  Chest  was  flat.  Ex- 
amination  showed   drop  heart   with   con- 
,?iderable  hypertrophy.  Tones  were  rapid 
p,nd    toxic    type.    Pulse    tracing    showed 
simple  tachycardia.   Abdomen  had   loose 
flaccid    walls;    general    ptosis    of    organs. 
jThere  was  a  marked  tremor  present.  Ab- 
dominal and  patellar  reflexes  were  present. 
Laboratory  examination  showed  a  very  low 
hydrochloric  acid  content  in  the  stomach. 
Roentgen-ray  Examination. — The  patient 
exhibited  a  very  low  stomach  with  active 
I  peristalsis,    Bulbus    was    large    and    very 
low;   was   very   tender    above    duodenum 
angle,    which    was    low.    Barium    entered 
diverticulum  on  mesial  side  of  duodenum 
just  below  angle.  Remained  in  diverticulum 
for  over  six  hours. 

Patient  No.  5.  Male;  age  68;  married 
forty-one  years.  There  are  four  children. 
He  is  engaged  in  the  telephone  business. 
The  family  history  is  negative.  He  had 
typhoid  thirty  years  ago.  He  has  been 
jaimdiced  three  times.  No  operations. 

Present  Complaints. — Patient  has  at- 
tacks of  severe  cramping  pain  in  upper  ab- 
domen. First  attack  two  years  ago.  Dur- 
ing the  past  year  he  has  had  five  attacks  of 
typical  gall-stone  colic:  Cramping  pain  re- 
ferred to  back;  rigidity  of  upper  recti 
muscles,  especially  marked  on  the  right 
side;  vomiting.  Temperature  up  to  102°. 
Required  morphine  to  alleviate  pain. 
Physical  Examination. — The    patient  is 


"im 


I 
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Fig.  7.  Case  V.  Six  Hour  Barium  Residue  in  Sthenic 
Patient 

"^Operation  revealed  gall-stones  and  pus  in  gall- 
bladder and  a  dilated  common  duct  with  a  chronic  in- 
flammatory condition  in  the  head  of  the  pancreas. 


found  to  be  a  strongly  muscled,  well-built 
man,  5  feet  8  inches  in  height,  and  weigh- 
ing 161  lbs.  Pupils  reacted  promptly  to 
light  and  accommodation.  Slight  arcus 
senilus  present.  Cardiac  dullness  slightly 
widened  at  the  base.  There  was  a  slight 
relative  spasticity  to  the  upper  right  rec- 
tus muscle.  Liver  and  gall-bladder  not  pal- 
pable. 

Urine  showed  considerable  indican. 
Blood  count  normal,  white  blood  count 
7950.  Stomach  contents  showed  a  total 
acidity  of  40  with  no  hydrochloric  acid. 
Roentgen-ray  findings  were  negative  with 
the  exception  of  a  shadow  on  the  mesial 
side  of  the  second  portion  of  the  duodenum, 
discovered  on  the  plate  but  not  noted  in  the 
fluorescent  screen  examination,  and  a  six- 
hour  residue  in  this  locality. 

This  case  went  to  operation  with  a  pre- 
operative diagnosis  of  gall-stones. 

Operative  findings:  A  small  contracted 
gall-bladder,  walls  thickened  and  covered 
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with  adhesions,  containing  one  stone  and 
pus;  the  pancreas  enlarged  and  very  hard; 
the  cystic  duct  thick;  the  common  duct 
somewhat  dilated;  a  small  abscess  extend- 
ing from  the  gall-bladder  into  the  sub- 
stance of  the  liver. 

We  have,  therefore,  these  five  cases  in 
which  we  have  had  a  definite  barium 
shadow  appearing  on  the  mesial  side  of 
the  second  portion  of  the  duodenum. 
Under  the  fluorescent  screen  it  has  been 
possible  to  definitely  trace  the  continuity 
of  this  shadow  to  the  opening  into  the 
duodenum.  There  has  been  a  barium  stasis 
in  this  locality,  in  some  cases,  up  to  forty- 
eight  hours.  In  the  first  four  cases  the 
phenomenon  occurred  with  practically  no 
localizing  symptoms.  There  was,  in  these 
cases,  no  history  that  would  point  to  the 
possibility  of  any  ulcer,  past  or  present, 
which  might  account  for  such  a  divertic- 
ulum. In  the  fourth  case  there  were  defi- 
nite gall-bladder  symptoms,  and  opera- 
tion disclosed  a  dilated  common  duct  with 
no  other  diverticulum  showing  to  account 
for  the  barium  seen  on  the  x-ray  plate. 

We  feel  justified,  therefore,  in  the  as- 
sumption that  the  explanation  of  the  pres- 
ence of  the  barium  in  this  locality  lies  in 
the  patency  of  the  ducts  leading  from  the 
gall-bladder  and  pancreas. 

From  a  comparison  of  these  cases,  also, 
it  would  seem  that  there  may  well  be  a 
double  etiology  that  would  result  in  this 
condition.  The  first  three  cases  recorded 
are  of  a  distinctly  asthenic  type.  The  re- 
laxation of  the  supporting  mesenteries  and 
of  the  visceral  musculature  extends  to  the 
duodenum,  and  on  this  also  is  suspended  a 
part  of  the  weight  of  the  sagging  stomach. 
Whether  the  closure  of  the  ducts  be  due 
to   definite  muscular   sphincter  action   or 


to  the  action  of  intravisceral  pressure,  it 
is  conceivable  that  the  sagging  of  the  duo- 
denal walls  may,  in  certain  cases,  cause 
the  duct  openings  to  be  agape,  allowing 
the  duodenal  contents  to  enter. 

The  fourth  case  is  a  distinctly  different 
type.  Sthenic  and  with  a  history  of  re- 
peated severe  attacks  of  gall-stone  colic, 
it  is  possible  that  a  stone  passed  down  the 
bile  and  common  duct  and,  before  release, 
dilated  the  duct  and  injured  the  mechanism 
of  the  valve.  It  has  been  commonly  ac- 
cepted as  a  fact  that  the  infection  of  the 
gall-bladder  and  pancreas  takes  place 
through  the  blood  and  lymph,  and  that  in-; 
fection  ascending  through  the  ducts  is- 
rare.  The  ready  passage  of  material  from' 
the  duodenum  into  the  distal  end  of  the 
ducts,  and  the  stasis  of  the  material  in  the 
ducts  for  many  hours  would  greatly  in-: 
crease  the  opportunity  for  an  ascending 
infection  to  the  gall-bladder  and,  possibly, 
through  the  walls  of  the  duct  into  the  pan- 
creatic tissue. 

If  further  observation  of  these  and  other 
cases  should  show  that  the  condition  of 
patency  may  be  a  temporary  one,  that 
nature  in  time  can  restore  the  competency 
of  the  duct  openings,  we  may  have  to  revise 
our  theories  as  to  the  most  common  method 
of  infections  in  these  organs. 

The  most  important  point  with  reference 
to  our  everyday  work  is  that  a  stasis  of 
six  hours  or  longer,  in  the  region  of  the 
duodenum,  does  not  necessarily  mean  the 
presence  of  a  penetrating  lesion  at  this' 
point.  The  recognition  of  this  fact  and  the 
careful  examination  of  the  mesial  aspect 
of  the  second  portion  of  the  duodenum,  in 
such  a  case,  may  save  the  patient  the  risk 
and  the  operator  the  humiliation  of  a 
fruitless  operation. 


REPORT  OF  A  CASE  OF  OSTEOMA  OF  THE 
FRONTAL  SINUSES 


BY    GEORGE    F.    THOMAS,    M.D. 

CLEX'ELAXD,    OHIO 


'OMPACT  osteomata  of  the  frontal 
v->  sinuses  are  quite  rare.  They  are  no- 
liilar  ivor^'-like  tumors  of  great  density 
[nd  most  frequently  appear  between  the 
Iges  of  1 6  to  20.  Thev  usuallv  are  of  slow 


he  suffered  considerable  pain,  he  continued 
at  school.  The  discoloration  about  the  eye 
gradually  disappeared.  About  a  month 
later,  the  patient  noticed  some  ptosis  of 
the   left   upper   lid;    a   swelling   appeared 


Fig.  I.  Lateral  View.  September  i,  19 14 


growth,  but  in  the  present  case  the  gro'^i:h 
was  quite  rapid.  They  may  attain  great 
size,  and  penetrate  into  the  brain  cavity. 
Cases  have  been  reported  of  spontaneous 
detachment  of  the  mass,  which  then  acts 
as  a  sequestrum. 

The  case  reported  below  is  of  interest  be- 
cause of  the  rather  rapid  growth  of  the 
tumor,  and  its  recurrence  after  removal, 
apparently  in  toto. 

History. — Patient  was  hit  over  left  eye 
by  a  swiftly  thrown  baseball  in  Juh'.  1914. 
He  did  not  lose  consciousness  and  although 


above  the  eye  and  pushed  it  downward 
and  outward.  The  patient  suffered  no 
pain  or  headache  but  soon  began  to  com- 
plain of  double  vision. 

Roentgen-ray  Examination. — ^A  roentgen- 
ray  examination,  made  September  i,  1914, 
showed  a  very  dense  growth  involving  all  of 
the  left  frontal  sinus,  extending  into  the 
orbit  and  upward  above  the  frontal  sinus 
and  beyond  the  median  line  somewhat  over 
the  right  orbit  and  into  the  right  ethmoidal 
region.  There  was  considerable  invasion  of 
the  left  ethmoidal  region.  The  tumor  was 
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Fig.  2.  Front  View.  September  i,  1914 

sharply  demarcated  from  the  normal  bone 
structure  by  a  thin  bordering  zone  of  ab- 
sorption, probably  due  to  the  pressure  of 
the  new  growth. 

Operation. ^September  12.  1914,  bv  Dr 
J.  AI.  Ingersoll  of  Cleveland.  An  incision 
was  made  through  the  left  evebrow  and  one 
at  a  right  angle  to  it  through  the  middle 


Fig.  3.  Lateral  View.  July  31,  1915 


Fig.  4.  Front  View.  July  31,  191 


915 


Fig.  5.  Front  View.  Jlly  5,  1916 
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clthe  forehead.  The  anterior  plate  of  the 
fbntal  bone  was  found  detached  and  show- 
ig  signs^of^necrosis.  Upon  removal,  anir- 
igular  ivory-like  mass  was  found  extend- 
m  over  the  areas  as  indicated  by  the  x-ra}* 
lates.  The  whole  mass  was  removed,  leav- 
:g  the  internal  plate  of  the  frontal  bone 
[tact.  The  bone  around  the  frontal  sinus 
as  found  to  be  quite  vascular  and  some- 


ward  beyond  the  orbit  and  inward  and 
backward  into  the  brain  cavity,  reaching 
almost  as  far  as  the  sphenoidal  sinuses. 
There  also  was  a  projection  into  the  right 
frontal  sinus  with  a  finger-like  protuber- 
ance into  the  right  orbit. 

Examination  of  the  stereoscopic  plates 
indicated  that  there  were  two  large  masses 
of  the  growth  present,   springing  from  a 


Fig.  6.  Lateral  View.  July  5,  1916 


what  spongy.  The  patient  made  a  good  re- 
covery and  on  September  21,  1914,  the 
eyes  were  nearly  level  and  the  patient  had 
good  vision.  There  was  a  little  thickening 
and  swelling  over  the  left  eye. 

Second  Roentgen-ray  Examination. — The 
patient  again  presented  himself  for  an  x-ray 
examination  on  July  31,  191 5.  The  tumor 
had  recurred  and  the  plates  showed  that  it 
was  larger  than  at  the  time  of  the  first  ex- 
amination in  July,  1914.  It  extended  out- 


common  stalk,  extending  backward  into 
the  brain  cavity,  but  apparently  not  in- 
volving the  cribriform  plate  or  the  crista 
galli.  On  the  left  the  tumor  appeared  con- 
stricted where  it  passed  through  the 
posterior  frontal  plate,  expanding  after 
it  entered  the  brain  cavity. 

Third  Roentgen-ray  Examination. — July 
5,  19 1 6.  Examination  of  this  date  showed 
that  the  tumor  had  increased  considerably 
in  size. 


A  CASE  OF  MULTIPLE  ABSCESSES  OF  THE  LUNG  WITH 

SPONTANEOUS  CURE 

BY    GEORGE    W.    HOLMES,    M.D. 

Massachusetts  General  Hospital 

BOSTON,    MASS. 


THE  following  is  an  abstract  from  the 
clinical  record  of  the  case  reported. 
The  diagnosis  is  based  upon  these  findings 
and  the  roentgenograms.  It  was  the  gen- 
eral opinion  of  the  Medical  Staff  that  the 


chest  by  physical  or  roentgen  examination. 

Patient. — Young  adult  (medical  student). 

Family  and  Previous  History. — Negative 
except  for  tuberculous  glands  removed  by 
operation  when  the  patient  was  ten.  Av- 


FiG.  I.  Plate  Taken  October  io,  When  Patient  Showed  Practically  No 

Physical  Signs 
Sharply  defined  area  of  dullness  below  clavicle  on  right  is  distinctly  visible. 
Note  absence  of  mottling  and  the  thickening  of  markings  running  from  it  to 

hilus. 


processes  were  due  to  definite  abscesses. 
This  is  one  of  a  series  of  six  cases  of  spon- 
taneous recovery  from  lung  abscess. 

Some  of  the  cases  followed  tonsillotomy, 
and  in  these  the  findings  were  more  t3^pical, 
but  the  series  of  plates  taken  were  not  as 
complete.  It  is,  of  course,  possible  that  this 
particular  case  represents  a  pneumonic 
process  due  to  some  unusual  infection. 

At  the  present  time,  two  years  after  his 
illness,  the  patient  is  apparently  completely 
well;  no  abnormal  signs  are  found  in  the 


erage  weight  for  the  last  four  or  five  years, 
153  pounds;  last  June,   146  pounds. 

Present  Illness. — Two  weeks  ago  while 
at  Plattsburg  Training  Camp,  the  patient 
developed  a  slight  cold  which  gradually  \ 
became  worse,  and  a  slight  cough  which 
developed  with  a  moderate  amount  of 
greenish  sputum  expectorated.  He  re- 
turned home  and  had  chilly  sensations 
and  felt  uncomfortable  for  two  days, 
but  did  not  go  to  bed.  Then  he  had  a 
day    of    severe    pain    in    the    right    chest, 


^4.4. 
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[Creased  by  cough.  Next  day  he  felt 
itter  and  began  work  at  Massachusetts 
eneral  Hospital,  but  gave  up  in  one  day. 
j  Physical  Examination.  Lungs. — In  the 
jght  chest  below  the  clavicle  were  nu- 
lerous  coarse  crackling  rales.   Breathing 


or  so.  There  was  no  hemoptysis.  Patient's 
condition  showed  little  or  no  change  except 
for  relative  decrease  of  temperature  with 
persistence  of  symptoms.  There  was  sHght 
dullness,  increase  at  right  apex  with  rales, 
and  increased  voice  and  whisper. 


Fig.  2.  Plate  Taken  October  i6,  After  Patient  Had  Begun  to  Raise 
Considerable  Amount  of  Sputum,  but  Still  Showed  On'ly  Slight  Phy- 
sical Signs 

Note  area  of  diminished  density  in  center  of  dull  area  (previously  noted),  sug- 
gesting cavity  formation. 


was  vesicular.  There  was  no  increased 
whisper  or  spoken  voice;  no  dullness. 

October  5.— Consultation  by  Dr.  F.  T. 
Lord. — The  right  lung  behind  was  slightly 
dull  throughout,  slightly  more  than  physio- 
logic dullness,  probably.  There  was  no 
other  sign.  The  process  started  as  an  acute 
infection  of  the  upper  parts  of  the  respira- 
tory tract  and  was  probably  not  tubercular. 
Pleural  infection  was  probably  present. 

October  6. — Earache ;  drum  reddened  but 
not  bulging;  relieved  by  hot  applications. 

October  10. — Complaint  was  malaise 
and  fever.  There  was  considerable  cough, 
with  greenish  mucu-purulent  sputum. 
an  ounce  to  two  ounces  in  twenty-four 
hours.  The  cough  was  worse  in  the  morning, 
when  after  starting  it  might  last  an  hour 


November  2. — Diu-ing  the  previous  two 
nights  the  patient's  temperature  rose  to 
100°  without  accompanying  symptoms. 
No  pulmonary  signs  were  made  out. 

November  21. — There  was  some  increase 
of  right-sided  dullness  below  the  clavicle 
without  increase  of  signs.  Temperature 
was  99°.  The  sputum  was  gradually  dimin- 
ishing in  daily  amount. 

November  27. — During  the  night  of 
November  27  the  patient  seemed  to  feel 
something  give  way  in  his  chest.  Follow- 
ing this  he  coughed  up  about  two  ounces 
of  foul  purulent  material.  Following  the 
evacuation  of  this  abscess  the  sputum  was 
slightly  blood-tinged.  The  temperattire 
was  normal :  the  patient  felt  perfectly  well. 

December    5. — The    sputum    was    very 
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Fig.  3.  Plate  Taken  November  6 
Process  below  clavicle  on  right  has  largely  disappeared.  There  is  a  ringlike 
area  still  present  which  suggests  cavity.  Near  right  midchest  between  third 
and  fourth  ribs,  there  is  area  of  increased  density  resembling  somewhat  process 
below  clavicle  in  its  early  stage.  Lung  markings  running  from  both  areas  are 
thickened. 


Fig.  4.  Plate  Taken  November  22 
Area  of  early  process  has  almost  completely  disappeared.  The  second  process, 
however,  has  increased  considerably  in  size  and  density  and  now  has  prac- 
tically the  same  appearance  as  the  first,  during  its  early  stage. 


Multiple   Abscesses   of   the  Luns; 


347 


Fig.  5.  Plate  Taken  November  29 
On  November  27  patient  raised  about  two  ounces  of  purulent  material 
streaked  with  blood.  This  plate  shows  marked  decrease  in  size  of  area  of  dull- 
ness in  right  midchest.  It  also  shows  suggestion  of  cavit\'  formation. 


Fig.  6.  Plate  Taken  December  5 

The  second  process  is  now  disappearing;  only  slight  increased  density  in  area 

involved.  Patient  felt  practically  well. 

scanty.  The  patient  felt  fine;  had  no  tern 
perature.   Treatment   was   discontinued— 


the  patient  was  relegated  to  his  home. 
Diag7iosis. — Lung  abscess  (multiple), 


A  SIMPLE  ILLUMINATOR 


BY   J.    S.    SHEARER,   M.S. 
Major,  Sanitar\-  Corps.  U.S.X.A. 

ITHACA,    N.   Y. 


]r  IS  many  times  desirable  to  have  a 
considerable  number  of  plates  in  view 
tV  comparison  and  in  many  cases  the  il- 
hninators  provided  for  this  purpose  have 
s  ne  unfortunate  features. 

Among  these  may  be  mentioned: 

'I.  Incandescent  lamps,  themselves  vis- 
ile through  the  ground  glass  or  other  dif- 
l^ing  material,  give  bright  spots  very  try- 
i'l  to  the  eye,  often  obscuring  vision. 

2.  The  lights  are  frequently  so  placed  as 
tl  be  invisible  but  with  a  tremendous  loss 
^''  illumination  because  of  improper  posi- 
Bn,  boxing  in,  etc. 

13.  Diffusion  of  light  is  accomplished  in 
:any  cases  by  inflammable  material. 

4.  The  interior  of  the  boxes  are  very 

fficult  of  access  for  painting  or  cleaning. 

The   accompanying   drawing   shows   an 

uminator  designed  by  the  writer  which 
IS  been  built  by  the  H.  J.  Bool  Co.  of 

haca,  N.Y.  for  use  in  several  installations. 

may  be  constructed  in  units  of  any  de- 
red  length  and  by  using  hinges  on  the 
id  pieces  can  be  shipped  knock-down  if 
esired.  For  permanent  hospital  installa- 
ons  it  is  usually  mounted  on  top  of  a 
litable  cabinet  for  the  storage  of  plates, 
nd  the  top  may  be  utiHzed,  conveniently 


for  the  same  purpose.  Diffusion  of  the  light 
is  to  be  accompHshed  by  simply  keeping 
the  inside  of  the  box  clean  and  painted 
with  a  flat  white.  Be  sure  to  avoid  a  gloss 
finish.  The  lamps  will  not  be  visible,  if 
properly  placed  as  shown,  to  a  person  of 
ordinary'  height  standing  before  the  screen. 

The  front  frame  is  removable  and  the 
wiring  is  carried  in  a  metal  conduit  or 
cleating.  The  lamps  should  be  connected 
to  the  sources  of  suppl}^  by  a  flexible  con- 
nector and  plugs,  so  that  the  entire  front 
can  be  removed  for  cleaning.  Clear  glass 
may  be  placed  in  front  against  which  the 
negatives  may  rest,  and  no  tracing  cloth, 
muslin,  ground  or  opal  glass  is  needed.  It 
is  best  to  wire '  the  lamps  so  that  one  half 
of  them  may  be  used  in  case  of  thin  nega- 
tives. Holes  close  to  the  front  above  and 
below  furnish  ample  ventilation,  even  if 
the  lamps  are  in  continuous  use. 

It  is  desirable  to  have  the  curtains  at- 
tached in  such  a  way  that  they  may  be 
drawn  down  and  leave  no  crack — or  at 
least  only  a  crack  between  them.  This  may 
be  done  by  mounting  one  curtain  nearer 
the  top  of  its  mount  than  the  other  and 
notching  the  supports  so  that  they  come 
close  together. 
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Gentlemen: 

The  press  of  duties  connected  with  my 
work  in  the  Expeditionary  Forces,  together 
with  the  impediments  attending  compH- 
ance  with  the  necessary  Army  regulations, 
make  it  exceedingly  difficult,  and  prac- 
tically impossible,  for  me  to  contribute  at 
all  regularly  to  the  editorial  work  with 
which  I  have  been  entrusted.  It  is  with 
very  great  reluctance  that  I  feel  obliged 
to  urge  that  I  be  allowed  to  resign.  This 
letter  you  will  please  consider  as  a  tender 
of  my  resignation  from  the  editorship  of 


the  Journal.  I  feel  that  in  retaining  me 
as  editor  thus  far,  since  the  beginning  of 
the  war,  the  Society  has  paid  me  a  very 
high  compliment,  and  I  have  tried  earnest- 
ly to  express  my  appreciation  of  this  com- 
pUment  by  tangible  work  for  the  Journal. 
Very  sincerely  yours, 
James  T.  Case, 

Major,  M.R.C. 

American  Expeditionary  Forces, 

France, 

May  22,  1918 
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Dr.  James  T.  Case,  now  Lieutenant 
Colonel,  National  Army,  and  Senior  Con- 
ultant  in  Roentgenology  to  the  American 
Expeditionary  Forces,  France,  has  re- 
;igned  the  editorship  of  the  Journal. 
rhis  resignation  was  entirely  due  to  the 
pressure  of  military  duties  and  to  the  fact 
:hat  several  thousand  miles  of  ocean  with 
m  tmbelievably  slow  mail  service  made 
[urther  editorial  duties  impossible.  The 
ivriter  is  in  a  position  to  know  just  how 
Dressing  are  the  military  duties  borne  by 
Colonel  Case.  For  this  reason  the  resigna- 
tion must  be  accepted,  but  it  cannot  be 
accepted  without  the  attempt  to  pay  at 
ieast  a  partial  tribute  to  the  work  of  this 
gifted  physician,  surgeon  and  soldier. 


Under  his  guidance  the  American 
Journal  of  Roentgenology  now  occu- 
pies a  foremost  position  in  the  scientific 
world.  This  position  is  due  largely  to  the 
genius  and  brilUancy  of  Case  and  to  his 
enormous  capacity  and  love  for  literary 
work.  His  complete  familiarity  with  roent- 
genological literature,  his  Hnguistic  abil- 
ity, and  his  genius  in  abstractive  work 
have  made  the  abstract  department  of  the 
Journal  extremely  valuable.  His  original 
researches  so  freely  and  carefully  described 
have  gone  far  toward  estabHshing  the 
merit  of  the  Journal  in  foreign  countries. 

In  addition  to  his  literary  achievements 
Colonel  Case  is  a  recognized  internist  and 
a  member  of  the  American  College  of  Sur- 
geons. Blessed  with  abounding  health  and 
endless  energy  he  is  now  giving  himself 
freely  to  the  United  States  Army  service 
overseas. 

At  the  request  of  the  PubHcation  Com- 
mittee, Dr.  H.  M,  Imboden  has  accepted 
the  editorship.  The  writer  bespeaks  for  Dr. 
Imboden  the  help  of  every  member  of  the 
society  who  possesses  any  literary  abiHty. 
Since  the  abstract  department  is  one  of 
the  most  valuable  features  of  the  Journal 
this  must  be  kept  up  to  the  same  high 
plane.  Case's  famiHarity  with  the  liter- 
ature was  largely  due  to  the  hours  spent 
in  the  abstraction  of  the  articles  upon 
their  appearance.  Such  work  will  be  found 
to  pay  every  one  who  performs  it.  The  man 
who  has  abstracted  an  article  for  pubhca- 
tion  will  find  that  he  has  absorbed  the  gist 
of  it  in  his  abstraction. 

The  members  of  the  American  Roent- 
gen Society  owe  to  Colonel  Case  a  great 
debt  for  the  efforts  which  he  so  freely  put 
forth  in  the  past  in  behalf  of  our  Society 
and  its  Journal. 

George  C.  Johnston. 


rRAnsLArioNs  ^^  abstracts 


Merritt,  E.  a.  X-ray  Work  at  a  Base  Hospital. 
(Report  made  to  the  Surgeon  General, 
Washington,  D.  C.) 

"This  laboratory  began  work  November  i, 
191 7,  and  has  since  that  time  been  in  continu- 
ous daih'  operation.  The  scope  of  the  work 
may  be  judged  from  the  fact  that  our  serial 
numbers  are  now  at  the  thousand  mark,  and 
in  our  records  the  same  number  is  used  for  a 
soldier  regardless  of  the  nimiber  of  times  he  is 
returned,  also  they  do  not  include  roentgen- 
oscopies. A  conservative  estimate,  therefore, 
would  place  the  number  of  plates  and  roentgen- 
oscopies at  well  above  two  thousand.  We  have 
been  given  a  free  hand  in  the  matter  of  admin- 
istration and  our  judgment  stands  as  to  the 
indications  for  or  against  examination  in  any 
case.  A  considerable  number  have  been  re- 
fused because  of  lack  of  sufficient  data  for  us 
.  to  proceed  on,  or  the  condition  has  been  so 
e\ddent  as  to  render  an  examination  superfluous. 

"The  advantages  of  ha\'ing  a  modern  roent- 
gen laboratory  with  every  division  are  beyond 
question;  so  also  are  the  benefits  which  accrue 
to  the  medical  officers  attached  to  this  service, 
where  the  opportunities  for  advancement  and 
improvement  are  dependent  alone  upon  tem- 
perament and  ambition. 

"We  are  called  upon  to  make  examinations 
in  practically  every  branch  of  roentgenology 
although  the  chest  cases  are  first  in  importance 
and  are  of  vital  interest  to  the  soldier  and 
the  service  alike.  In  tuberculosis,  as  a  check  on 
clinical  examinations  and  for  the  purpose  of 
furnishing  either  positive  or  negative  evidence 
and  a  permanent  record,  as  well  as  demon- 
strating unsuspected  lung  involvement,  the 
roentgenogram  is  of  inestimable  value  and 
occupies  a  distinct  and  important  place  in  the 
medical  service.  Captain  Faber,  the  base  hos- 
pital specialist  in  tuberculosis,  has  submitted 
some  two  hundred  and  fifty  men  for  examina- 
tion, and  we  feel  that  this  department  has 
profited  materially  because  of  the  close  co- 
operation between  us.  Practically  ever\'  form 
of  phthisis  pulmonalis  has  passed  through  our 
hands,  from  the  Anolent  diffuse  type  to  those 
wdth  extensive  fibrosis  and  calcification,  and  a 
considerable  number  have  been  returned  to 
duty  or  discharged  upon  evidence  furnished. 
Examinations  of  those  cases  which  have  de- 


veloped after  measles  have  been  particularly- 
instructive  and  helpful  to  both  the  ward  sur- 
geons and  the  special  examiner. 

"Some  fifty  or  more  pneumonia  cases  have 
been  referred  to  us  for  roentgenoscopy  or 
plates.  The  former  is  by  far  the  more  satis- 
factory^ and,  if  one's  interpretation  of  the  find- 
ings are  dependable,  the  plate  is  unnecessary, 
inasmuch  as  the  beautiful,  "contrasty"  shad- 
ows are  only  to  be  demonstrated  upon  a 
screen  and  the  finer  elements  are  not  essential 
in  diagnosis  in  this  class  of  diseases.  As  a 
matter  of  fact  this  is  sufficient  reason  for  not 
resorting  to  roentgenograms,  but  the  added 
argument  of  a  suffering,  dyspneic  patient  is 
conclusive. 

"An  epidemic  of  streptococcic  infection, 
terminating  most  frequently  in  a  unilateral 
pleuritis  and  often  associated  with  pericarditis, 
has  given  us  an  opportunity  to  study  practically 
all  of  ninety-seven  cases.  The  physical  findings 
have  been  misleading.  The  clinicians  have 
found  that  tubular  breathing  and  breath 
sounds  are  as  a  rule  transmitted  through  a 
considerable  amount  of  thin  streptococcic 
fluid.  These  cases  have,  therefore,  presented 
combined  symptoms  and  findings  of  lobar 
pneumonia,  empyema  and  bronchopneumonia 
with  fluid.  As  soon  as  any  suspicion  of  the 
presence  of  fluid .  is  aroused,  the  patient  is 
brought  to  the  laboratory,  and,  if  a  positive 
report  is  made,  he  is  referred  directly  to  the 
surgical  ser\nce.  There  no  time  is  lost  in  in- 
stituting drainage.  We  have  also  assisted  ma- 
terially in  locating  encapsulated  fluid,  per- 
mitting the  surgeon  to  determine  the  point  of 
election  for  resection  without  subjecting  the 
patient  to  a  preliminary  aspiration.  In  this  con- 
nection a  number  of  cases  have  come  from  the 
wards  after  ha\'-ing  had  the  most  careful  and 
painstaking  examination,  wdth  a  diagnosis  of 
lobar  pnetunonia  which  we  have  changed  to 
fluid  or  negatived  entirely.  Central  pneumonias, 
of  which  we  have  had  four,  have  all  been 
accurately  determined  in  this  laboratory" 
three  of  them  being  debatable  diagnoses.  These 
are  simple  statements  of  fact  with  no  attempt 
to  discredit  clinicians  or  assiime  false  positions 
ourselves. 

"It  has  been  our  custom  to  follow  all  cases 
to  operation,  convalescence  or  autopsy,  and 
while  there  have  been  errors  they  consist  in 
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ie  majority  of  instances  only  in  the  extent 

ad  exact  location  of  lung  tissue  involved  and 

]ive  not  been  inaccurate  enough  to  constitute 

;  failure  to  establish  a  correct  diagnosis. 

"The  technique  of  roentgenoscopy  consists 

having  the  patient  brought  to  the  laboratorv^ 

1  a  wheel  litter  and,  if  ver\'  ill,  the  mattress 

id   all   bedding  is   transferred   to   the   table 

ithout  disturbing  him  in  the  least.  In  some 

:her  cases  the  patient  is  lifted  by  means  of 

le  sheet  or  blanket  without  mattress.   For 

or  protection  the  face  of  the  patient  is  cov- 

red  with  two  layers  of  gauze.  We  use  sufficient 

mperage  and  voltage  to  permit  of  brilliant 

Itmiination.  The  examinations  are  brief.  An 

ssistant  makes  notes  at  an  adjoining  desk 

,'hich  supports  a  small  box  containing  a  faint 

ed  light.  This  sufficiently  transilluminates  a 

)aper  on  the  ground  glass  cover  to  permit  of 

Lccurate  notations  in  a  room  otherwise  dark. 

j   "Practically   all   of   the   pnetmionias   have 

)een  examined  in  the  presence  of  the  chiefs 

)i  ser\'ice  or  members  of  their  staffs,  and  we 

lave    had,    therefore,    the    benefits    of    sharp 

iriticism  and  friendly  counsel. 

"The  liver  shadow  has  been  adopted  as  a 
standard  of  density  for  the  purpose  of  record 
and  our  reports  consequently  read,  'density 
bf  one,  three-fourths,  one-half,  one-fotirth  or 
smokey,'  as  the  case  may  be,  naming  the  lo- 
cation with  reference  to  known  anatomical 
landmarks.  The  roentgenoscopic  shadows  in 
lobar  pneumonia  are  definite,  dense  and  de- 
cisive and  in  connection  with  other  conditions 
are  frequently  more  accurate  than  any  other 
method  of  examination. 

"  It  would  naturally  be  inferred  that  the  btdk 
of  our  work,  or  rather  the  greatest  number  of 
plates,  are  of  bones  and  joints,  teeth  and 
sinuses,  and  it  is  no  exaggeration  to  state  that 
aU  of  the  various  specialties  are  included  in 
our  daily  work. 

"In  the  genito-urinar\'  servace  we  have 
located  but  three  cases  with  urinary  calculi 
and  to  demonstrate  the  democratic  character 
of  our  clientele  it  may  be  related  that  two  of 
these  patients  were  'buck'  privates  and  the 
other  a  Brigadier  General. 

"We  are  pri\'ileged  to  supply  our  own 
buttermilk  for  the  gastro-intestinal  cases,  but 
the  resuhs  justify  the  trifling  sacrifice. 

"In  the  realm  of  therapy  we  have  discour- 
aged the  ward  surgeons  from  sending  cases, 
for  our  equipment  is  not  ideal  in  this  respect. 


However,  the  fotir  cases  we  have  attempted 
have  all  been  successful  and  embrace  a  blasto- 
mycosis of  the  face,  a  iavus  of  the  pubic  region, 
a  chronic  extensive  folliculitis  of  the  beard  and 
a  case  of  multiple  and  nimierous  venereal 
warts,  which  had  proved  rebellious  to  all  forms 
of  medical  treatment.  This  last  case  was  re- 
ferred to  us  at  our  suggestion  in  the  hope  that 
the  condition  could  be  cured  v\ath out  the  exten- 
sive surgical  removal  which  was  contemplated. 

"Frequent  heart  examinations  are  made  at 
the  request  of  the  cardio  vascular  specialist 
and  all  cases  of  pericarditis  with  suspected 
effusion  are  referred  to  us,  inasmuch  as  we  have 
demonstrated  the  absence  of  this  condition 
when  the  physical  signs  were  positive.  A  sldn 
ink  suggested  by  Capt.  E.  H.  Skinner,  M.R.C., 
has  been  invaluable  for  tracing  the  outlines 
in  such  cases. 

"Many  cases  of  suspected  malingering  have 
been  shown  to  be  real  sufferers  and  the  con- 
verse is  true,  but  not  to  so  great  an  extent. 
It  is  conceded  of  course  that  many  bone  and 
joint  conditions  defy  any  attempt  of  the  or- 
thopedist to  estabHsh  the  presence  or  absence 
of  pathology- ,  making  the  roentgen  laboratory, 
therefore,  a  court  of  last  resort. 

"No  new  facts  have  been  developed,  except- 
ing possibly  the  superiority  of  screen  examina- 
tions to  roentgenograms  in  acute  diseases  of 
the  limgs  and  the  absolute  necessity  for  a 
roentgen-  laboratory-  with  every  considerable 
body  of  troops. 

"We  have  attempted  to  standardize  tech- 
nique, belie\'ing  that  uniform  high  grade  roent- 
genograms are  essential.  Certain  factors  as 
time,  distance  and  amperage  we  keep  con- 
stant, van-ing  the  voltage  to  meet  the  require- 
ments of  the  several  parts  and  types  of  pa- 
tients. In  the  dark  room  the  developing  is 
done  entirely  according  to  time  and  tempera- 
ture, factors  which  likewise  remain  constant. 
The  res'alts  are  undoubtedly  satisfactory-  and 
permit  of  little  criticism.  All  plates  are  diag- 
nostic and  the  photographic  results  are  far 
superior  to  the  haphazard  methods  of  other 
days  and  are  in  keeping  with  the  precise 
methods  of  other  departments  of  the  army. 

"In  the  beginning  we  had  many  annoying 
troubles,  one  of  which  was  warming  the  de- 
veloper when  the  buildings  were  without 
steam  heat,  but  this  was  overcome  by  placing 
heated  bricks  beneath  the  tank  for  a  sufficient 
time  to   secure   results.    The   same   or  rather 
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similar  bricks  were  placed  inside  the  'hypo' 
tank  to  reduce  its  size. 

"Now  when  the  temperatiire  of  the  devel- 
oper requires  raising,  we  permit  a  stream  of 
hot  water  to  play  against  the  side  of  the 
tank,  accomplishing  the  desired  result  in  a 
few  minutes.  The  plimibing  necessary  to  this 
important  item  was  installed  by  the  laboraton,' 
force  unassisted  by  union  labor. 

"A  complete  report  covering  in  detail  ever}- 
phase  of  the  duties  of  a  roentgenologist  at- 
tached to  a  cantonment  laboratory-  would  be 
both  lengthy  and  tiresome.  Siiffice  to  state 
that  we  have  worked  as  hard  and  with  as  sat- 
isfactory results  as  any  other  branch  of  the 
medical  ser^ace  and  have  established  the  most 
cordial  relations  with  other  departments  of  the 
service." 


Pinch,  A.  E.  Hayward.  The  Therapeutic 
Value  of  Radium.  (The  annual  report  for 
191 7  of  the  London  Radium  Institute.  Ref. 
Brit.  M.  J.,  March  23,  1918,  p.  348.) 

The  annual  report  for  19 17  of  the  London 
Radiimi  Institute  differs  from  its  predecessors 
inasmuch  as  in  place  of  any  detailed  account 
of  the  603  cases  treated  in  that  year  it  pro\ndes 
summaries  arranged  under  various  heads  of 
the  conclusions  drawn  from  the  experience 
of  the  six  and  a  half  years  which  have  elapsed 
since  the  institution  was  founded.  Diuing  that 
period  40,000  treatments  have  been  given  to 
nearly  5,000  patients,  of  whom  about  half 
were  siiffering  from  malignant  disease  (includ- 
ing rodent  ulcer).  Each  section  is  illustrated 
by  cases.  It  was  not  foiind  practicable  to  state 
the  later  results  of  all  the  cases  treated,  and 
as  an  alternative  it  was  decided  to  select  from 
the  after-histories  of  those  patients  who  could 
be  traced  a  series  of  cases  of  cancer  and  of 
sarcoma  which  were  apparently  cured,  if  the 
test  of  immunity  for  more  than  three  years  is 
held  to  justify  that  term.  Some  such  test  is 
the  only  one  that  can  be  applied,  and  three 
years  is  the  period  usually  accepted  by  sur- 
geons. We  regret  that  the  limitation  of  space 
prevents  us  from  gi\'ing  a  detailed  account  of 
all  these  remarkable  cases,  but  we  understand 
that  a  copy  of  the  report  will  be  sent,  post 
free,  to  any  medical  practitioner  who  will 
apph^  to  the  Secretary'  of  the  Radium  Institute, 
16,  Riding  House  Street,  Portland  Place,  W.  i. 


The  report,  which  is  the  work  of  Mr.  A.  E. 
Hayward  Pinch,  F.R.C.S.,  medical  superin-' 
tendent,  who  acknowledges  his  indebtedness 
to  the  assistant  medical  superintendent  (Dr. 
J.  E.  A.  Lynham),  opens  with  a  reminder  that 
in  judging  the  residts  recorded  it  must  be 
remembered  that  the  policy  of  declining  to' 
treat  operable  cases  of  malignant  disease,' 
rodent  ulcer  alone  excepted,  has  been  rigidly 
followed,  save  only  in  those  instances  in  which 
patients  have  absolutely  declined  to  submit 
to  operation. 

EpHheliomata. — The  after-results  of  radium 
treatment  of  epitheliomata  of  small  size,  and 
affecting  glabrous  surfaces,  when  taken  at 
an  early  stage  and  before  h^mphatic  infection 
is  e\'ident,  have  been  encouraging,  and  it  is 
considered  that  when  patients  decline  to  sub- 
mit to  removal  by  excision  the  treatment  may 
justifiably^  be  resorted  to.  The  results  with 
epitheliomata  of  mucous  membranes  (mouth, 
tongue,  fauces,  or  esophagus)  have  been  dis- 
appointing. In  the  mouth  disappearance  or 
fibrosis  of  a  small  primary  lesion  may  be  ob- 
tained, but  sooner  or  later  lymphatic  involve- 
ment occurs.  In  the  esophagus  definite  tem- 
porary improvement  may  be  obtained,  the 
stricture  becoming  more  patent,  so  that 
the  patient  is  able  to  swallow  solid  food  for 
six  or  nine  months,  or  even  longer.  Some 
patients  treated  for  epitheliomata  of  the  vulva 
and  vaginal  mucosa  remained  apparently  well 
for  many^  months. 

Carcinoma  of  the  Uterus. — The  larger  number 
by  far  of  these  cases  presented  themselves 
at  a  stage  when  the  disease  was  very  far 
advanced,  so  that  there  could  be  no  hope 
of  apparent  cure ;  but  arrest .  of  hemorrhage, 
diminution  of  discharge,  healing  of  ulceration, 
lessening  of  induration  and  relief  from  pain, 
were  almost  invariably  obtained.  Some  patients 
responded  much  more;  speedily  and  completely 
than  others,  but  in  almost  every  instance 
distinct  benefit  was  obser\^ed,  and  the  rate 
of  progress  of  the  disease  greatly  retarded. 

Case  1337. — A  woman,  aged  46,  who  had 
undergone  two  partial  operations  in  September 
and  October,  1913.  She  received  radium 
treatment  in  December,  1913,  and  in  January 
and  March,  19 14.  The  disease  was  arrested, 
and  the  patient  rapidly  regained  health  and 
strength.  In  January-,  1918,  her  medical 
attendant  reported  that  she  was  quite  free 
from  anv  recurrence  of  the  carcinoma. 
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Case  382. — ^A  woman,  aged  68,  with  exten- 
Lve  cervical  and  vaginal  cancer,  declared  to 
e  inoperable  by  the  surgeon  consulted.  She 
eceived  treatment  in  February,  April,  and 
)ctober,  19 13,  and  in  March,  19 14.  Great 
Dcal  improvement  ensued,  and  from  March 
o  the  end  of  September,  19 14,  she  was  appar- 
;ntly  qiiite  well,  but  in  October  s>Tnptoms 
)f  kidney  disease  appeared,  and  she  died  of 
iremia  in  January,  19 16.  There  had  been  no 
•ecurrence  of  the  local  trouble. 

Case  5348. — ^A  woman,  aged  34,  with  inoper- 
able carcinoma  of  the  cervix.  She  was  treated 
at  intervals  varying  from  two  to  six  months, 
jthe  last  time  in  July,  19 16.  In  February,  19 18, 
her  general  condition  was  good;  she  had 
gained  in  weight  and  was  equal  to  all  her  house- 
hold duties.  There  was  extensive  fibrosis  of  the 
vaginal  walls. 

Carcinoma  of  the  Rectum. — The  results  here 
were  not  constant  or  imiform,  but  in  some 
instances  growths  regarded  as  inoperable  were 
ISO  much  improved,  their  size  and  vascularity 
being  so  lessened  and  the  degree  of  fixation  so 
diminished,  that  they  were  removed,  and  the 
patients  remained  free  from  recurrence.  This, 
however,  has  not  frequently  happened,  and 
in  the  majority  of  cases  the  most  that  can  be 
hoped  is  healing  of  ulceration,  diminution  of 
the  rate  of  growth,  checking  of  the  hemorrhage, 
and  postponement  of  the  date  at  which  colos- 
tomy becomes  imperative.  The  best  results 
were  obtained  where  the  growth  was  annidar, 
spongy,  and  situate  in  the  upper  half  of  the 
rectum.  The  plaque-like,  infiltrating  growth 
was  not  found  so  amenable. 

Case  225. — ^A  man,  aged  70,  underwent  exci- 
sion of  the  rectum  for  malignant  disease  in 
1901.  A  recurrence  in  April,  191 2,  was  excised; 
a  second  recurrence  in  October,  191 2,  was 
declared  inoperable.  He  then  had  a  hard  car- 
cinomatous ulcer  immediately  inside  the  anal 
opening,  with  much  surrounding  indiu-ation. 
He  received  radium  treatment  in  October 
and  November,  191 2;  the  ulceration  healed, 
and  the  growth  was  replaced  by  fibrous  tissue, 
which  caused  strictiire  necessitating  occasional 
dilatation;  the  patient  when  last  !5een,  in  Jan- 
uary, 1918,  was  in  good  general  health. 

Case  35. — ^A  man,  aged  35,  received  radium 
treatment  in  October,  191 1,  for  a  large  ulcer- 
ated carcinomatous  growth  in  the  lower  half 
of  the  rectum,  declared  to  be  inoperable.  The 
ulceration    healed,    and    the    gro\\i;h    became 


reduced  in  size  and  much  less  fixed.  Early  in 
December  Kraske's  operation  was  performed, 
and  the  patient  was  given  a  course  of  prophy- 
lactic irradiation.  He  made  a  good  recovery, 
and  the  latest  information,  in  February,  191 7, 
was  that  he  was  in  perfect  health  and  leading 
an  active  and  busy  life. 

Case  752  is  another  example  of  malignant 
growth  of  the  rectimi  pronoimced  inoperable, 
but  after  radium  treatment  successfully  sub- 
mitted to  operation.  He  died  from  granular 
kidney  and  uremia  about  a  year  later,  but  there 
was  no  evidence  of  recurrence  of  malignant 
disease. 

Case  1997  was  that  of  a  woman,  aged  40, 
with  extensive  inoperable  cancer  of  the  rectum. 
She  received  radium  treatment  in  January, 
April,  and  October,  1916,  and  January,  May, 
and  November,  191 7.  When  last  seen,  in  Jan- 
uary, 1918,  the  disease  was  apparently  quies- 
cent, and  there  had  been  no  rectal  hemorrhage 
since  the  previous  August. 

Carcinoma  of  the  Bladder. — Inoperable  cases 
tolerant  of  intravesical  applications  may  be 
advised  to  undergo  radium  treatment,  as  some- 
times apparent  cure  results.  Definite  improve- 
ment in  the  s\Tnptoms  is  usually  evident  in 
about  three  weeks,  and  in  the  most  favorable 
cases  healing  of  the  ulcer,  with  the  transfor- 
mation of  the  carcinomatous  material  into  a 
fibrous  mass,  takes  place. 

Carcinoma  of  the  Breast. — Cases  of  carci- 
noma of  the  breast  form  the  largest  class 
apph-ing  to  the  Institute;  all  those  in  which 
operation  was  at  all  practicable  were  invariably 
advised  to  submit  to  operation,  so  that  those 
treated  were  nearly  all  in  an  extremely  ad- 
vanced state  with  extensive  lymphatic  involve- 
ment. In  some  instances  great  improvement 
followed  radiimi  treatment,  especially  in  cases 
in  which  the  disease  was  chiefly  superficial, 
and  confined  to  the  skin  of  the  operation 
area  and  the  axillar}^  and  supraclavicular 
glands.  Superficial  ulceration  unaccompanied 
by  much  subjacent  induration  often  healed 
rapidly  and  completely  after  a  radiimi  exposiire 
of  eighteen  to  twenty-four  hours.  If  the 
deeper  lymphatics  are  involved  and  the  limgs, 
or  any  of  the  abdominal  \nscera  affected, 
little  can  be  looked  for  beyond  possible  retar- 
dation of  the  rate  of  growth  and  the  prevention 
of  extensive  ulceration.  Cases  of  atrophic 
scirrhus  in  patients  over  60  years  of  age  may 
be  kept  in  check  for  an  almost  indefinite  time 
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by  radium  irradiation  repeated  every  three 
or  four  months. 

Case  1 1 25. — A  woman,  aged  47,  underwent 
in  July,  191 1,  amputation  of  the  right  breast, 
with  clearance  of  the  axilla;  in  June,  191 3, 
there  was  recurrence  in  the  axilla.  She  was 
treated  with  radium  during  February,  1914, 
and  by  April  the  induration  which  had  been 
present  in  the  right  axilla  and  in  the  left 
supraclavicular  fossa  had  disappeared.  In 
January,  1 91 8,  she  wrote  that  she  was  better 
than  she  had  been  for  many  years. 

Case  151. — A  woman,  aged  64,  underwent 
Halsted's  operation  in  June,  191 1.  There 
was  recurrence  in  February,  191 2.  She  received 
radium  treatment  in  March  and  April,  19 13, 
and  in  January  and  March,  1914-  When  last 
examined,  in  April,  191 7,  no  indication  of  any 
malignant  trouble  could  be  detected. 

Case  854. — A  woman,  aged  51.  Right  breast 
removed  May,  191 2;  recurrence  in  scar  Sep- 
tember, 1 9 13.  She  first  received  radium  treat- 
ment in  November,  191 3;  it  was  repeated  in 
February  and  April,  19 14.  When  last  examined, 
in  January,  191 8,  no  trace  of  the  disease  could 
be  found. 

Case  5003. — A  woman,  aged  48.  Excision  of 
the  right  breast  in  1906;  clearance  of  the  axilla 
in  1909  for  glandular  recurrence;  several 
operations  for  nodules,  the  last  in  191 2.  In 
1 913  there  were  multiple  recurrences,  and  a 
further  operation  was  declared  impracticable. 
She  received  radium  treatment  in  January, 
March,  and  April,  1914;  when  last  examined, 
in  October,  191 7,  no  trace  of  the  disease  could 
be  detected. 

Sarcoma.- — The  results  of  radium  treatment 
of  sarcoma  are  said  to  be  on  the  whole  more 
satisfactory  than  those  of  any  other  form  of 
malignant  disease,  with  the  exception  of 
rodent  idcer.  The  treatment  must  be  vigorous, 
the  tumors  being  treated  whenever  practicable 
both  by  the  insertion  of  emanation  tubes  and 
by  external  radiation.  The  best  and  most 
rapid  results  were  obtained  in  lymphosarco- 
mata;  the  disappearance  of  the  ttmiors  when 
the  dosage  was  correct  is  said  to  be  little 
short  of  marvelous.  Sarcoma  of  the  tonsil 
and  postnasal  space  have  responded  extremely 
well.  The  response  of  periosteal  sarcoma  has 
been  good,  but  not  so  uniform,  though  the 
percentage  of  recurrence  has  been  slight  and 
cases  are  recorded  in  which  the  patient  re- 
mained free  from  any  manifestation  of  the  trou- 


ble for  a  period  of  more  than  four  years. 
Melanotic  sarcoma  usually  proved  unamenable, 
but  in  one  case  of  melanotic  sarcoma  of  the 
choroid  and  in  another  of  the  skin  of  the 
back  complete  disappearance  of  the  primary 
growths  was  observed.  The  former  case  (a 
woman)  has  remained  well  for  two  years, 
but  the  latter  (a  male,  21)  died  fifteen  months 
later  from  secondary  deposits  in  the  brain  and 
lungs. 

Case  50. — A  man,  aged  41,  treated  for  a 
large  and  rapidly  growing  rectirrence  of  lym- 
phosarcoma of  the  neck.  He  received  fourteen 
treatments  from  October,  191 1,  to  January, 
191 2.  The  growth  had  disappeared  at  the  end 
of  February,  and  in  January,  191 7,  the  patient  1 
was  seen  free  from  recurrence,  and  in  excellent  . 
health. 

Case  4901.- — A  woman,  aged  32,  with  a  large 
periosteal  sarcoma  of  the  right  thigh,  for  which 
amputation  at  the  hip-joint  had  been  suggested. 
Microscopical  examination  showed  that  it  was 
a  spindle-cell  sarcoma.  She  received  radium 
treatment  during  February  and  April,  1914. 
Improvement  was  very  rapid,  and  the  patient 
at  the  date  of  the  report  was  in  excellent  health. 

Case  567. — A  woman,  aged  62,  with  a  large 
rapidly  growing  sarcoma  of  the  cla\dcle. 
Radium  treatment  (June,  1913)  was  followed 
by  rapid  disappearance  of  the  growth.  When 
examined  in  January,  191 8,  there  had  been  no 
recurrence. 

Case  4905. — ^A  woman,  aged  32,  with  rapidly 
growing  reciirrence  of  sarcoma  of  the  naso- 
pharynx. She  received  radium  treatment  in 
191 2,  and  at  the  last  report  (March,  1917)  was 
in  excellent  health. 

Case  140. — A  girl,  aged  15,  round-cell 
sarcoma  of  the  superior  maxilla  with  recurrent 
sarcoma  following  operation  for  a  growth  in 
the  antrum.  Radium  treatment  was  begun  in 
February,  191 2;  at  the  end  of  June  all  signs  of 
recurrence  had  disappeared,  and  when  last 
seen,  in  March,  191 7,  she  was  in  excellent 
health. 

Mediastinal  Tumor. — Some  remarkable  re- 
sults have  been  obtained  in  mediastinal  tumors 
causing  dyspfiea,  venous  congestion,  and  dis- 
turbance of  the  sympathetic  and  recurrent 
laryngeal  nerves.  It  was  considered  probable 
that  the  majority  of  these  growths  were  lym- 
phosarcomata,  as  this  would  account  for  the 
favorable  influence  that  radium  rays  exerted 
upon  them. 
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Lymphadenoma.— The  response  of  lymph- 
denoma  of  recent  origin,  -^-ith  enlargement  of 
ae  spleen  or  mesenteric  glands,  to  radium 
reatment  may  be  rapid.  In  some  cases,  espe- 
•ecially  those  treated  in  the  eariy  stages  of 
he  disease,  the  patients  can  go  on  for  eighteen 
nonths  or  two  years  without  further  treat- 
aent,  but  the  majority  require  the  irradiation 

0  be  repeated  at  inter\'als  of  four  to  six  months. 
Rodent  Ulcer. — Of  rodent  ulcer  it  is  said  that 

•ases  which  ha\-e  not  received  pre\nous  treat- 
nent  with  carbonic  acid  snow,  ionization,  or 
.-rays,  and  in  which  the  lesion  does  not  exceed 

1  to  4  cm.  in  diameter  and  does  not  implicate 
:artilage,  bone,  or  mucous  membrane,  can 
almost  invariably  be  cured  by  one  or  perhaps 
:wo  exposures  with  powerful  unscreened  appli- 
cators. The  tissues  must  be  irradiated  well 
beyond  the  margin  as  appreciable  by  sight  or 
touch,  and  a  long  exposure  given;  othen^-ise 
recurrence  will  usually  be  noticed  within  twelve 
months.  When  the  mucous  membrane,  more 
especially  the  nasal,  is  affected  it  appears 
almost  impossible  completely  to  eradicate 
the  disease  unless  the  area  involved  is  very 
small.  Advanced  cases  of  old  standing,  vath 
great  destruction  of  the  cheek,  nose,  and  upper 
lip,  involvement  of  the  nasal  mucous  mem- 
brane, and  perforation  of  the  hard  palate, 
could  only  be  slightly  benefited,  but  such  severe 

i  cases,  often  seen  during  the  first  two  or  three 
years  of  the  work  of  the  Institute,  have  now 
become  rare,  probably  because  the  efficiency 
of  radium  treatment  of  rodent  ulcer  in  its  early 
stages  has  been  more  widely  recognized. 

The  report  also  contains  a  note  upon  the 
effect  of  radium  in  checking  menorrhagia  and 
metrorrhagia  accompanying  fibroid  disease  of 
the  uterus.  Among  other  conditions  treated 
with  greater  or  less  success  are  to  be  men- 
tioned papiUomata  of  the  bladder,  lupus,  \ail- 
garis  and  er\-thematosus,  keloid,  lichenification 
of  the  skin,  pruritus,  and  ne\n.  When  used  in 
exophthalmic  goiter  radiimi  may  at  first  cause 
exacerbation  of  all  the  symptoms,  but  usually 
within  six  weeks  or  two  months  tachycardia 
lessens,  the  tremors  diminish,  the  exophthalmos 
becomes  less  noticeable  and  the  restlessness 
and  irritability  decrease. 

LissER,  H.  SvphiHs  of  the  Lung.  (Am.  J.  M. 

Sc,  March  1918,  Vol.  CLV,  No.  3,  p.  356.) 

The  close  similarity  of  pulmonar}'  syphilis 

and  tuberculosis  has  been  emphasized  in  the 


last  few  years.  The  fact  that  syphilis  not  un- 
commonl}'  attacks  the  lungs  has  been  tacitly 
assumed  to  be  a  recent  clinical  finding  due  to 
modern  refinements  in  the  art  of  diagnosis. 
Lisser  throws  an  interesting  side  light  on  the 
histon-  of  this  subject  which  he  di\'ides  into 
three  periods.  The  first  period  began  with  Para- 
celsus in  1500  and  ended  with  Laennec  in  1880. 

"These  three  himdred  years  included  the 
most  fanciful  conceptions,  utterly  lacking  in 
precision,  unfounded  in  any  accurate  research. 
It  siifficed  in  those  days,  for  a  puknonar\'  af- 
fection to  follow  a  venereal  infection,  whether 
gonorrheal  or  s}-philitic,  for  the  pulmonar}-  le- 
sion to  be  declared  of  venereal  origin.  Cases 
were  seriously  reported  in  which  the  suppres- 
sion of  a  gonorrheal  discharge  was  followed  by 
a  so-called  venereal  phthisis,  which  in  turn 
vanished  upon  the  reappearance  of  the  urethral 
discharge.  In  comparing  the  large  number  of 
cases  of  pulmonary  syphilis  reported  during 
these  three  hundred  years  with  the  compara- 
ti\'ely  small  ntraiber  reported  in  the  last  one 
hundred  years,  the  elder  Fournier  speaks  of 
'the  credulity  of  our  fathers  and  the  incredu- 
lity of  our  contemporaries.'  In  fact,  there  ex- 
isted in  this  older  epoch  absolute  confusion,  a 
few  simply  belie\4ng  in  a  predisposition  on  the 
part  of  syphilitics  to  contract  phthisis,  while 
the  greater  number  firmly  believed  in  a  real 
venereal  phthisis,  identical  in  signs  and  symp- 
toms 'nnth  all  other  phthises,  but  differing  as 
to  cause.  Laennec,  however,  in  differentiating 
pulmonary  tuberculosis  as  a  distinct  disease, 
opened  the  way  to  the  recognition  of  a  true 
pulmonar}'-  syphilis.'' 

Concerning  the  frequency  of  the  disease  the 
author  puts  himself  on  record  as  believing  that 
"an  investigation  of  a  large  series  of  autopsies 
upon  syphilitics  would,  I  think,  go  far  to  dis- 
pel the  prevalent  ideas  as  to  the  rarity  of  lung 
syphilis."  He  is,  however,  candid  and  may  be 
quoted  thus: 

"In  autopsies  upon  97  cases  of  acquired 
syphiHs,  Chiari  discovered  one  case  of  syphilis 
of  the  lung.  Peterson,  in  88  autopsies  of  ac- 
quired syphilis,  found  11  cases  of  pulmonary 
syphihs.  In  1884  Hiller  collected  reports  of  84 
autopsies  showing  syphilis  of  the  lung,  but 
Councilman  regarded  only  28  of  these  as  defi- 
nitely syphilitic.  On  the  other  hand.  Fowler,  in 
searching  through  all  the  London  museums, 
found  only  12  cases,  while  in  1905  the  Army 
Medical  Museum  at  Washington,  consisting  of 
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13,000  specimens,  did  not  contain  one  instance 
of  this  disease. 

"Certain  groups  of  clinicians,  however,  con- 
sidered the  disease  much  more  common  than 
generally  supposed.  Satterthwaite  thinks  that 
lung  syphilis  is  greatly  imderestimated  by  the 
general  practitioner  and  'almost  unknown  to 
many  syphilographers.'  Pankritius,  who  in 
1 88 1  wrote  one  of  the  most  important  mono- 
graphs on  the  disease,  with  a  very  complete 
review  of  the  literatiu-e,  found  it  by  no  means 
unusual;  Hkewise  other  German  authors,  as 
Schnitzler  and  Grandidier,  and  of  the  French 
clinicians,  Foumier,  Lancereux  and  Dieulafoy. 
On  the  other  hand,  clinicians  of  a  more  strictly 
pathological  bias  still  insist  upon  the  rarity  of 
pulmonary  syphilis.  Thus  Osier,  in  twenty-five 
years'  experience,  cannot  recall  above  half  a 
dozen.  Stengel  suggests  that  this  dift'erence  of 
opinion  depends  largely  upon  the  point  of  view 
of  the  observer,  whether  as  a  clinician  or  as  a 
pathologist,  the  former  believing  that  this  con- 
dition is  comparatively  common,  the  latter 
that  it  is  very  rare.  This  may  be  due  in  part  to 
the  failure  of  the  pathologist  to  recognize 
syphilis.  It  is  by  no  means  simple  to  differen- 
tiate between  pulmonar}-  syphilis  and  pulmo- 
nary tuberculosis  not  only  at  the  bedside  but 
in  the  pathological  laboratory." 

Concerning  the  Wassermann  reaction  and 
the  roentgen  rays  he  says : 

"Negative  Wassermanns  in  syphilitics  are 
by  no  means  uncommon,  and  a  positive  Was- 
sermann merely  indicates  that  the  patient  has 
syphilis  but  not  that  the  pulmonary  condition 
is  luetic.  However,  in  those  cases  in  which  his- 
tory  signs  and  sj-mptoms  are  all  lacking,  a 
positive  test  may  at  least  lead  to  a  suspicion 
that  the  phthisis  has  a  specific  etiolog^^  It 
might  have  been  hoped  that  the  roentgen  rays 
would  give  us  some  sort  of  characteristic  pic- 
ture which  would  permit  a  definite  recognition. 
However,  roentgenographs  are  disappointing 
in  the  sense  that  they  do  not  provide  us  with 
an  exclusively  unique  pictiu-e.  But  they  are  of 
value  in  a  negative  sense,  for  they  decidedly 
help  to  exclude  pulmonary  tuberculosis.  The 
roentgen  ray  plate  of  a  leutic  lung  is  quite  un- 
like that  of  a  Koch  infection,  but  it  is  not  un- 
like many  other  pulmonary  conditions,  all  of 
which  result  in  peribronchial  thickening.  Gum- 
mata  do  present  striking  shadows,  but  have  to 
be  differentiated  from  malignant  growths.  We 
may  conclude  then  that  even  to-day  oiu*  knowl- 


edge of  pulmonary  syphilis  and  onr  ability  to 
diagnose  it  leaves  much  to  be  desired." 

"The  importance  of  a  correct  diagnosis  was 
many  years  ago  summed  up  by  Virchow  when 
he  said,  'Some  patients  die  of  so-called  pul- 
monary tuberculosis  for  the  lack  of  antisyph- 
ilitic  treatment.' 

"Balzer  said,  rather  neatly,  that  the  prog- 
nosis for  a  patient  suffering  from  lues  of  the 
limg  depended  upon  the  intmtion  or  clairvoy- 
ance of  his  physician.  If  the  condition  is  recog- 
nized the  treatment  is  simple,  startling  in  its 
results,  in  some  cases  almost  miraculous.  Even 
patients  that  have  been  reduced  to  a  state  of 
great  enfeeblement  and  cachexia,  whose  con- 
dition would  appear  to  be  desperate,  are  re- 
stored to  normal  in  an  astonishingly  short  time." 

Seven  cases  are  reported  fully,  illustrated  by 
roentgenograms.  One  case  with  comments  may 
be  quoted. 

"Case  VII,  No.  25262. — ^A  German,  unmar- 
ried, aged  thirty-six  years,  came  to  the  med- 
ical clinic  of  the  University  of  California  Hos- 
pital July  27,  19 16,  complaining  of  cough.  His 
family  history  and  past  history  are  of  no  sig- 
nificance. He  denied  venereal  disease  and  no 
history  of  secondaries  coiild  be  eHcited. 

"His  illness,  which  consisted  purely  of  cough- 
ing -mth.  copious  mucopurulent  expectoration, 
dated  from  a  month  and  a  half  previous.  He 
had  no  fever,  night-sweats,  chest  pains,  or 
hemoptysis.  He  had  lost  25  pounds  during  this 
time,  weighing  155  pounds  August  i,  1916,        I 

"Examination  showed  a  strongly  built,  mod- 
erately nourished  man,  looking  somewhat  old- 
er than  stated  age.  Pharynx  disclosed  a  num- 
ber of  grayish  ulcers,  with  slightly  raised  bor- 
ders, surrounded  by  a  reddened  areola.  There 
was  general  glandular  enlargement;  cervical, 
axillary,  epitrochlear  and  inguinal.  There  were 
squeaky  inspiratory  and  expiratory  rales  over 
both  sides,  with  possible  diminished  resonance 
over  both  apices  behind,  but  without  further 
signs.  Otherwise  the  routine  physical  examina- 
tion was  quite  negative. 

"Roentgenogram  of  the  chest  showed  what ; 
we  at  first  interpreted  as  an  'old  central  TB.' 

"Sputum  was  examined  on  several  occasions 
without  finding  any  bacilli  of  Koch.  | 

"Wassermann  in  blood  serum  positive  two: 
plus,  denoting  a  definitely  positive  test. 

"  AntisyphHitic  treatment  was  begun  at  once, 
consisting  of  weekly  injections  of  20  per  cent, 
mercury  salicylate,  potassium  iodide,  gr.    25 
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i.d.,    and   intravenously   arsenobenzol.    One  found  necessa^.  Table  I  indicates  the  condi- 

'•eek  after  the  first  mercury  salicylate  injection  tions  foimd. 

e  had  gained  7  pounds  and  the  cough  had  al- 

lost  disappeared,  sputum  less,  and  only  an  n^^.T„„.,x.^^  ^„  n                 t^ 

;        .       ,^^.,     J-               11       T  ^1      n      \  Occurrence  of  Pulmonary  Disorders 

iccasional  rale  discoverable,  in  the  first  two  ^^ 

/eeks  of  treatment  before  gi\dng  arsenobenzol      No'^dteat^found'"^'^ '"'^^ 

te  gained  18  pounds,  felt  "new  altogether,"  S^^^ti^ehhis;.'.;::::::::::::^^                     'S 

,nd  certainly  looked  like  a  different  man.  From     Bronchopneumonia 6r 

_^         ,  ,  .         ,  Lobar  pneumonia 2^8 

iugust  I  to  October  25  he  received  ten  mer-     Fibrous  pleurisy ; ;     124 

I.......  ,  •  .-.^  ,         Interlobar  pleurisy -i 

-•ury  salicylate  injections,  potassium  iodide  and      Pleurisy  with  effusion 2s 

.hree  full  doses  of  arsenobenzol.  His  weight  Empyema"!""'^"'^.''-;;; ::::::::::::::::::;::::.:::::::      7 

vas  155  pounds_  August  i;  it  wasigo  pounds  ix\?dm^ediastinai  glands:  ■.•.:::::•.:;::::                  \ 

jDctober  27,  a  gain  of  35  pounds.  His  cough  has 

iisappeared,  and  consequently  his  sputum ;  and  In  discussing  tuberculosis  the  writer  claims 

lis  chest  is  clear.  Yet,  another  roentgenogram  that  it  is  demonstrable  in  its  earliest  stages  de- 

Df  his  chest,  taken  October  13,  shows  no  change  pending  upon  careful  technique  and  the  keenness 

ja*om  the  picture  seen  in  Fig.  9.  of  the  interpreter. 

I  "This  case  resembles  Case  V  in  several  par-  "The  most  definite  signs  of  active  pulmonary 
'ticulars.  Both  were  considered  tuberculous;  tuberculosis  as  seen  on  "the  roentgenogram  are 
both  had  negative  sputa;  both  had  positive  soft,  fuzzy,  flaky  shadows  in  the  areas  occupied 
Wassermann;  both  made  remarkable  clinical  by  the  linear  markings  of  the  normal  lungs, 
recoveries  under  antisyphilitic  treatment,  in  When  these  shadows  are  found  at  the  periphery 
the  disappearance  of  both  signs  and  symptoms;  and  are  mottled  as  if  broken  up  with  shadows 
both  show  a  roentgen  ray  picture  after  treat-  indicative  of  peribronchial  thickening  leading 
ment,  indistinguishable  from  the  picture  taken  to  them,  we  consider  them  characteristic  of 
before  treatment.  Are  the  shadows  on  the  plate,  the  acute,  active  tuberculous  lesions.  The  soft 
scar  tissue,  the  result  of  healing  a  syphilitic  le-  shadows  are  interpreted  as  tubercles  with 
sion?  When  a  luetic  ulcer  of  the  skin  is  cured  a  areas  of  congestion  about  them,  and  the  thick- 
scar  remains.  It  is  the  scar-tissue  contraction  ening  of  the  trunks  as  lymphatics  draining 
of  a  healed  syphiHtic  stomach  which  often  re-  the  infected  area.  Soft  mottling  in  the  apexes 
quires  operative  interference  to  restore  function  with  peribronchial  thickening  leading  to  it 
completely.  Possibly  this  is  the  explanation  for  we  consider  the  most  definite  sign  of  active 
the  persistence  of  roentgen  ray  shadows  after  phthisis  presented  on  the  roentgenogram, 
the  symptoms  have  vanished,  of  which  they  "When,  however,  the  shadows  appear  dense 
were  supposed  to  be  the  cause.  If  such  be  the  and  are  accompanied  by  nodular,  well-defined, 
correct  interpretation  it  would  be  unreasonable  clean-cut  peribronchial  thickening  which  ex- 
to  expect  a  perfectly  clear  plate  after  treat-  tends  to  the  periphery,  we  consider  them  indi- 
ment."  cative  of  healed,  or  at  least  inactive,  tuber- 

In  stomach  cases  syphilis  may  simulate  can-  culosis." 

cer  just  as  in  chest  cases  syphilis  may  simulate  "With  regard  to  the  relative  frequency  of 

tuberculosis.  In  both  cases  the  differential  di-  occurrence  of  the  tuberculous  lesion,  the  lungs 

agnosis  is  of  the  greatest  importance  to  roent-  may  conveniently  be  divided  into  three  areas: 

penologists.  "i.  The  upper  region  from  the  apex  to  the 

hilum  is  considered  the  tuberculous  area.  In 

Davis,   E.   L.     A    Roentgen   Study   of   One  this   region   by   far   the   greatest   number   of 

Thousand  Chests,  at  Camp  Devens,  Mass.  infections  are  found.   Nmety-three  per  cent. 

{J.  A.  M  A   May  2-    iqi8  )  of  the  positive  cases  studied  showed  the  lesion 

in  this  region;  in  53  per  cent,  of  these  the  lesion 

The  examinations  were  of  men  between  the  was  in  the  right  upper  lobe;  in  28  per  cent, 

ages  of  twenty-one  and  thirty.  In  practically  the  lesion  was  found  in  the  left  upper  lobe;  in 

every  case  reported  the  findings  have  been  sub-  n  per  cent,  there  were  lesions  in  both  upper 

stantiated  by  the  pathological  and  clinical  find-  lobes. 

ings.  Roentgenograms  were  made  of  every  case  "2.  The  middle  region  from  the  hilum  to  the 

and  screening  was  resorted  to  whenever  it  was  fifth  rib  in  front  is  considered  the  intermediate 
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region  in  which  tuberculosis  is  occasionally 
found.  Less  than  10  per  cent,  of  our  positive 
cases  showed  tuberculosis  in  this  region. 

"3.  The  lower  region  from  the  fifth  rib  to  the 
diaphragm  is  considered  the  nontuberculous 
area  where  lesions  are  rarely  found.  Among  all 
the  368  positive  cases,  only  five  showed  shadows 
consistent  with  tuberculosis  in  the  lower  lobes. 
Two  of  these  had  lesions  throughout  all  parts 
of  both  lungs;  one  had  lesions  in  the  upper, 
middle  and  lower  lobes  on  the  right  side; 
one  had  lesions  in  the  upper  and  lower  lobes 
on  both  sides;  one  had  a  doubtful  localized 
area  of  infection  in  the  right  lower  lobe  not 
verified  by  the  clinicians." 

"I  do  not  consider  opacity  in  one  of  the 
apexes  as  compared  with  the  other  a  significant 
factor  in  the  interpretation  of  pulmonary  tuber- 
ctilosis.  This  difference  in  opacity  may  be 
caused  by  a  variation  in  penetrability  on  the  two 
sides  due  to  asymmetrical  density  of  the  stemo- 
mastoid  muscles,  to  thickened  pleura,  or  to  a 
contracted  apex." 

Dense  hylus  shadows  are  not  considered  as 
indicative  of  tuberculosis  and  the  fan-shaped 
shadow  has  not  proven  reliable.  In  some  cases 
the  roentgen  signs  are  almost  sufficient  in  mak- 
ing a  diagnosis  even  though  the  physical  signs 
are  wanting,  but  as  a  rule  the  combined  method 
is  the  most  desirable. 

"  In  examining  roentgenograms  of  pneumonia 
patients  made  shortly  after  resolution,  shadows 
are  seen  which  appear  strikingly  similar  to 
those  foiind  in  pulmonary  tuberculosis.  I 
believe  that  these  shadows  are  caused  by  sheets 
of  fibrin  that  are  deposited  on  the  pleura  at 
the  time  of  infection.  Moreover,  when  the 
lobar  pneimionia  is  complicated  with  a  strep- 
tococcus infection,  on  the  postpnevunonia 
roentgenograms,  along  the  ascending  trunks 
and  in  the  apexes,  there  appear  shadows 
identical  with  those  that  occur  in  pulmonary 
tuberculosis.  These  gradually  disappear  and 
are  not  found  after  several  weeks.  It  is  impor- 
tant not  to  make  the  mistake  of  interpreting 
these  shadows  as  tuberculous  lesions,  and  in 
order  to  guard  against  the  possibility  of  such 
an  error  the  examiner  should  know  definitely 
whether  or  not  there  is  a  history  of  recent 
pneumonia." 

Lobar  Pneumonia 

Two  hundred  and  fifty-eight  cases  were 
studied. 


The  signs  of  lobar  pneumonia  are  as  follov,- 

"  (i)  marked  accentuation  of  linear  shadov. 
from  the  hila  to  the  apexes,  which  we  propose  tc; 
call  vascular  congestion;  (2)  marked  enlarge- 
ment of  the  heart  shadow;  (3)  typical  shadow  ol 
the  localized  area  of  consolidation  in  the  lungs 
and  (4)  high  diaphragm  on  the  affected  side. 

"  I.  The  vascular  congestion  appears  especial 
ly  in  the  upper  lobes  as  soft  linear  marking; 
with  distinct  bifurcations,  which  are  differeni 
in  appearance  from  the  thickened  ascending' 
trunks  of  bronchitis  and  the  peribronchia 
thickening  of  tuberculosis  in  being  thicker 
smoother,  showing  more  definite  branching 
and  being  always  definitely  bilateral. 

"These  shadows  are  interpreted  as  due  to  th( 
congestion  of  blood  vessels  along  the  bronchi 
They  have  the  characteristic  appearance  o 
congested  blood  vessels,  and  depict  what  may 
be  conveniently  called  an  acute  congestion  0 
the  lungs.  These  shadows  also  represent  ; 
thickening  of  the  lymphatic  vessels  in  increasec, 
drainage.  The  vascular  congestion  was  fouiKj 
in  all  the  258  cases  examined,  excepting  four' 
one  a  very  early  case  not  studied  further,  oni 
a  case  of  the  abortive  type  quickly  resolving 
and  two  peculiar  cases  which  showed  neithe 
the  thickened  ascending  shadows  nor  the  en 
larged  heart  but  only  the  area  of  consolidation 
nontoxic  cases. 

"The  markings  in  question  appear  early  ii 
incipient  pneumonia,  and  disappear  early  ii 
resolution.  They  persist  occasionally  in  case 
in  which  no  consolidation  appears.  In  sue) 
instances  these  shadows  persisting  in  the  uppe 
lobes  and  extending  into  the  apexes  are  ap 
to  be  confused  with  the  shadows  indicative 
of  tuberculosis.  Their  persistence  sometime 
for  months  makes  their  interpretation  all  th' 
more  confusing. 

''2.  The  heart  is  found  to  be  enlarged  both  t' 
the  right  and  to  the  left.  Only  the  right  auricle 
the  left  auricle  and  the  left  ventricle  ar^ 
distinguishable  on  the  roentgenogram.  En 
largement  to  the  left  is  probably  due  to  increas- 
in  size  of  the  right  ventricle  overlapping  thi 
left  ventricle,  and  the  apical  impulse  is  assume( 
to  be  that  of  the  right  ventricle  rather  thai 
of  the  left  ventricle,  so  that  the  enlargemen 
to  the  left  is  due  to  the  shadow  cast  by  th- 
right  and  left  ventricles  together. 

"The  enlarged  heart  has  been  found  in  ever 
case  studied  except  two." 

The  causes  of  enlarged  heart  are  attributec 
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)  pvilmonary  consolidation,  hyperpyrexia  and 
)xemia,  but  this  sign  has  been  found  before 
msolidation. 

"It  is  possible  that  the  enlarged  heart  occurs 
1  other  toxemias,  though  this  has  not  yet 
een    conclusively    demonstrated.     However, 
'ith  vascular  congestion  in  the  upper  lobes, 
lis  enlargement  is  a  definite  sign  of  beginning 
)bar  pneumonia.  This  is  clearly  demonstrated 
1  cases  in  which  there   are  definite  clinical 
igns  of  pneumonia,  but  in  which  no  consoli- 
Lation  is  found.   In  these  cases  the  roentgen 
liagnosis  is  made  on  the  two  signs  in  question." 
'   The  heart  enlargement  has  been  found  to 
)ersist  for  several  weeks  in  some  cases  after 
he  other  signs  have  disappeared  physically, 
clinically  and  roentgenologically.  No  indication 
s  found  of  valvular  disease,  but,  when  the  pa- 
rents return  to  duty,  they  are  found  short  of 
preath  and  have  a  rapid  pulse. 
!    "Weekly  examinations  of  fifty   such   cases 
jhave  been  made  extending  over  eight  or  ten 
(Weeks.  It  was  found  that  in  50  per  cent,  of  these 
cases  the  heart  continued  to  enlarge  slightly 
during  the  first,  second  and  third  weeks  follow- 
ing discharge  from  the  hospital,  after  which  it 
gradually  assumed  its  normal  proportions.  In 
[the  other  50  per  cent,  the  heart  was  found  to 
have  decreased  in  size  slightly  each  week  until 
the  normal  size  was  reached,  or  to  have  re- 
mained unchanged  in  size  for  several  weeks, 
finally   diminishing   gradually   to   the   normal 
size.  The  unexpected  increase  in  size  of  the 
already  enlarged  heart   during   convalescence 
was  probably  due  to  the  fact  that  a  strain  was 
]3Ut  on  the  heart  too  soon;  but  it  has  been 
impossible  to  secure  satisfactory-  data  on  this 
point.  None  of  these  men  were  assigned  to 
active  duties  during  this  time,  but  it  is  possible 
that  they  participated  in  exercises  to  an  extent 
sufficiently  strenuous  to  embarrass  the  already 
weakened  cardiac  muscles.  There  is  now  being 
developed  at  this  camp  a  series  of  graduated 
exercises  for  recuperating  pneumonia  patients, 
the  purposes  of  which  are  to  strengthen  these 
weakened  hearts  and  to  determine  more  de- 
finitely  when    the    men    are    actually    fit    for 
vigorous  duty. 

3.  Consolidation  in  the  lung  shows  as  a 
definitely  localized  homogeneous  patch  varying 
m  density  from  complete  opacity  to  translu- 
cency.  The  consolidation  may  originate  near 
the  median  line,  in  which  event  it  may  or  may 
not   extend  to  the   periphery,   or  it  may   be 


found  at  the  peripher>-  not  extending  to  the 
inner  border  of  the  lung. 

"The  location  of  the  consolidation  in  the  258 
cases  studied  is  stmmiarized  in  Table  III. 
Of  the  258  cases  examined,  thirty-one  showed 
no  consolidation  in  an>'  part  of  the  lungs, 
though  the  clinical  symptoms  were  definite 
for  lobar  pnetmionia,  the  crises  appearing 
early.  No  physical  signs  of  consolidation  were 
made  out.  In  these  cases  the  vascular  thick- 
ening and  the  enlarged  heart  were  found  to  be 
just  as  typical  as  in  the  cases  with  definite 
consolidation.  Several  examinations  at  intervals 
of  two  days  showed  that  no  consolidation  ever 
appeared.  These  findings  are  in  accordance 
with  the  idea  that  the  symptoms  of  pneumonia 
are  dependent  more  on  toxemia  than  on  the 
extent  of  pulmonary  involvement. 

"In  several  cases  consolidation  was  shown 
roentgenographicalh'  before  it  was  demon- 
strable by  physical  signs. 

"The  extension  of  the  consolidation  from  a 
small  patch  to  a  larger  one  and  from  one  lobe 
to  another  was  observed  in  several  of  our 
cases. 

"Several  examinations  of  the  same  cases  at 
inter\'als  have  led  us  to  believe  that  the  varia- 
tion in  amount  of  tissue  involved  in  consoli- 
dation, and  the  change  in  location  of  the  con- 
solidated tissues,  may  be  readily  demonstrated 
roentgenographically . 

"4.  The  diaphragm  on  the  affected  side,  as 
in  other  pulmonary  disorders,  is  usually  rela- 
tively higher  than  on  the  unaffected  side.  For 
some  time  the  diaphragm  on  this  side  remains 
impaired  in  its  excursion.  In  some  cases  after 
resolution  the  diaphragm  appears  irregular  on 
the  affected  side,  appearing  to  have  a  fixed 
point.  Roentgenoscopically  the  diaphragm  is 
fixed  or  else  it  has  a  limited  excursion  as  com- 
pared with  the  nonpathologic  side.  In  some 
cases,  distinct  bands  of  adhesions  have  been 
seen  extending  from  the  pleura  to  the  dia- 
phragm, limiting  its  motion." 

In  some  cases  the  diaphragm  is  found  higher 
on  the  imaffected  side  than  on  the  affected 
side.  This  was  most  noticeable  when  effusion 
developed  on  the  side  opposite  to  the  consolida- 
tion. 

Fluid  with  Lobar  Pneumonia 

"  In  the  presence  of  consolidation  it  is  difficult 
to  determine  when  fluid  is  present  in  sufficient 
amount  to  demand  aspiration.  The  fluid  does 
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not  appear  the  same  on  the  roentgenogram  as 
in  pleurisy  with  effusion,  when  the  patient  is 
roentgenographed  in  the  prone  position.  In- 
stead of  the  typical  S-shaped  shadow  found  in 
simple  pleurisy  with  effusion,  the  fluid  in  pneu- 
monia seems  to  gravitate  to  the  posterior 
part  of  the  thorax,  gi\'ing  only  a  very  faint 
shadow  over  the  entire  side,  which  may  easily 
escape  detection.  This  appears  to  be  due  to 
the  fact  that  the  portion  of  the  lung  solidified 
by  the  pneimionia  makes  compression  of  the 
hing  impossible;  and  owing  to  the  resistance 
offered  by  this  mass,  the  fluid  spreads  out 
over  the  whole  thorax.  The  diffioilty  thus  pre- 
sented has  been  obviated  to  some  extent  by 
making  the  roentgenogram  with  the  patient 
in  a  semiupright  position.  The  fluid  then 
gravitates  to  the  lower  part  of  the  chest  and 
may  be  more  readily  seen.  In  case  the  fluid 
is  purulent,  as  in  empyema,  reasonable  time 
must  be  allowed  for  it  to  gravitate. 

"In  our  series  of  lobar  pneumonia,  pleinitic 
effusion  occurred  early  in  many  cases,  often 
by  the  second  or  third  day.  Thickened  inter- 
lobar pletu*a  is  often  seen  and  may  be  so 
dense  as  to  suggest  fluid  between  the  lobes." 

Bronchopneumonia 

"It  has  been  quite  generally  supposed  that 
bronchopneumonia  is  a  bilateral  disease.  Our 
study  has  shown  that  it  is  more  commonly 
imilateral.  This  is  shown  by  reference  to  Table 
IV. 

"Signs  of  vascular  congestion  in  the  upper 
lobes  are  not  so  marked  and  certainly  not  so 
constant  as  in  lobar  pneiunonia. 

"The  heart  is  sometimes  slightly  enlarged, 
but  never  to  the  extent  found  in  lobar  pneu- 
monia, and  often  not  at  all." 

Summary 

"I.  Pulmonary  Tuberculosis — 

1.  Pulmonary  tuberculosis  is  demonstrable 
on  the  roentgenogram  even  in  its  earliest  stages. 
It  is  difl&ctdt  to  describe  concisely  the  appear- 
ance of  shadows  that  will  enable  the  roent- 
genologist definitely  to  interpret  active  and 
inactive  tuberculosis.  One  can  only  describe 
what  in  general  is  seen  in  well-defined  cases. 
The  specialist  instinctively  learns  to  detect 
these  shadows  by  individual  methods. 

2.  The  Itmgs  may  be  divided  into  three 
regions  with  regard  to  the  occturence  of  pul- 
monary   tuberculosis:    the    upper    region,    in 


which  tuberctdosis  is  commonly  found;  the 
middle  region,  in  which  tuberculosis  is  some- 
times found,  and  the  lower  region,  in  which; 
tuberculosis  is  rarely  found. 

3.  Consultation  with  conscientious  clinicians 
has  led  to  the  conclusion  that  many  cases  ol 
chronic  fibroid  tuberculosis  give  very  indefinite 
if  any,  physical  signs. 

"II.  Lobar  Pneumona — 

1.  Lobar  pnetimonia  and  bronchopneumoniii 
are  easily  distinguishable  on  the  roentgeno 
gram. 

2.  Lobar  pnetmionia  gives  the  following 
roentgen  signs: 

(i).  Vascular-lymphatic  congestion  in  tb 
upper  lobes. 

(2).  Enlarged  heart. 

(3).  Localized  consolidation. 

(4).  High  diaphragm. 

3.  Vascular-lymphatic  thickening  appear  I 
early  and  disappears  early,  though  its  occa 
sional  persistence  may  be  confused  with  tuber 
ailosis  shadows. 

4.  Pneumococcemia  shows  definitely  on  th: 
roentgenogram  when  there  are  symptoms  oi 
pneumonia  without  consolidation,  suggestin; 
that  the  seriousness  of  the  attack  depends  mor 
on  the  toxemia  than  on  the  extent  of  pulmonar; 
involvement. 

5.  The  heart  is  involved  before  definite  sign 
of  consolidation  appear. 

6.  The  cardiac  enlargement  persists  for  som 
time  after  all  signs  of  involvement  of  the  lung 
have  disappeared. 

7.  Consolidation  may  begin  at  the  roots  c 
at  the  periphery. 

8 .  High  diaphragm  on  the  affected  side  is  sug 
gestive,  but  cannot  be  considered  a  constant  sigr 

"III.  Bronchopneumonia — 

1.  Bronchopnetunonia  is  more  commonl 
unilateral  than  bilateral. 

2.  The  heart  is  usually  not  enlarged  in  bror 
chopneumonia . 

3.  Bronchopneumonia  is  often  overlooke 
on  physical  examination,  as  the  symptom 
may  be  indefinite  and  noncharacteristic." 

A  very  apt  comparison  of  the  difference  i 
appearance  between  bronchopneumonia  an 
lobar  pneumonia  is  made  when  the  author  say 
that  the  former  appears  "to  have  been  smeare 
on  the  plate  with  a  worn-out  brush,"  while  th 
latter  suggests  being  "blown  on  the  plate  wit 
an  atomizer."  In  bronchopneumonia  the  heai 
is  usually  not  enlarged. 
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ADDRESS  BY  THE  PRESIDENT* 


FT  IS  a  privilege  which  few  presidents 
•-  enjoy  to  welcome  to  their  own  city  the 
lembers  of  the  American  Roentgen  Ray 
ociety.  Although  New  York,  at  this 
ime,  is  unable  :o  lend  itself  to  the  ro^^al 
hospitality  shown  to  this  Society  by  Major 
jjray,  when  we  met  at  Richmond,  still,  we 
nost  heartily  welcome  you  to  our  city. 

Prior  to  our  participation  in  the  war, 
ve  commenced  to  arrange  a  program  for 
:he  meeting,  and,  when  I  look  back  at 
those  plans,  I  am  disappointed  at  the  quan- 
tity we  now  offer  you.  A  roll  call  of  the 
sixty  men  w^ho,  by  regular  attendance  and 
the  active  part  they  have  taken  in  the 
Society  for  several  years,  might  be  con- 
;sidered  the  backbone  of  the  Society  re- 
|vealed  the  fact  that  more  than  forty  were 
jin  the  Service,  and  to  have  an  annual 
meeting  without  Brown,  Case,  Hickey, 
Hill,  Skinner  and  a  great  many  others 
who  are  somewhere  in  France  or  preparing 
to  go  there  seemed  futile.  Personally,  I 
felt  that  it  was  a  mistake,  but,  lest  I  might 
unconsciously  be  influenced  by  my  own 
disappointment  at  having  a  small  meeting, 
I  accepted  the  opinion  of  the  majority  of 
the  Executive  Committee  and  then  at- 
tempted hurriedly  to  complete  the  pro- 
gram. 

The  ruling  of  the  Surgeon  General  that 
no  leave  of  absence  would  be  granted  has 
prevented  members  of  the  Society  in  the 
Service  from  attending  the  meeting,   ex- 

*  Delivered  at  the  Eighteenth  Annual  Meeting  of  the 


cept  those  near  enough  to  attend  during 
the  twenty-four  hours  which  has  been 
granted  by  their  commanding  officers. 
Therefore,  it  was  decided  to  limit  the 
scientific  sessions  to  one  day  and  two  half 
days,  and  to  concentrate  as  much  of  the 
program  as  possible  into  one  day,  particu- 
larly that  portion  bearing  on  military 
roentgenology. 

It  is  the  ambition  of  each  president  to 
do  something  for  the  improvement  of  our 
Society,  of  which  we  are  all  proud,  or  to 
accomplish  some  remarkable  personal 
achievement  which  will  lift  the  science  of 
roentgenology  one  step  higher,  as  our  last 
president  did  w^hen  he  presented  the  roent- 
genocardiograph.  At  the  beginning  of  my 
term  I  thought  of  two  problems,  one  or 
the  other  of  which  I  wished  to  work  out 
during  the  year.  One  of  these  was  the 
perfection  or,  at  least,  making  practical 
the  use  of  the  moving  parallel  slots  for 
the  elimination  of  the  secondary  or  scat- 
tering rays  from  the  body,  and  of  the  in- 
direct rays,  either  from  the  posterior  sur- 
face of  the  target  in  the  Coolidge  tube,  or 
from  the  glass  wall  of  the  gas  tube. 

The  deleterious  effects  of  each  of  these 
groups  of  rays  have  been  considered  in 
publications  during  the  year  by  Dr.  Cool- 
idge and  Major  Shearer. 

The  other  problem  w^as  a  mere  dream, 
too  nebulous  to  even  mention. 

When  one  of  the  speakers  at  last  year's 

•Ajnerican  Roentgen  Rav  Society,  September,  1917. 


363 


364 


Address  by  the  President 


meeting  mentioned  the  fate  that  had  be- 
fallen Moseley,  who  had  accomplished  so 
much  in  the  classification  of  rays  in  their 
relation  to  atomic  weight,  it  occurred  to 
me  how  unfortunate  it  would  be  if  war 
should  interfere  even  with  the  solving  of 
the  problems  I  had  in  mind,  much  more 
if  it  should  interfere  with  our  whole  work 
of  life. 

I  arranged  for  the  transfer  of  the  moving 
slot  machine  from  the  experimental  room 
to  my  regular  operating  room,  but  fate 
and  the  slowness  of  the  electrician  would 
have  it  that  before  this  transfer  was  com- 
plete, in  the  twinkling  of  an  eye,  all  was 
changed.  A  member  of  this  Society  in 
the  early  hours  of  dawn,  during  the  At- 
lantic City  meeting,  aroused  me  and 
asked,  "Cole,  what  would  you  do  in  case 
of  war  with  Germany?"  Whether  or  not 
he  has  done  anything  since  for  the  service 
of  his  country,  he  at  least  diverted  my 
mind  from  the  moving  parallel  slot  into 
other  channels.  I  wondered  what  I  could 
do,  and  I  asked  others.  Finally  on  March 
ninth  I  decided  to  write  a  letter  to  each 
member  of  the  American  Roentgen  Ray 
Society.  Out  of  198  members  129  re- 
sponded very  promptly.  Within  a  week, 
as  President  of  a  national  society,  I 
received  a  letter  from  Dr.  Martin  and 
Dr.  Simpson  of  the  Council  of  National 
Defense,  inquiring  about  the  roentgeno- 
logical resources  of  the  country,  particu- 
larly the  personnel,  and  asking  me  to 
appoint  a  committee.  Much  of  the  data 
which  they  desired  was  already  assembled, 
and  I  appointed  the  following  committee: 
Drs.  Caldwell,  Manges,  and  Holmes,  rep- 
resenting respectively  the  three  societies  of 
New  York,  Philadelphia,  and  Boston,  with 
Dr.  Van  Allen  as  Chairman  of  the  Execu- 
tive Committee.  Dr.  Caldwell  was  unable 
to  serve  and,  at  my  request  that  he  select 
an  alternate,  he  chose  Dr.  Jaches.  The 
Committee  met  and  formulated  a  report, 
embodying  recommendations  of  which  the 
following  is  a  resume: 

Realizing  that  the  number  of  men  and 
equipment  available  from  the  members  of 


the  American  Roentgen  Ray  Society  were' 
quite  inadequate  and  that  it  was  desirable 
that  further  resources  be  recruited,  the 
Committee  recommended  first,  that  the 
various  states  should  be  divided  intc 
groups — each  group  to  have  a  committee 
man  to  canvass  it  for  available  roentgen 
ologists  who  were  not  members  of  the 
American  Roentgen  Ray  Society — second 
that  schools  of  instruction  in  military 
roentgenology  should  be  established  in  ac 
cessible  geographical  centers.  The  coursi 
of  instruction  in  these  schools  should  cove: 
the  entire  field  of  military  roentgenology 
The  instructors  in  these  schools  should  b 
volunteers  from  the  roentgenologists  0 
standing  in  the  vicinity.  The  men  apply 
ing  for  instruction  in  these  schools  shoul( 
be  qualified  for  the  Medical  Reserv 
Corps.  Third,  that  one  or  more  issues  0 
The  American  Journal  of  Roentgen 
OLOGY  should  be  devoted  exclusively  t 
educational  propaganda  concerning  mili 
tary  roentgenology.  The  subject  matte 
of  these  issues  should  be  in  accord  with  th 
plans  of  the  Council  of  National  Defense 
Fourth,  that  a  manual  of  military  roent 
genology  should  be  compiled  and  issuei 
in  concise  form.  This  manual  should  con 
sist  of:  a  description  and  drawings  0 
standardized  .x-ray  equipment  recommend 
ed  by  the  Council;  a  standardized  tech 
nique  for  radiography  and  fluoroscopy 
and  a  standardized  technique  for  the  local; 
ization  of  foreign  bodies.  ' 

This  report  was  submitted  to  Dr.  Simp 
son  of  the  Council  of  National  Defense 
He  considered  that  some  of  the  recon 
mendations  were  not  within  the  scope  c 
his  Committee  and  he  personally  accorr 
panied  me  to  the  Surgeon  General's  Ofiicc 
There  some  of  these  recommendation 
were  made  to  Colonel  Fisher  and  Majc 
Noble,  who  heartily  approved  of  them  an 
offered  every  possible  aid  in  putting  thei 
into  effect. 

Most  fortunately,  one  of  the  membei 
of  our  Societ3^  Major  Christie,  reenterc 
the  Service  and  was  assigned  to  the  Sui 
geon  General's   Office  to  take  charge  ( 
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issembling  the  roentgenological  resources 
)f  the  country.  Everything  appeared  to 
DC  going  smoothly,  and  it  seemed  as  though 
:here  would  be  at  least  eighteen  months 
:or  the  training  of  roentgenologists  and 
the  assembling  of  apparatus.  I  happened, 
however,  to  be  in  Washington  on  a  day 
that  will  probably  go  down  in  history  as 
one  of  the  greatest  days  in  the  annals  of 
the  war.  I  was  calmly  sitting  in  the  ofhce 
of  the  Council  on  National  Defense,  wait- 
ing for  Dr.  Simpson,  when  I  heard  a  dis- 
tant rumble,  rapidly  becoming  louder^ 
General  Joffre  had  entered  Washington 
and  was  passing  down  Pennsylvania  Ave- 
nue on  his  way  to  the  White  House.  The 
office  boy  pricked  up  his  ears  and  said, 
"This  ain't  any  ordinary  parade,  I'm 
going  out  to  see  it."  As  a  result  of  that 
nimble,  which  shook  the  country  from 
coast  to  coast  and  from  the  Lakes  to  the 
Gulf,  Captain  Hill,  the  first  member  of 
this  Society  to  go,  silently  slipped  away  to 
somewhere  in  France  just  two  weeks  and 
one  day,  almost  to  the  hour,  from  that 
moment.  From  then  on  m.any  of  the  men 
whom  we  have  known  almost  as  brothers 
began  to  slip  away,  not  with  the  blare  of 
trumpets,  but,  simply  dropping  the  hoe  in 
the  middle  of  the  row,  they  answered  the 
call  to  service.  Some  of  you  may  think 
they  have  gone  to  "coushie"  jobs  in  roent- 
genological laboratories  away  back  from 
the  firing  line  out  of  the  reach  of  the  grim 
reaper,  but  the  very  first  page  of  history 
records  the  dangers  to  which  these  men 
are  subjected  by  the  unprecedented  fiend- 
ishness  of  the  adversary. 

The  Committee  on  Preparedness  of  the 
American  Roentgen  Ray  Society,  after 
outlining  a  program,  appointed  an  Ad- 
visory Committee  composed  of  many  rep- 
resentative roentgenologists  of  the  coun- 
try-, and  before  the  final  plans  were  com- 
pleted there  was  a  meeting  of  the  Ad- 
visory Committee  at  which  most  of  these 
matters  were  considered.  This  Advisory 
Committee  was  so  representative  that  John- 
ston in  his  characteristic  way  remarked, 
"You  might  think  this  was  a  meeting  of 


the  American  Roentgen  Ray  Society,  but 
it  is  not."  In  the  latter  part  of  June  a 
conference  was  held  for  about  two  weeks  at 
Cornell  University  Medical  College.  It  was 
attended  by  the  roentgenologists  who  were 
to  be  instructors  in  the  schools  of  roent- 
genology- throughout  the  country.  At  that 
time  we  considered  the  subjects  which 
should  be  taught  at  the  various  schools,  the 
methods  of  localization  and  the  t^'pes  of 
apparatus  best  suited  to  the  military 
service.  We  also  considered  the  question 
of  roentgenographing  the  chests  of  recruits 
in  the  National  Army.  The  Committee 
unanimously  adopted  the  following  report 
which  was  submitted  to  the  Surgeon 
General : 

It  is  the  belief  of  the  committee  that  a 
combination  of  a  careful  clinical  and  roent- 
genological examination  of  the  chest  gives 
the  most  accurate  information  on  which 
to  base  acceptance  or  rejection  of  appli- 
cants for  military  service.  That  the  roent- 
genological study  will  aid  not  only  in  the 
elimination  of  pulmonary  lesions  but  also 
in  the  discovery  of  various  concealed 
heart,  aortic  and  mediastinal  lesions,  which 
might  be  overlooked. 

The  committee  also  beheves  that  it  is 
practicable  to  make  a  roentgenological  ex- 
amination of  the  chest  of  each  recruit  at 
a  cost  which  will  be  amply  repaid  by  sub- 
sequent decrease  in  the  incidence  of  tuber- 
culosis in  the  service  and  consequent  les- 
sening of  pensions  incident  to  the  war. 

The  committee,  therefore,  recommends 
that  an  .v-ray  examination  be  made  of 
each  accepted  recruit  and  that  such  cases 
as  show  roentgenological  evidence  of  the 
presence  of  a  sufficiently  important  lesion 
be  held  for  further  observation. 

The  examination  will  also  serve  to  elim- 
inate the  question  as  to  the  presence  of 
disease  in  cases  which  might  otherwise  be 
rejected  for  supposed  tuberculosis,  because 
of  the  history  or  deceptive  physical  signs. 

Prior  to  this  time  Dr.  Coolidge,  in  his 
characteristic  far-sighted  way,  reaUzed  the 
necessity  of  a  field  apparatus  and,  even 
before  the  Committee  on  Preparedness  ha 
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taken  up  the  work,  was  already  carrying 
on  research  work  on  an  equipment  which 
has  proven  to  be  one  of  the  most  remarkable 
developments  of  the  year.  This  is  the  Cool- 
idge  Delco  outfit,  which  is  so  well  known 
that  it  need  not  be  described.  Captain 
Steiner  of  Unit  No.  15  took  the  first  one  of 
these  with  him  as  an  auxiliary  apparatus 
and  at  the  time  I  last  heard  from  him  he 
was  using  it  exclusivel}". 

There  have  been  established  throughout 
the  country  nine  schools  for  training  men 
in  military  roentgenology,',  with  the  follow- 
ing men  as  instructors  in  charge  of  these 
schools.  We  are  hoping  to  have  a  report 
of  the  work  that  many  of  these  men  are 
doing  at  the  dinner  to-morrow  night. 

Boston:  Major  Arial  W.  George. 
Philadelphia :  Major  Willis  S.  Manges. 
Baltimore:  Major  Frederick  H.  Baetjer. 
Pittsburgh:  Major  George  C.  Johnston. 
New  York:  Major  Leon  T.  Le  Wald. 
Richmond :  Major  Alfred  L.  Gray. 
Chicago:  Captain  E.  S.  Blaine. 
Kansas  City:  Capt.  E.  H.  Skinner 
Los  Angeles:  Capt.  William  B.  Bowman. 

A  "Manual  of  Military  Roentgenology" 
has  been  written  by  Major  Philip  W. 
Huntington,  Majors  Hickey,  Le  Wald, 
Manges  and  Shearer,  Doctors  Bowen,  Dun- 
ham, Law  and  Pfahler,  and  has  been  ed- 
ited by  Major  Manges.  This  manuscript  is 
in  the  printer's  hands  at  the  present  time 
and  will,  I  hope,  soon  be  published. 

Another  problem  which  has  attracted 
considerable  attention  throughout  the 
country  is  the  roentgenological  examina- 
tion of  the  chests  of  the  troops.  Some 
work  has  already  been  done  under  the 
auspices  of  the  Subcommittee  on  Tuber- 
culosis of  the  Council  of  National  Defense, 
of  which  Dr.  Hermann  Biggs  is  Chairman 
and  Drs.  Baldwin,  Brown,  and  Miller  are 
members.  They  have  given  this  subject 
most  serious  consideration. 

The  first  one  hundred  men  examined 
were  members  of  the  12th  Regiment, 
N.  Y.  N.  G.    These   men   were   examined 


stereoscopically  in  one  direction  and  with 
a  plain  plate  in  the  other  direction.  This 
was  done  especially  to  determine  whether 
or  not  the  single  plate  would  reveal  the 
diagnosis  in  the  majority  of  cases.  These 
plates  were  first  examined  as  plain  plates 
and  later  examined  stereoscopically,  and 
while  we  all  appreciate  .the  value  and  beau- 
ty of  stereoscopic  plates,  yet  the  work  of 
making  and  interpreting  stereoscopic  plates 
is  about  five  times  as  great  as  that  of 
making  and  interpreting  a  single  flat  plate, 
and  in  only  one  instance  did  the  subsequent 
study  of  the  stereoscopic  plates  alter  cm 
previous  interpretation  of  the  flat  plate. 

The  results  of  this  examination  of  one 
hundred  men  was  so  astonishing  that  Wf 
hardly  believed  that  it  would  be  dupli- 
cated in  a  larger  series.  Through  the  in- 
fluence of  Dr.  Biggs,  arrangements  wen 
made  for  the  examination  of  1000  men  01 
the  69th  Regiment,  N.  Y.  N.  G.  This  worl« 
was  done  exclusively  by  the  students  anc 
faculty  of  the  New  York  School  of  Mili- 
tary Roentgenology,  and  an  attempt  was 
made  to  combine  speed  with  accuracy 
An  apparatus  was  constructed  for  tht 
purpose  of  making  rapid  exposures  anc! 
was  loaned  by  a  prominent  manufacturer 
A  full  report  of  this  work  was  sent  to  th( 
Subcommittee  on  Tuberculosis. 

The  examinations — one  plate  to  a  case- 
were  made  at  the  average  of  one  in  twenty 
eight  seconds.  Six  hundred  and  forty  plate; 
were  developed  by  one  man  without  as 
sistance  between  3  p.  m.  one  day  anc 
5  p.  m.  the  next  day.  These  plates  wen 
then  interpreted  before  the  class  in  mili: 
tary  roentgenology  at  about  the  rate  o: 
two  per  minute.  That  is,  the  plates  wen 
divided  into  three  groups:  normal,  tuberj 
culous,  and  doubtful.  The  doubtful  caseii 
were  then  studied  more  carefully,  allowing; 
about  one  minute  for  each  case,  by  tw(' 
or  three  men  who  determined  when  som<, 
of  the  doubtful  cases  should  be  considerec; 
normal,  and  others  considered  definiteb; 
tuberculous.  A  very  simple  classification 
even  more  simple  than  that  previously  re 
ported,  was  adopted  for  the  classificatioi 
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jf  these  cases  (Fig.  i).  The  lesions  repre- 
lented  by  the  squares  above  the  shaded 
irea  are  practically  normal  and  of  no 
clinical  significance.  Those  below  the 
shaded  area  are  definitely  pathological  and 
should  be  rejected,  while  those  which  fall 
within  the  shaded  squares  are  doubtful 
cases  and  should  be  held  for  further  clinical 
and  roentgenological  observation. 

These  same  1000  cases  were  examined 
clinically,  independently  of  the  .v-ray  ex- 
aminations, by  a  board  of  special  exam- 
iners, and  a  comparison  of  the  roentgeno- 
logical findings  and  the  results  of  the  clin- 
ical examinations  were  made.  This  com- 
parison will  sometime  make  an  interesting 
item  in  the  history  of  the  war. 

Another  little  side  issue  is  the  develop- 
ment of  a  caliper  for  assisting  in  the  locali- 
zation of  foreign  bodies  and,  particularly, 
in  conveying  the  information  from  the 
roentgenologist  to  the  surgeon.  In  the  de- 
velopment of  this  I  was  greatly  assisted 
by  the  members  of  the  class,  particularly. 
Captains  Ashbury,  Borzell.  Bromer,  Jaches, 
and  Lieutenants  Moore,  Mayer  and 
Powell,  who  were  members  of  a  camping 
I  expedition  when  the  Coolidge  Delco  ap- 
!  paratus  was  tested  out.  Captain  Ashbury 
will  give  more  details  of  this  expedition  to- 
morrow at  the  dinner. 

In  spite  of  my  disappointment  at  the 
size  of  the  program.  I  wish  greatly  to  ex- 
press my  appreciation  to  those  who  have 
contributed  to  it,  especially  to  those  who 
on  rather  short  notice,  after  they  thought 
there  would  be  no  meeting,  have  prepared 
papers. 

Now,  gentlemen,  there  is  just  one  thing 
that  will  make  this  meeting  worth  while. 
It  is  not  the  papers  you  are  going  to  hear, 
nor  the  opportunity  to  present  the  result 
of  your  year's  work  before  the  national 
society.  It  is  not  the  spirit  of  fellowship 
because,  with  so  many  absent  members 
and  our  minds  on  other  things,  the  meeting 
will  lack  the  esprit  de  corps  for  which  it  is 
noted — on  a  certain  day  last  spring  things 
ceased  to  be  as  they  were  and  they  never 
"will  be  as  they  were  again. 


We  are  now  living  in  the  most  eventful 
year  in  the  histor}^  of  the  world. 

Last  May  many  boys  went  to  Plattsburg 
as  boys,  but  they  came  back  as  men^ 
men  who  realized  the  seriousness  of  the 
problem  they  had  undertaken.  Yesterday, 
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while  I  was  thinking  over  what  I  was  to 
say,  the  boys  of  the  new  National  Army 
marched  past.  There  were  boys  singing 
and  laughing  and  shouting.  I  was  reminded 
of  a  sentence  in  an  old  grammar,  a  sen- 
tence used  for  analyzing,  which  is  as  fol- 
lows: "Hands  that  last  3^ear  bore  stains 
of  fruits  and  flowers  now  bear  redder 
stains  of  war."  Those  boys  can  never  go 
through  what  lies  before  them  and  come 
back  boys.  When  they  come  back  they 
may  shout  and  sing — some  of  them — but 
it  will  be  the  shout  and  song  of  victory 
and  not  the  shout  of  the  simple  boy. 

Many  of  you  have  regularly  attended 
these  meetings  in  years  passed  and  have 
contributed  to  them,  you  have  derived 
from  them  a  wealth  of  knowledge,  experi- 
ence and  enthusiasm  which  is  not  accessi- 
ble through  any  other  channels.  You  have 
acquired  this  knowledge  and  experience, 


S6S 


Roentgenotherapy  of  Tuberculous  Peritonitis 


you  have  quahfied,  and  now  your  country 
needs  your  service.  Many  men  in  other 
walks  of  life  are  sick  at  heart  because  they 
have  nothing  to  offer  their  country  and 
they  envy  you  and  me  because  w^e  have 
something  to  give.  Major  Le  Wald,  in  ad- 
vising two  young  men  regarding  the  ser- 
vice, simply  said,  "One  is  more  likely  to 
regret  the  things  that  he  did  not  do  than 
the  things  that  he  did  do."  Unquestionably 
there  are  some  among  you  who  have  real 
good  sound  reasons,  not  excuses,  for  not 
rendering  service  to  your  country.  They 
are  to  be  pitied,  for  they  are  deprived  of 
the  satisfaction  of  service,  beside  which 
all  other  things  fade  into  oblivion.  Some- 
times I  feel  like  a  shirker  myself  or,  per- 
haps, more  like  a  man  who  was  drafted 
for  the  Civil  War  and  hired  some  one  to 
go  in  his  place. 

I    had    joined    the    Roosevelt    Hospital 
Unit  No.  15  and  expected  to  go  with  them 


to  France,  but  I  had  to  make  the  choice 
between  that  and  what  I  have  attempted 
to  do  here.  Therefore,  my  associate  and 
friend.  Captain  Steiner,  went  in  my  place. 
And  when  Hickey,  Case,  Brown,  and  Hill 
and  Steiner  and  the  other  members  of  this 
ever-increasing  roll  of  honor  return,  I 
shall  feel  that  they  have  served  their 
country  more  actively  than  I  have,  unless 
the  opportunity  presents  to  relieve  Cap- 
tain Steiner,  or  to  serve  in  some  other 
capacity  somewhere  in  France.  The  time 
when  your  services  are  required  will  soon 
slip  by  and  then  it  will  be  too  late.  When 
Captain  Squires  returns  from  the  most 
dangerous  post  yet  assigned  to  an  Amer- 
ican roentgenologist  to  greet  his  young 
wife  and  a  baby  born  on  the  day  he  sailed, 
a  baby  he  has  never  seen,  will  you  be  able 
to  look  him  in  the  eye  and  feel  that  your 
excuse  for  not  serving  is  a  real  good  reason? 
Lewis  Gregory  Cole 
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Weil  remarks  that  of  all  the  methods  of 
treating  tuberculous  peritonitis,  systematic 
utilization  of  sunlight  and  sea  air  seem  to 
have  the  most  testimony  in  their  favor. 
But  both  require  the  suitable  environment 
which  is  within  the  reach  of  comparatively 
few.  On  the  other  hand,  with  the  roentgen 
rays  we  can  apply  the  chemical  rays  any- 
where, even  to  outpatients.  He  has  been 
applying  roentgenotherapy  systematically 
since  19 14,  using  large  doses  of  very  pene- 
trating rays,  filtered.  Some  of  the  children 
had  the  fibrous  form  of  peritonitis  and  some 
the  form  with  ascites.  In  every  case  in 
which  there  was  not  already  generaliza- 
tion of  the  disease  in  the  lungs  or  pro- 
nounced cachexia,  a  complete  cure  was 
rapidly  realized,  with  complete  restoration 
of  the  general  health.  He  uses  a  CooHdge 


tube,  a  5  mm.  aluminum  filter,  a  20  cm. 
spark,  and  a  1.5  or  2  milliampere  current. 
The  exposures  are  repeated  about  monthly, 
but  he  reduces  the  strength  a  little  each 
time  to  ward  off  skin  trouble.  This  technique 
does  not  entail  radiodermatitis  nor  gener- 
alization of  the  tuberculosis.  After  the  first 
series  there  may  be  a  recrudescence  of  the 
fever  and  persisting  malaise,  but  this 
reaction  was  never  serious  in  his  experience, 
and  he  never  allowed  it  to  interfere  with 
his  giving  the  effectual  dose  of  12  or  14  H 
units  in  the  course  of  four  successive  days 
on  the  four  quarters  of  the  abdomen.  In 
case  of  much  debility  the  series  can  be  frac- 
tioned  to  spread  out  over  ten  or  twelve! 
days.  (Paris  med.,  Oct.  13,  VII,  No.  41, 
pp.  289-304.)  (Ref.  /.  Am.  M.  Ass.,  Dec' 
8,  1917,  p.  2003.) 
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IX  THE  article  on  the  "Stereoscopic 
Radiograph  as  an  Aid  to  the  Surgeon," 
•ead  before  the  Chicago  Medical  Society, 
'[anuary,  191 1,  I  said:  "The  stereoradio- 
iraph  overcomes  practically  all  the  short- 
:omings  of  the  single  plate.  The  fusion 
Df  the  two  pictures  into  one,  by  means 
3f  the  stereoscope,  builds  up  a  plastic, 
translucent  bod}^  resembling  a  glass  model, 
in  which  all  the  structures  can  be  plainly 
distinguished.  The  magnification  of  shad- 
ows, which  is  the  fault  of  single  radio- 
graphs, due  to  oblique  exposures,  or  to 
unequal  distances  of  lesions  from  the 
{plate,  is  corrected  in  the  stereoscopic 
[radiograph  because  the  latter  produces  a 
\true  optical  view^ 

I     To   explain   by   psycholog\^    how   mere 
I  shadow  pictures  can  produce  so  remarkable 
a  result  is  the  purpose  of  this  paper. 

Let  one  begin  with  the  simplest  example 
possible  of  how  a  shadowgraph  can  produce 
an  image  corresponding  to  that  of  actual 
observation.  Suppose  a  coin  is  placed  at  a 
unit  distance  from  the  observer,  who 
looks  at  it  with  one  eye  only.  Such  a  case 
is  illustrated  by  Fig.  i .  The  light  from  the 
object,  as  shown  by  the  narrow  solid  lines, 
passing  through  the  lens  of  the  eye,  pro- 
duces upon  the  retina  of  the  eye  an  inverted 
and  much  reduced  image  of  the  object. 
In  the  figure  this  image  is  shown  by  the 
hea\'y  line  ah.  The  dotted  line  indicates 
the  course  of  that  light  which  falls  upon 
the  fovea.  If  now,  by  placing  a  sensitized 
plate  directly  behind  the  coin,  and  by 
putting  a  light  in  the  position  that  was 
occupied  by  the  lens  of  the  eye,  an  exposure 
is  made,  the  shadowgraph  produced  (shown 
by  the  circle  labeled  "picture,"  in  the 
figure)  will  be  quite  analogous  in  form  and 


size  to  the  coin.  Hence  if  this  shadow- 
graph be  observed  at  a  unit  distance  from 
the  eye,  the  image  produced  on  the  retina 
of  that  eye  will  correspond  exactly  with 
the  image  of  the  coin. 

Suppose  now  that  the  coin  be  placed 
at  one  half  instead  of  a  full  unit  distance 
from  the  eye.  This  case  is  illustrated  by 
Fig.  2.  As  the  diagram  clearly  indicates, 
the  effect  on  the  eye  is  to  produce  an 
image  twice  the  size  of  that  produced  in 
Fig.  I,  with  the  coin  at  unit  distance.  If, 
as  before,  the  plate  be  put  at  a  unit  dis- 
tance and  a  shadowgraph  made,  this 
shadowgraph  will  be  a  circle  of  twice  the 
radius  of  the  former  shadowgraph  which 
was  equal  in  size  to  the  coin.  Hence  the 
image  produced  by  its  observation  at  the 
unit  distance  will  be  twice  the  size  of  that 
produced  in  Fig.  i  and  so  equal  to  that 
produced  by  observation  of  the  coin  at 
half -unit  distance.  This  is  really  more 
evident  from  the  diagram  than  any  de- 
scription can  make  it.  There  will  thus 
be  no  apparent  difference  between  the 
coin  observed  at  half-unit  distance  and 
this  second  shadowgraph  observed  at  full- 
unit  distance.  Analogously,  at  whatever 
distance  the  object  is  placed,  if  the  dis- 
tance of  the  plate  is  the  same  for  both  ex- 
posure and  observation,  the  shadowgraph 
will  invariably  give  an  accurate  image  of 
the  coin. 

Let  us  now  turn  to  binocular  vision. 
Before  trying  to  solve  the  problem  of  an 
artificial  production  of  a  "true  optical 
view"  by  shadowgraphs,  let  us  consider 
the  natural  process  of  obtaining  it.  Taking 
for  illustration  the  observation  of  two 
coins,  one  at  full  and  one  at  half -unit 
distance  from  the  eyes,  let  us  assiune  that 
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the  eyes  focus  on  the  further  coin.  (Object  with  ones  thus  discovered,  by  numberless 

I  in  Fig.  3.)  The  images  of  the  center  of  similar  experiences,  to  associate  the  diifer- 

this  object,  as  the  dash  lines  in  the  diagram  ent  amounts  of  convergence  of  the  eyes 

indicate,  will  fall  on  the  fovea  of  each  eye.  necessary  to  bring  the  image  of  an  object 

In  each  e^^e,  also,  object  2  will  be  imaged  simultaneously  upon  the  two  foveas,  with 


Fig.  2. 


Fig.  I. 


slightly  to  the  right  of  the  fovea.  Fig.  3 
illustrates  this  quite  clearly,  where  the 
heavy  lines  ab  in  each  eye  indicate  image 
I  and  image  2,  respectively.  Here,  as  pre- 
viously, the  images  of  the  nearer  coin  are 
the  larger.  But  the  mind,  in  converting 
the  stimuli  received  from  these  images  on 
the  retinas  into  perceptions,  introduces 
distance  from  the  eyes,  and  proportionate 
size  of  the  objects  determined  by  their 
distance.  We  have  learned  by  reaching 
out  and  touching  objects,  by  walking  up 
to    them,    by    comparing    new    distances 


Fig.  3- 

definite  special  distances  from  the  observer. 
The  making  of  this  actual  convergence 
even  is  soon  unnecessary.  Objects  imaged 
elsewhere  than  on  the  fovea  demand 
convergence  or  divergence  to  focus  the 
two  foveas  on  them,  in  proportion  to  the 
amount  of  the  difference  between  the  dis- 
tance of  the  image  from  the  retina  in  one 
eye  and  this  distance  in  the  other,  that  is, 
in  proportion  to  what  I  will  call  the  "dif- 
ference in  fovea  distances."  This  physical 
fact  is  clearly  evident  from  the  diagram. 
Experience  teaches  the  mind  to  associate 
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hese    "differences    in    fovea    distances" 
kth  definite  amounts  of  convergence  or 
[ivergence  of   the   e^^es,  which  is  at  once 
nterpolated  into   a   perception   of   actual 
distance  from  the  observer.  Thus  in  Fig. 
;  the  fovea  distance   ba,  in  eye   i,  being 
greater  than  the  fovea  distance,  ba  in  eye 
,.',  the  difference  is  positive,   that  is,   the 
greater  fovea  distance  is  in  the  eye  where 
[he  image  is  on  the  "outside"  of  the  fovea. 
Plainly   this   positive   difference   indicates 
ii  convergence,    not    a   divergence   of   the 
byes;  a  shorter,  not  a  greater,  distance  of 
ithe  object  from  the  observer.  When  this 
'difference  is  negative,  the  reverse  is  true. 
Through    the    ceaseless    practice  of  daily 
life  these  "fovea  differences"  become  very 
accurate    indicators    of    special    distance. 
In  a  similar  manner,  the  mind  has  learned 
to  discount  the  size  of  the  image  in  pro- 
portion to  its  distance  from  the  observer. 
Thus  to  return  to  our  illustration,  though 
the  two  coins  cast  images  of  very  different 
sizes  on  the  retinas,  they  appear  as  coins 
of  the  same  size,  but  at  different  distances 
from  the  observer.  This  seeing  of  objects 
in  their  actual  size  and  distance,   is  the 
essence  of  the  tnie  optical  view. 

Let  us  now  return  to  our  shadowgraphs. 
Let  us  introduce  a  plate  at  unit  distance, 
as  in  the  monocular  work.  By  first  making 
a  shadowgraph  with  the  light  in  the  posi- 
tion formerly  occupied  by  the  lens  of  e^^e 
I  and  then  making  another  on  a  new  plate, 
with  the  light  in  the  position  formerly 
held  by  the  lens  of  eye  2,  we  will  obtain 
two  shadowgraphs,  each  of  which,  if  viewed 
at  unit  distance  by  its  proper  eye,  as  our 
previous  exposition  has  shown,  will  pro- 
duce in  that  eye  an  image  exactly  analo- 
gous to  that  which  real  objects  would 
produce.  This  can  readily  be  seen  from 
Fig.  3.  Hence  if  we  can  make  two  successive 
roentgenographs  with  the  light  first  in 
the  one  position  of  one  eye  and  then  of  the 
other,  and  if  we  can  arrange  these  pictures 
so  that  each  eye  will  see  only  the  roentgeno- 
graph proper  to  it,  and  yet  each  eye  have 
the  image  of  the  same  object  on  its  fovea, 
we  will  simultaneously  have  produced  im- 


ages on  each  of  the  eyes  which  are  exactly 
like  those  produced  by  the  actual  objects. 
The  effect,  consequently,  m.ust  be  the  pro- 
duction of  a  "true  optical  view"  with 
the  objects  appearing  in  proportion  to 
their  actual  size,  and  with  the  distance 
from  the  eyes  clearly  observable.  To  obtain 
the  two  required  roentgenographs  is  simple. 
The  x-ray  tube  is  placed  on  a  sliding  car- 
riage. Without  moving  the  patient  and 
carefully  changing  the  plates  so  as  not  to 
disturb  him,  two  exposures  are  made. 
Between  exposures  the  tube  is  moved  the 
distance  between  the  eyes.  The  two  plates, 
when  developed,  are  set  facing  each  other, 
with  a  rectangular-prism  reflector  midway 
between  them.  The  observer  then  places 
his  eyes  close  to  the  intersection  of  the 
mirrors  forming  the  prism.  This  apparatus 
is  illustrated  in  Fig.  4.  The  lines  A-B  are 
the  shadowgraphs  of  the  coins,  made  with 
the  light  in  the  position  of  eye  i  of  Fig.  3. 
The  lines  A2-B2  are  those  made  with  the 
light  in  the  position  of  eye  2  of  Fig.  3. 
As  shown  by  the  narrow  solid  lines  in 
Fig.  4,  the  light  coming  from  the  shadow- 
graphs is  bent  by  the  mirrors  so  that  each 
eye  receives  the  light  from  its  proper  plate 
as  if  it  had  come  from  somewhere  very 
nearly  in  front  of  the  observer.  Consid- 
ering only  one  eye,  by  slightly  altering  the 
angle  of  the  prism  or  the  direction  of  the 
eye,  any  desired  image  can  be  brought 
upon  the  fovea.  Let  us  assume  again 
that  one  image  of  the  center  of  the  small 
coin  is  so  placed.  This  is  indicated  by  the 
dash  line  in  the  figure.  The  amount  of 
convergence  or  divergence  that  the  other 
eye  will  have  to  undergo,  in  order  to  bring 
the  corresponding  image  on  its  fovea,  is, 
therefore,  determined  by  the  position  of 
the  mirror-prism  in  regard  to  the  plates — 
the  further  back  it  is  moved  from  the  line 
joining  the  center  of  the  two  plates,  the 
greater  will  be  the  convergence,  and  the 
further  forward  the  greater  the  divergence. 
If  it  is  brought  so  far  forward  as  to  demand 
a  divergence,  the  eyes  will  not  respond, 
and  we  will  get  no  fusion  of  the  two  images. 
By   a   very    shght    motion   of   the   mirror 
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backwards  and  forwards  across  the  Hne 
joining  the  center  of  the  plates,  we  can 
produce  an  angle  of  convergence  that 
will  cause  the  object  to  appear  to  be  a  few 
feet  from  the  observer.  With  this  constant 
apparent  distance,  the  apparent  size  of 
the  object,  since  it  varies  in  proportion  to 
the  size  of  the  image  cast  on  the  retina,  will 


difference  of  fovea  distance  is  the  same 
then  the  near  object  will  appear  the  same 
distance  in  front  of  the  far  one,  and  of  the 
same  proportional  size. 

Thus,  I  artificially  produce  a  true  optical 
view :  a  view  characterized  by  seeing  thing- 
in  proportion  to  their  actual  size  and  ar- 
ranged according  to  a  third  dimension. 
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vary  inversely  as  the  distance  the  light 
must  travel  from  the  plate  to  position  of 
the  observer.  This  is  evident  from  the  dis- 
cussion of  monocular  vision. 

Granting  these  technical  adjustments,  it 
is  plain  that  we  have  satisfied  the  require- 
ments laid  down  before,  as  necessary  to 
produce  images  on  the  retinas  of  the  eyes 
exactly  like  those  produced  by  actual 
vision  and  have,  hence,  produced  "true 
optical  view."  To  illustrate  this,  I  have 
drawn  Fig.  4  to  the  same  scale  as  Fig.  3 
and  have  arranged  the  apparatus  so  that 
the  angle  of  convergence  of  the  eyes  is 
the  same  in  both  cases.  In  this  case, 
as  can  be  seen  at  a  glance,  the  images  on 
the  retina  in  Fig.  4  are  the  same  as  those 
corresponding  in  Fig.  3,  not  only  in  pro- 
portions but  also  in  absolute  measurement. 
The  potential  convergence  necessary  in 
turning  the  foveas  from  the  far  object 
to  the  near  is  in  both  figures  measured 
by  the  difference  between  the  areas,  a-h 
eye.  i  and  a-h  eye  2.     If  in  both  cases  this 


One  point,  however,  must  not  be  for- 
gotten, namely,  that  the  plates  must  be 
properly  placed  before  inspection.  The 
pictures  must  be  viewed  in  the  same  posi- 
tion in  which  they  were  taken.  In  other 
words  if  a  body  be  taken  dorsoven- 
trally,  it  must  be  viewed  dorsoventrally, 
otherwise  we  obtain  a  false  or  pseudoscopic 
view.  What  should  appear  near  in  that 
case  appears  remote  and  vice  versa. 
Objects  which  appear  at  a  distance  are 
also  greatly  magnified.  The  reason  for  this 
is  almost  self-evident  when  we  compare 
Fig.  5,  in  which  the  plates  have  been 
turned  over,  with  Fig.  4.  With  the  excep- 
tion of  this  inversion  the  situation  illus- 
trated by  the  two  figures  is  quite  similar. 
The  result  is,  that  the  size,  retinal  dis- 
tances, etc.,  of  the  images  correspond  in 
the  two  cases,  but  the  potential  converg- 
ence in  Fig.  5  is  negative  instead  of 
positive.  The  excess  difference  in  fovea 
distance  is  on  the  inside  of  the  left  side, 
not  the  outside.  To  turn  the  foveas  toward 
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he  near  object  here,  requires  divergence 
istead  of  convergence.  The  large  shadow 
nstead  of  appearing  the  nearer,  thus 
ppears  the  more  remote.  Hence  its  relative 
ize  is  greatly  magnified,  causing  it  to  ap- 
pear like  a  large  moon  in  the  sk\\ 
!  Thus,  if  our  roentgenographs  are  re- 
versed   in    position,    instead    of    a    true 


the  sensitive  plate.  The  four  coins  appear 
to  be  lying  directly  upon  the  wire  screen. 
In  viewing  the  stereoscopic  pair  by  means 
of  prisms  or  a  hand  stereoscope,  all  four 
coins  return  to  their  normal  size,  but  their 
relative  distances  from  the  screen  are  at 
once  apparent.  They  appear  in  front  of  the 
screen,  approaching  the  observer.  This 
then  illustrates  a  true  optical  view,  which 
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stereoscopic  effect,  we  obtain  a  pseudo- 
scopic  view.  I  cannot  illustrate  this  better 
than  by  showing  here  again  the  coin  experi- 
ment which  I  published  some  eight  years 
ago. 

COIN  EXPERIMENT   SHOWING  STEREOSCOPIC 
AND  PSEUDOSCOPIC  VIEWS 

A  convincing  illustration  of  correction 
or  shadow  distortions  is  seen  when  this 
stereo  is  viewed.  It  represents  four  coins 
(American  half  dollars,  which,  of  course, 
are  all  the  same  size)  placed  side  by  side 
on  a  wire  screen,  each  coin,  however,  being 
placed  at  a  different  level  from  the  screen, 
supported  at  the  different  heights  by  vari- 
ous thicknesses  of  cotton.  The  first  coin  lies 
directly  on  the  wire  screen;  the  second,  an 
inch  higher ;  the  third,  two  inches,  and  the 
fourth,  three  inches  above  the  screen. 

•Examining  a  single  plate  we  note  that 
each  coin  is  of  a  diflEerent  size,  due  to  the 
magnifying  of  the  shadow,  on  account 
of  the  various  distances  of  the  coins  from 


corrects  all  the  distortions  of  the  single 
plate.  (See  lower  set.)  One  must,  however, 
take  into  account  that  even  in  the  stereo- 
scopic view  a  certain  relative  difference 
in  the  size  of  the  four  coins  is  to  be  ex- 
pected, such  as  we  alwa^'s  observe  by 
looking  at  two  objects  of  the  same  size, 
when  one  is  a  little  nearer  to  the  eye  than 
the  other.  Coin  No.  4  is  three  inches  nearer 
to  the  observer's  eye  than  coin  No.  i,  and, 
therefore,  must  appear  a  trifle  larger. 

If  the  plates  are  transposed  by  shifting 
the  right  to  the  left  and  the  left  to  the 
right,  a  pseiidoscopic  view  is  obtained. 
The  coins  appear  to  be  receding  from  the 
observer,  behind  the  wire  screen,  and  their 
shadows,  as  they  recede,  subtend  greater 
angles  at  greater  distances  and,  therefore, 
are  greatly  magnified,  giving  an  entirely 
false  image.  (See  upper  set.)  It  is  thus 
very  important  to  view  the  roentgeno- 
grams in  the  same  relation  in  which  they 
were  taken,  in  order  to  avoid  these  dis- 
tortions. Of  course,  in  roentgenograms 
which  do  not  show  much  depth,  as,  for 
instance,  a  foot  or  a  hand,  this  distortion 
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is  not  noticeable,  but  in  the  chest  or  the 
pelvis  the  distortions  are  so  great  that 
they  may  mislead  us  in  our  diagnosis. 

It  is  of  the  utmost  importance  that  the 
plates  are  to  be  properly  placed  in  the 


No.   2.   It  is  therefore  necessary  to  mark 
the   plates  while  they  are  taken. 

If  these  principles  of  physics  are  ob- 
served, the  objects  roentgenographed  will 
be   represented   in   the    stereoscopic   view 


Stereoscopic  and  Pseudoscopic  Views  of  Coin  Experiment. 


stereoscope.  It  makes  quite  a  difTerence 
whether  we  put  our  plates  into  the 
stereoscope  with  the  glass  side  out  or 
in.  It  also  makes  a  great  deal  of  dif- 
ference which  plate  is  to  our  right  and 
which  to  our  left.  The  two  exposures, 
which  are  made  with  the  shifting  of  the 
focus  of  the  tube  of  some  six  centimeters 
(the  pupillary  distance)  represent  our 
eyesight.  Plate  No.  i  represents  the  left 
eye,  plate  No.  2  the  right  eye,  and  thus 
they  are  placed  in  the  stereoscope  in  the 
same  relation,  so  that  when  reflected  upon 
the  mirror  the  left  eye  will  see  plate 
No.    I    and  the  right  eye  will  see    plate 
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)me  convinced  that  the  interpretations 
om  the  stereoscopic  set  are  much  easier 
hd  more  rehable    than  those    from  the 

rgle  plate.  The  magnification  of  shadows 
the  loss  of  their  intensity,  which  is  due 
)  the  distance  of  the  objects  roentgeno- 
raphed,  makes  the  single  plate  in  many 
istances  almost  worthless,  yes,  even  less 
lan  worthless.  They  may  at  times  lead 
D  false  deductions  and  consequently 
3   false    treatment.    In    the    stereoscopic 


picture  we  not  only  obtain  the  third 
dimension,  we  obtain  a  great  deal  more: 
the  magnification  and  distortion  of  the 
shadows  due  to  oblique  exposure  and  the 
overlapping  of  shadows  are  corrected. 

These  experiments  and  the  practical 
application  of  the  stereoscopic  method  of 
diagnosis  for  the  past  twelve  years  have 
taught  me  their  advantages,  and  I  wish 
again  to  urge  the  more  extensive  appli- 
cation of  the  stereoscopic  method. 


USE  OF  RADIUM  IN  NONMALIGNANT  UTERINE  HEMORRHAGE 


The  authors  report  quite  gratifying 
esults  from  the  use  of  radium  in  selected 
pases.  They  think  that  it  has  a  distinct 
peld  and  that  its  judicious  use  will  often 
pbviate  the  necessity  of  operation. 

"The  nonmalignant  conditions  of  the 
Items  causing  menorrhagia  or  metror- 
rhagia may  be  grouped  as  follows : 

1.  Cases  in  which  there  is  little  or  no 
demonstrable  pathologic  change  in  the 
jUterine  wall,  no  history  of  infection,  and 
|in  which  the  uterus  is  apparently  normal 
iin  size  and  position,  with  normal  adnexa. 
'In  such  cases,  the  bleeding  is  in  all  prob- 
I  ability  due  to  some  disturbance  of  the 
internal  secretions,  especially  of  the  thy- 
roid or  of  the  ovary.  This  condition  is 
often  encountered  in  young  girls  about 
puberty. 

2.  The  menopause. 

3.  Chronic  metritis  (or  rather  the  in- 
crease of  fibrous  tissue  in  the  uterine  wall 
subsequent  to  chronic  metritis). 

4.  Hypertrophy  or  hyperplasia  of  the 
endometrium,  especially  when  so  marked 
as  to  be  adenomatous  or  polypoid  in 
character. 

5.  Fibroids,  adenomata,  or  adenomyo- 
mata  of  the  uterus. 

6.  Chronic  endometritis,  especially  after 
incomplete  abortion. 

7-  Passive  congestion  of  the  uterus,  as  in 
retroflexion  or  prolapse." 


Of  the  first  three  groups  radium  may  be 
used  in  exclusion  of  surgery.  Groups  4 
and  5  may  require  surgery,  while  others 
yield  to  radium.  Groups  6  and  7  require 
operation. 

Ten  cases  were  treated  in  groups  i  and 
2.  The  bleeding  in  all  had  persisted  for 
years.  All  had  been  curetted  from  one  to 
six  times  without  relief.  One  had  had  23 
and  one  28  x-ray  treatments.  Xine  were 
given  intra-uterine  treatments ;  the  average 
dose  was  1000  milligram-hours.  The  treat- 
ment failed  in  one  patient.  In  two  others 
it  was  necessary  to  repeat. 

Eighteen  cases  were  treated  in  groups 
3  and  4.  ]\Iost  of  them  gave  a  histor\'  of 
previous  pelvic  infection,  usually  puerperal. 
Thirteen  had  been  curetted  from  one  to 
four  times,  and  several  had  had  operations 
on  the  uterus  and  adnexa  without  relief. 
One  had  .x-ray  treatments  without  relief. 
In  several  cases  radium  treatment  was 
followed  by  amenorrhea.  Two  patients  had 
a  recurrence  of  bleeding  about  one  year 
later.  Three  suffered  from  marked  meno- 
pausal symptoms;  while  5  were  similarly 
ailected,  but  the  symptoms  were  light  and 
transient. 

The  best  treatment  for  fibroids  was 
found  to  be  in  relatively  large  doses; 
i5eo  to  2000  milligram-hours  were  used, 
{South.  M.  J.,  Nashville.  June,  1918,  p. 
449-) 
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THE  roentgenologist  of  to-day  is  prob- 
ably a  transitional  type.  He  repre- 
sents a  stage  between  the  pure  technician 
with  little  medical  knowledge  and  the 
highly  specialized  diagnostician  whose  fund 
of  special  knowledge  is  a  compound  of  an 
important  part  of  every  other  specialt}^ 
In  his  present  transitional  stage,  much  is 
demanded  of  him,  for  which  his  prepara- 
tion is  inadequate.  The  result  is  that  he 
is  often  discredited  when  he  attempts  too 
much,  or  is  found  inadequate  to  the  re- 
quirements of  his  specialty  when  he  at- 
tempts too  little. 

Roentgenology^  is  probably  the  purest 
consulting  specialty  in  medicine,  because 
all  information  derived  by  the  roent- 
genologist passes  through  the  consulting 
physician  to  the  patient.  Hence,  benefits 
accrue  directly  to  the  physician  and  only 
indirectly  to  the  patient.  Again,  since 
the  intercourse  of  the  roentgenologist  is 
to  a  great  extent  with  highly  trained 
specialists,  he  must  indeed  be  well  informed 
on  many  subjects,  if  he  is  to  serve  his 
most  useful  purpose  and  justify  the  con- 
tinued existence  of  his  chosen  specialty. 

The  Gall-bladder. — i\s  an  humble  fol- 
lower of  our  colleague  George  of  Boston, 
the  writer  has  made  a  sincere  and  not 
totally  unsuccessful  attempt  to  make 
consistent  diagnoses  of  cholecystitis  and 
cholelithiasis  by  means  of  the  serial  roent- 
genogram. From  a  statistical  standpoint 
results  have  been  disappointing,  since  the 
cases  found  roentgenologically  negative 
but  surgically  positive  have  considerably 
outnumbered  those  found  positive  and  con- 
firmed. Likewise  from  the  standpoint  of 
"conservation  of  raw  materials"  it  is 
doubtful  whether  the  lavish  expenditure 
has  been  justified  by  the  results  obtained. 
The  roentgenologist  knows  no  greater 
satisfaction,  however,  than  that  of  proving 
conclusively  the  presence  of  gall-stones  or 
a  thickened  gall-bladder,  and  it  is  to  be 


hoped  that  persistence  will  be  rewarded 
by  such  improvement  in  technique  that 
negative  roentgen  findings  may  be  accept- 
ed as  more  conclusive. 

Whether  or  not  it  is  possible  to  visualize 
the  normal  gall-bladder  remains  a  moot 
question — in  the  opinion  of  your  essayist 
— but  it  is  a  question  upon  which  the  roent- 
genologist should  maintain  an  open  mind. 

In  gall-bladder  diagnosis  there  is  oftc 
available    a    certain    amount    of    indirei 
evidence,  offered  by  the  gastric  examina- 
tion. Thus,  with  signs  pointing  to  a  lesion 
in   the  upper  abdomen — such  as   pylor< 
spasm,  atypical  gastric  peristalsis,  or  a  sLx- 
hour  retention  of  a  Reider  meal,  and  an 
absence   of   all   direct   signs   of  gastric  or 
duodenal  ulcer — a  preferential  or  possible 
diagnosis  of  gall-bladder  disease  may  be 
offered  to  the  referring  physician.     Such  a 
diagnosis,  however,  should  be  given  only; 
to    the   physician   and    should    always  be! 
a  qualified  one.     While  direct  evidence  i- 
far  more  conclusive  it  is  not  always  avail-, 
able,  and  your  essa^^st  is  one  who  believes 
that  a  roentgenological  opinion  may  prop- 
erly be  based  upon  all  the  evidence  offered. 

The  Appendix. — Whether  the  normal 
appendix  should  always  fill,  or  should 
never  fill;  and  what  its  characteristics 
should  be  when  filled,  are  questions  upon 
which  there  are  as  many  opinions  as 
authors.  Likewise,  the  technique  em- 
ployed in  the  examination  of  the  appendix 
has  never  been  standardized.  It  is  obvious 
that  when  men  of  wide  experience  differ 
so  radically  upon  so  simple  a  problem 
there  must  be  important  differences  inj 
their  technique.  Among  factors  which, 
may  be  of  importance  are  (i)  the  men- 
struum in  which  the  barium  is  served,  (2)1 
the  intervals  allowed  to  elapse  between; 
examinations,  (3)  the  amount  of  manipu- 
lation of  the  cecum,  (4)  the  use  of  the 
barium  clyster  before  or  after  the  meal. 

The  reflex  influence  of  the  diseased  01 
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Iherent    appendix    upon    the    muscular 

notion  of  the  stomach  may  be  of  some 

iportance.  In  certain  cases  of  doubtful 

iolog>'  one  observes  a  spasmodic  contrac- 

on  of  the  pars  pylorica,  an  irregular  type 

:  gastric  peristalsis  or  a  six-hour  retention 

:   the   bariiun-carbohydate    meal,    unac- 

Dunted  for  by  disease  of  either  the  stom- 

,ch  or  gall-bladder.  These  signs  may  point 

'  p.    appendicitis,    pericecal    adhesions    or 

eal  stasis  of  inilammator}^  origin. 

Gastric  Ulcer. — Is  it  proper  for  the  roent- 

enologist  to  make  a  negative  diagnosis  of 

hronic  gastric  ulcer?  While  it  is  frequently 

onceded  that  a  simple  florid  ulcer,  of  the 

lore  acute  type,  may  manifest  no  roentgen 

vidence  of  its  presence,  failiire  to  detect 

,    chronic    indurated    ulcer    is    generally 

egarded  an  inexcusable  faux  pas  on  the 

)art  of  the  roentgenologist.  The  writer  is 

nclined  to  align  himself  with  those  who 

believe  that  such  an  ulcer  may  in  certain 

itages    of    its    existence    entirely    escape 

he  eye  of  the  roentgenologist.  Two  brief 

::ase  reports   may   serve   to   support   this 

:ontention. 

Mrs.  J.  S.,  36,  was  examined  fluoro- 
scopically  on  May  20,  191 7.  There  was  at 
this  time  a  deep  niche  on  the  lesser  curva- 
ture, accompanied  by  an  apparent  hour- 
glass constriction  of  the  stomach. 

She  was  rerayed  after  seven  months  and 
her  stomach  then  appeared  roentgenologi- 
cally  negative.  The  spasm  and  the  niche 
had  disappeared  and  the  stomach  seemed 
normally  mobile  although  she  still  com- 
plained of  modified  ulcer  symptoms. 

Mrs.  O.  A.  T.  was  rayed  on  October  2^, 
1 91 7.  The  only  sign  found  was  a  small  but 
typical  pathognomonic  niche  on  the  lesser 
curvature.  When  reexamined  only  two 
months  later  no  niche  could  be  detected, 
but  there  was  marked  tenderness  to  pres- 
sure at  its  former  site. 

Both  of  these  cases  should  still  be  clas- 
sified under  gastric  ulcer,  although,  under 
efficient  treatment,  the  craters  had  been 
obliterated  and  other  manifestations 
ameliorated.  In  the  absence  of  a  pathog- 
nomonic   niche    or    accessory   pocket,    a 


positive  diagnosis  must  be  only  tentative, 
and  should  have  the  support  of  clinical 
history,  symptoms  and  laboratory  find- 
ings. A  negative  diagnosis,  on  the  other 
hand,  should  mean  only  that  there  are 
no  roentgen  manifestations  of  a  lesion. 
With  these  Umitations,  an  examination  by 
a  competent  and  experienced  roentgenol- 
ogist is  of  infinite  value  from  the  stand- 
point of  diagnosis,  prognosis  and  therapy. 

Duodenal  Ulcer. — The  recognition  of 
duodenal  ulcer  requires  greater  experience 
than  does  that  of  any  other  lesion  of  the 
gastro-intestinal  tract.  The  negative  diag- 
nosis in  the  presence  of  a  perfectly  normal 
cap  is  easy  and  practically  conclusive. 
So,  too,  is  the  positive  diagnosis  in  the 
presence  of  a  typical  cap  deformity,  or 
an  overwhelming  abundance  of  indirect 
evidence.  But  what  shall  we  say  of  those 
cases  which  fail  to  qualify  in  either  of  these 
classes?  If  there  is  no  cap,  there  can  be 
no  cap  deformity,  and  hence  there  is  an 
absence  of  the  only  pathognomonic  sign 
of  duodenal  ulcer.  Yet  some  of  these  are 
undoubtedly  ulcer  cases  while  others  are 
equally  without  doubt  gall-bladder  cases. 
Still  others  miay  be  accounted  for  as 
anatomical  peculiarities.  Hence,  neither  a 
positive  nor  a  negative  roentgen  diagnosis 
can  be  made.  Such  cases  are  exceptional 
and  doubtless  many  of  them  could  be 
cleared  up  with  patient  perseverance  and 
a  large  series  of  roentgenograms;  but  at 
this  time  the  writer  is  merely  attempting 
to  emphasize  some  of  the  practical  diffi- 
culties of  everyday  practice,  and  there  is 
often  an  economic  barrier  to  an  ideally 
complete  examination. 

When  roentgen  manifestations  are  atypi- 
cal or  inconclusive,  greater  reliance  must 
be  placed  upon  the  case  history  and  clini- 
cal laboratory  findings  than  is  necessary 
or  advisable  when  they  are  definitely  nega- 
tive or  positive  in  character.  The  differ- 
ential diagnosis  between  chronic  cholecys- 
titis with  periduodenal  adhesions  and 
chronic  duodenal  ulcer  is  occasionally  a 
difficult  one. 

The  Thorax. — Above  the  diaphragm  it 
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is  again  the  atypical  case  which  makes 
us  pause.  If  all  cases  were  true  to  type, 
a  wealth  of  experience  would  not  be  re- 
quired to  develop  a  roentgenologist.  He 
who  has  learned  to  recognize  in  Hodgkins 
the  well-circumscribed  mass  of  mediastinal 
glands,  may  fail  to  properly  classif}^  the 
masses  of  peribronchial  lymph-nodes  with- 
in the  lung  field.  Certain  cases  of  carcino- 
matous infiltration  of  the  lungs  are  very 
typical  while  others  so  closely  simulate 
early  tuberculosis  that  great  care  must  be 
exercised  to  avoid  error.  A  lung  abscess 
may  be  so  situated  that  it  cannot  be  mis- 
taken, or  it  may  be  near  the  pleura  and 
be  called  empyema,  or  it  may  be  concealed 
within  a  pneumonic  process  and  pass  as 
pneumonia. 

In  the  chronic  empyemas,  the  writer 
has  sometimes  found  it  difficult  to  state 
with  assurance  whether  there  is  pus  with- 
in a  mass  of  adhesions  and  folds  of  thick- 
ened pleura,  in  a  limg  area  which  is 
relatively  air-free,  or  whether  he  is  dealing 
with  a  postinflammatoiy^  organized  exu- 
date. Even  the  exploratory  needle  is  not 
infallible,  but  the  zeal  of  many  clinicians 
to  discredit  the  roentgenologist  leads  them 
to  rely  upon  the  negative  exploratory 
puncture  with  unjustified  faith. 

The  Mediastinum. — One  might  write  a 
monograph  upon  the  roentgen  anatom^^  of 
the  mediastinum  and  he  who  read  such  a 
monograph  and  studied  the  collected  roent- 
genographic  data  would  be  confused  by 
the  infinite  variety  of  the  normal.  Hence, 
slight  variations  from  the  normal  may  not 
be  recognized  as  such  and  a  roentgenogram 
which  represents  the  normal  in  a  certain 
type  of  individual  may  point  to  a  patho- 
logical process  in  another.  The  diagnosis 
of  aneurism  of  the  arch  at  a  well-developed 
stage  may  be  simple  and  conclusive,  but 
the  writer  knows  of  no  estabhshed  roentgen 
sign  of  aneurism  of  slight  degree,  which  can 
be  considered  reliable.  In  the  experience 
of  the  writer  an  aneurism  which  can  be 
positively  diagnosed  roentgenological^  al- 
ways offers  definite  clinical  signs.  These 
may,    however,    have    escaped    detection 


and  it  is  not  unusual  to  discover  a  well- 
developed  aneurism  in  the  course  of  a 
routine  gastro-intestinal  examination. 

The  heart  offers  a  field  for  more  scien- 
tific roentgen  study,  but  even  with  the 
methods  in  common  use  to-day,  the 
experienced  roentgenologist  is  in  a  posi- 
tion to  offer  the  internist  an  infinite  amount 
of  assistance  in  the  classification  of  his 
heart  cases.  The  writer  recalls  from  mem- 
ory'' a  most  unusual  instance  in  which  the 
entire  medical  staff  concurred  in  a  diagno- 
sis of  mitral  insufficiency  and  stenosis, 
despite  entirely  negative  roentgen  obser- 
vations. At  autopsy  the  heart  was  found 
absolutely  negative. 

In  a  large  series  of  cases  studied  both 
roentgenologically  and  electrocardiographi- 
cally  in  conjunction  with  other  clinical 
methods  of  study,  there  has  been  a  sur- 
prising coordination  in  diagnosis.  As  in 
many  other  spheres  of  roentgen  endeavor, 
the  chief  factor  of  error  is  the  normal 
variability  according  to  individual  type. 
In  cardiac  work  it  is  most  important  to 
adhere  strictly  to  certain  recognized  prin- 
ciples of  interpretation,  such  as  relative 
measiirements  of  the  right  and  left  heart, 
contour  of  left  ventricular  borders  and 
prominence  of  auricular  and  arterial  con- 
vexities. In  the  short,  stout  individual, 
the  long  axis  of  whose  heart  shadow  tends 
to  the  horizontal  instead  of  the  perpen- 
dicular, these  factors  lose  their  constancy, 
and  it  becomes  increasingly  difficult  to 
draw  accurate  deductions. 

Pulmonary  Tuberculosis. — There  is  no 
doubt  in  the  mind  of  your  essayist  that 
the  roentgen  method,  properly  applied, 
offers  greater  and  more  accurate  values 
in  the  diagnosis  of  pulmonary  tubercu- 
losis than  all  other  clinical  methods  com- 
bined. Nevertheless,  there  are  many  pit- 
falls for  the  unwary,  and  it  is  to  these 
that  your  attention  is  directed.  There  is 
no  standard  normal  lung  roentgenogram. 
A  group  of  healthy  individuals  without  a 
history  of  known  lung  infection  of  any 
type  will  present  a  widely  variant  picture 
as  to  thickness  and  character  of  broncho- 
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vascular  tree,  massiveness  of  hilus  shadows 
and  general  density  of  the  lung  fields. 
Hence  we  must  avoid  general  impressions 
and  demand  in  the  roentgenogram  specific 
expressions  of  tuberculosis. 

What  are  these  specific  expressions? 
One  never  attempts  to  describe  them,  much 
iless  to  define  them,  without  becoming 
'<  involved  either  in  incomprehensible  ver- 
biage or  in  the  employment  of  established 
pathological  terms  to  describe  shadows, 
the  true  pathology  of  which  is  not  yet 
estabUshed.  In  a  paper  before  the  A.  R.  R. 
Society  in  191 2  the  writer  advanced  the 
theory  that  the  shadows  upon  which 
roentgenologists  were  coming  to  rely  for 
the  early  diagnosis  were  vascular  in  origin, 
probably  due  partly  to  lymphatic  engorge- 
ment and  partly  to  thromboses  of  tiny 
peripheral  blood  vessels.  The  theory  was 
based  purely  upon  the  roentgen  observa- 
tions of  a  large  nimiber  of  cases,  and  evi- 
dence continues  to  accumulate  to  support 
it.  Thus,  one  frequently  observes  the  com- 
plete disappearance  of  all  signs  of  tubercu- 
losis in  cases  kept  under  observation  over 
a  period  of  years  or  months.  This  would 
not  occur,  were  these  signs  due  to  tubercles 
or  fibrosis,  as  was  formerly  held  by  many 
writers.  Unquestionably,  the  conglomerate 
tubercle  may  be  seen  in  the  roentgenogram, 
but  its  presence  is  not  proof  of  active 
tuberculosis.  Fibrosis,  too,  produces  gross 
changes  in  the  lung  field,  but  if  one  at- 
tempts to  rely  upon  them  .for  a  diagnosis 
of  tuberculosis,  he  will  often  be  led  astray. 
In  fact,  we  must  seek  a  part  of  the  lung 
field  which  is  relatively  free  from  such 
changes,  in  which  we  may  distinguish  the 
wraith-like  shadows  which  are  so  charac- 
teristic of  active  tuberculosis.  The  latter 
tend  in  the  aggregate  to  assume  a  trian- 
gular shape.  Miller  and  Dunham,  in  their 
excellent  anatomical  studies,  have  shown 
that  this  is  because  each  lobule  or  lung 
unit  is  triangular  in  shape,  and  that  each 
has  its  own  vascular  and  lymphatic  dis- 
tribution. That  active  pulmonary  tuber- 
culosis may  exist  without  producing  char- 
acteristic roentgen  signs  is  doubtful,  but 


the  following  sources  of  error  may  be 
pointed  out: 

(i)  Careless  Technique. — In  no  branch 
of  roentgenologic  diagnosis  is  technical 
imperfection  so  dangerous.  Stereoroent- 
genograms  are  absolutely  essential  and 
these  must  be  made  strictly  according  to 
standard  technique.  One  must  not  rest 
content  with  poor  roentgenograms,  since 
the  changes  of  greatest  significance  are 
the  least  outstanding  and  hence  the  first 
to  be  lost  either  through  improper  tube  or 
dark-room  technique.  There  is  a  tendency 
among  certain  clinicians,  whose  sole  quali- 
fication as  roentgenologists  is  the  posses- 
sion of  a  roentgen  outfit,  to  rely  too  much 
upon  the  fluoroscope.  This  practice  cannot 
be  condemned  too  strongly,  because  it 
leads  inevitably  to  self-deception  and  a 
false  sense  of  security.  Early  and  charac- 
teristic roentgen  signs  of  tuberculosis  can- 
not be  seen  on  the  fluoroscopic  screen. 

(2)  Concomitance  of  Other  Chronic 
Lung  Infections. — The  diagnosis  of  tuber- 
culosis is  always  more  difficult  and  ques- 
tionable when  there  are  changes  in  the 
lung  due  to  other  chronic  infections. 
Bronchiectasis  may  exist  with  or  without 
tuberculosis,  but,  fortunately,  it  usually 
involves  only  the  lower  lobes.  It  may 
occasionally  happen,  however,  that  changes 
due  to  the  tubercle  may  be  concealed  by 
the  bronchiectatic  process.  This  applies 
also  to  pneumoconiosis,  lung  edema  and 
chronic  passive  congestion. 

Certain  cases  showing  moderately  ad- 
vanced lesions  may  appear  roentgenologi- 
cally  healed  or  latent,  whereas  physical 
signs  or  positive  sputa  prove  them  active. 
Here,  again,  the  usual  roentgen  signs  are 
covered  up  by  the  scars  and  fibrotic 
changes  of  the  disease.  This  work  demands 
close  cooperation  between  the  internist 
and  the  roentgenologist,  if  the  best  results 
are  to  be  attained.  If  such  cooperation 
cannot  be  had,  it  is  probably  less  impossi- 
ble for  the  roentgenologist  to  become  pro- 
ficient in  the  use  of  the  stethoscope,  than 
for  the  internist  to  learn  to  properly  inter- 
pret the  chest  stereoroentgenogram. 
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THE  published  reports  on  radium  ther- 
apy by  eminent  observers  during  the 
past  four  or  five  years  have  stimulated  many 
others  to  take  up  this  work,  and,  now,  this 
rare  and  potent  element  is  undergoing  ex- 
ploitation in  a  manner  neither  desirable 
nor  altogether  altruistic. 

Radium  in  the  hands  of  the  charlatan  or 
unscrupulous  physician  offers  perhaps  the 
most  prohfic  field  in  existence  for  humbug- 
ging the  patient,  both  physically  and  finan- 
cially. Numerous  instances  of  this  kind  are 
undoubtedly  fresh  in  your  minds.  On  the 
other  hand,  radium  exhibited  by  the  care- 
ful and  observant  physician  bids  fair  to 
rank  as  one  of  the  evolutionary  standards 
of  medicine.  Some  of  the  radium  therapists 
apparently  derive  much  pleasure  from 
making  erroneous  comparative  statements 
concerning  radium  and  :v;-rays.  The  writer 
has  listened  to  papers  where,  among  other 
remarks,  the  essayist  stated  that  radium 
was  five  hundred  times  stronger  than  the 
roentgen  ray.  Then,  in  the  very  next 
sentence,  the  astonishing  information  was 
imparted  that  the  x-rays  produced  biuns 
and  radium  did  not.  In  another  instance, 
the  writer  remembers  either  reading  or 
hearing  the  statement  that  x-rays  could 
not  be  used  in  the  treatment  of  skin 
lesions  around  the  eye,  but  that  radium 
alone  was  tenable.  This  and  many  other 
equally  foolish  remarks  have  prompted 
the  present  attempt  to  discuss  briefly  the 
physics  and  chemistry  of  both  agents  in 
order  that  we  may  understand  their  r61e  in 
therapeutics. 

Such  remarks  can  emanate  only  from 
those  who  are  either  totally  imfamiliar 
with    modem    roentgenotherapy    or    will- 


fully   misrepresent    the    facts.    That    the 
roentgen    ray    has    been    used    and    also 
abused   unmercifully   is   self-evident,   and 
that  there  have  been  a  great  many  more  i 
failures  than  successes  in  its  broad  appli-j 
cation  is  equally  true.   It  is  also  a  regret- 1 
table  fact  that  we  are  all  loath  to  report  I 
our  failures  and  mistakes.  At  the  same 
time,  it  is  refreshing  to  observe  that  the; 
gradual  standardization  of  roentgenother- ' 
apy,  on  both   a   conservative   and   scien- 
tific   basis,    is    fast    winning    the    confi-, 
dence  and  respect  of  progressive  medical 
men. 

Now   comes   radium    therapy   with   its 
sponsors  demanding  the  center  of  the  stage, 
unmindftd  of  the  fact  that  it  is  in  about! 
the   same  predicament   today  that  x-ray 
therapy  was  five  or  six  years  ago,  but  with 
the  added  advantage  of  knowledge  obtainedi 
by  these  years  of  .x-ray  experience.  While 
x-rays  and  radium  are  totally  unlike  ii; 
their  physical  aspect  as  to  apparatus  ancj. 
mode  of  production,  yet  we  must  accepi' 
and  bear  in  mind  that  like  quantities  o: 
equal  amounts  of  both  agents  have  identi 
cally  the  same  action  and  reaction  upoi 
all  living  structures  in  which  they  reside 
This  is  a  basic  fact,  easily  borne  out  b} 
microscopic  findings,  and  already  acceptec 
by  a  vast  majority  of  the  workers  in  thi 
field  of  medicine. 

To  reach  a  working  basis  for  comparin; 
radiimi  with  the  roentgen  ray,  it  is  firs 
necessary  to  know  that  the  available  ther 
apeutic  energy  from  all  the  raditun  so  fa 
collected  by  any  individual  or  institutio 
in  the  whole  world  is  not  equal  in  amoun 
to  the  total  output  of  energy  from  a  singL 
Coolidge  .x-ray  tube  working  full  capacitjl 
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In  the  second  place,  the  working  radius 
of  the  two  agents  is  dissimilar.  The  area 
of  gross  therapeutic  activity  of  radium 
rays  from  their  source  is  from  zero  to  two 
and  one-half  and  three  centimeters  in  ex- 
tent. The  area  of  therapeutic  activity  of 
the  x-rays  can  be  extended  to  a  distance 
of  twenty  feet  from  the  source. 

By  therapeutic  rays  in  this  disserta- 
tion are  meant  the  actual  rays  which  are 
absorbed  by  the  particular  tissues  under 
discussion.  Rays  which  pass  entirely 
through  the  object  aimed  at  are  just  as 
useless  in  the  field  as  rays  which  fall  short 
of  the  objective  point.  It  is  only  those  rays 
which  are  actually  absorbed  in  the  tissues, 
or  whose  rate  of  progress  is  stopped  within 
[  the  field,  that  are  transformed  into  a  work- 
!  iiig  energy.  Another  difference  is  the  length 
of  time  required  for  the  radiations  from 
radium  to  produce  their  effect  upon  re- 
sponsive structures.  In  their  present  service 
qualities,  the  ratio  varies  between  fifty  and 
two  hundred  to  one. 

As  a  concrete  example,  suspend  any 
given  amount  of.  radium  say  eight  inches 
above  the  skin,  the  usual  working  distance 
where  x-rays  are  employed,  and  without 
the  interposition  of  any  filter  except  the 
glass  container  of  the  radiimi  salt;  ex- 
pose in  this  manner  for  ten  minutes  and 
note  results.  Not  the  slightest  change 
occiirs,  either  macroscopic  or  microscopic. 
Now  make  a  similar  exposvure  to  an  x-ray 


tube  working  at  capacity  without  filter  at 
the  same  distance.  What  occurs?  Necrosis 
and  death  of  the  part  exposed. 

If  we  use  radium  in  dosage  approaching 
that  of  the  roentgen  rays,  and  give  time 
enough   for    a    sufficient    amount   of   the 
energy  of  radiation  to  be  transformed  and 
liberated    within    the    tissues,    the    same 
amount  of  irritation  and  destruction  will 
be  noted  as  occurs  with  the  x-rays.     If  we 
call  the  effect  of  the  different  rays  which 
strike  the  photographic  plate  actinic  ac- 
tion, the  same  differential  range  of  time, 
between  the  two  agents  is  again  demon- 
strated.    One  may  with  impunity  exhibit 
an  unexposed  photographic  negative  pro- 
tected from  daylight  to  within  48  inches 
of  radium  without  danger  of  fogging  the 
sensitive  emulsion.     Yet  if  this  same  neg- 
ative comes  within  a  distance  of  twenty 
feet  of  an  active  .x-ray  tube,  it  is  instantty 
fogged. 

Now,  in  order  to  understand  clearly  why 
these  agents,  apparently  so  dissimilar, 
exert  the  same  influence  on  the  living  cell, 
it  is  necessary  to  consider  their  physical 
structure.  This  can  best  be  shown  by 
means  of  a  table  and  charts  which  are 
appended.  From  a  glance  at  these  charts, 
it  can  be  readily  understood  that  radio- 
activity, whether  from  x-rays  or  radium,  is 
identical  as  long  as  the  ray  energy  from 
either  source  works  at  the  same  frequency 
and  in  equal  amounts.  These  rays,  whether 


TABLE  FOR 
Roentgen   Rays 
Source  High  voltage  current,  100,000  volts  and 


COMPARISON 

Radium 

From  a  mineral  deposit  of  which  uranium  is  the  parent 


Medium  Vacuum  tubes  exhausted  to  the  highest 

degree  possible 

Result  Cathode  and  a:-rays  soft,  medium  and 

hard 

Amount  Unlimited 

Penetration        Therapeutic  rays  up  to  ten  or  twelve 

inches 

In  Service  J^f-rays  of  all  lengths  and  intensities 

Out  of  Service     Cathode  rays 


Chemical  reduction  and  distillation,  restdting  in  meas- 
ured quantities  of  radio-active  elements 

Emanation,  raditun,  A  B  C  to  F,  alpha  particles,  beta 
and  gamma  rays 

Markedly  limited 

Therapeutic  rays  up  to  three  centimeters 

Hard  beta  and  nearly  all  gamma  rays 

Practically  all  alpha  particles  and  a  few  very  hard 
gamma' rays  that  have  no  demonstrable  therapeutic 
action 
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long  or  short,  from  both  radium  and  the 
roentgen  tube  consist  of  vibrations  of  the 
ether,  similar  to  light  waves,  and  traveling 
with  the  same  velocity;  These  vibrations 


Inner  Circle 
2  cm.  from 
Radium  Source 


4  Tubes 
Total 
100  mg. 
Radium  Element 


Lead  Back 


may  have  different  wave  lengths  and  fre- 
quencies, upon  which  their  action  depends 
qualitatively.  Therefore,  it  can  be  equally 
well  understood  that  a  Hke  amount  of 
either  form  of  radio-activity  in  sufficiently 
large  amounts  will  in  time  produce  stim- 
ulation, inhibition,  or  destruction  of  the 
living  cells,  according  to  length  of  expo- 
sure. 

Some  of  you  will  perhaps  recall  the  state- 
ment so  positively  made  at  the  Delmonte 
meeting  last  month  that  radium  and  .r-rays 
were  entirely  dissimilar.  It  is  with  the  ob- 
ject of  correcting  this  erroneous  impression, 
which  is  prevalent  among  medical  men, 
that  these  rather  tiresome  details  are 
deemed  necessary. 

Physical  measurements,  carefully  made 
by  a  great  number  of  scientists,  have  now 
established  beyond  question  that  all  of 
the  phenomena  occurring  in  a  tube  con- 
taining radium  also  occiir  in  an  .x"-ray  tube. 

If  we  desire  to  produce  gamma  .x-rays 
of  equal  frequency  and  penetration  with 
radium,  it  is  only  necessary  to  increase  the 
generative  voltage  to  250,000.  Then  our 
x*-rays  would  be  of  no  more  therapeutic 


value  than  the  corresponding  radium  rays. 
The  energ}^  from  radium  is  due  to  an  in- 
herent explosion  of  the  radium  molecule 
itself  by  disintegration,  which  causes  the 
wave  disturbances.  These  disturbances 
are  always  constant  and  of  the  same  fre- 
quency, and  they  cannot  be  varied  as  long 
as  the  physical  body  of  the  radium  remains 
intact.  In  the  .x-ray  tube,  the  explosion 
results  from  the  impact  of  the  molecule  on 
the  tungsten  plate  by  an  electrical  force 
which  can  be  controlled  at  will. 

As  compared  to  radium  rays,  the  x-rays 
are  infinitely  more  numerical  and  complex 
as  they  emerge  from  the  heated  anti- 
cathode,  and  the  great  problem  in  their 
therapeutic  employment  is  to  utilize  the 
particular  bundle  of  rays  that  is  destined 
to  reach  the  part  treated.  The  Coolidge 
tube  has  made  great  strides  in  this  direc- 
tion, and  while  we  are  still  far  from  a 
homogeneous  bundle  of  rays  with  variable 
voltage,  we  are  approaching  that  standard  in 


Coolidge  Tube 


a  fairly  satisfactory  manner.  With  radium, 
the  problem  is  much  more  simple.  The  ap- 
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)aratus  itself  is  small  and  easily  handled. 
The  rays  are  comparatively  less  in  num- 
)er  and  of  higher  frequency,  and  most  of 
he  action  takes  place  within  a  short  dis- 
ance  of  the  source.  If  we  recall  that  the 
ivailable  radium  energy  does  its  work  at 
isuch  short  distances,  it  would  be  just  as 
lirrational  to  attack  an  intramural  fibroid 
jof  the  uterus  by  means  of  radium  applied 
to  the  cervix  as  it  is  to  use  a  filtered  Cool- 
idge  x-ray  tube  with  a  ten-inch  spark  gap 
in  a  case  of  superficial  acne.  It  is  not  in- 
tended to  convey  the  impression  that 
radium  is  of  little  service  in  medicine.  On 
the  contrary,  this  agent  deserves  the  high- 
est commendation  and  should  be  given 
every  scientific  opportunity  to  prove  its 
worth.  So  far,  however,  radium  has  been 
shown  to  have  a  strictly  hmited  field  of 
usefulness,  and  like  the  roentgen  rays,  there 
is  still  great  room  for  improvement  in  its 
universal  application. 

Summing  up  the  foregoing  and  applying 
the  deductions  to  the  therapeutic  utility 
of  ;x;-rays  and  radium  radiation,  we  find  the 
following  to  be  true : 

1.  For  therapeutic  purposes,  a  range  of 
different  wave  lengths,  suitable  for  differ- 
ent purposes,  is  desirable. 

2.  Both  the  roentgen-ray  tube  and  the 
radium  capsule  emit  a  number  of  different 
radiations,  varying  in  wave  length  and  in- 
tensity, but  of  identical  structure. 

3.  The  roentgen-ray  tube  may  be  con- 
trolled at  will  to  produce  almost  any  desired 
wave  length  of  radiation,  and  to  emit  this 
radiation  at  any  desired  intensity. 

4.  The  radium  emits  two  main  types 
of  radiation,  which  can  not  be  altered  by 
any  human  agency.  That  is  to  say,  such  a 


capsule  emits  rays  of  two  predominant  fre- 
quencies or  wave  lengths. 


TWO  TYPICAL  THERAPEUTIC 
X-RAYS 


LONG  .■  sorr  J  SL.\n 


5.  The  suitability  of  all  these  radia- 
tions is,  in  all  fairness,  still  a  matter  of 
experiment.  From  the  evidence  at  hand, 
it  would  seem  that  the  "softer"  of  the  two 
radiations  from  radium  is  too  limited  in  its 
radius  of  action  to  have  wide  application, 
these  rays  having  very  little  measurable 
influence  beyond  a  few  centimeters  dis- 
tance. The  "harder"  of  the  two  main  radia- 
tions from  radiimi  would  seem,  on  the  other 
hand,  to  have  too  high  a  penetration  for 
great  use.  Such  rays  pass  directly  through 
the  tissues,  without  exerting  an}^  appre- 
ciable effect. 

6.  The  quantities  of  available  radia- 
tion, as  already  stated,  are  far  greater  in 
the  roentgen  tube.  From  this,  energ}^  can 
be  radiated  in  one  second  to  exceed  in 
amount  the  energy  from  an  enormous 
quantity  of  radium  delivered  over  several 
hours  time. 


INTRACRANIAL  AEROCELE  FOLLOWING  FRACTURE  OF 

THE  FRONTAL  BONE 

WITH  A  REPORT  OF  A  CASE 

BY    GEORGE    W.    HOLMES,    M.D. 

BOSTON,    MASS. 


FRACTURES  of  the  skull  and  their 
complications  are  of  especial  interest 
at  this  time  because  of  the  frequency  with 
which  these  injuries  occur  in  oiu*  military 
camps,  both  at  home  and  abroad.  The 
type  of  injury  discussed  in  this  paper  is 
of  especial  interest  because  of  the  ease 
with  which  it  can  be  diagnosed  when  prop- 
er examinations  are  made  and  the  radio- 
graphic findings  are  kept  in  mind,  and  be- 
cause of  the  seriousness  of  the  injiuy  in 
untreated  cases  (all  cases  so  far  reported 
having  been  fatal).  There  is,  also,  a  possi- 
bility that,  if  a  correct  diagnosis  was  made 
early  and  proper  treatment  instituted, 
some  lives,  at  least,  might  be  saved. 

From  a  review  of  the  literature  it  would 
appear  that  the  condition  is  comparatively 
rare.  The  only  similar  case  which  I  am 
able  to  find  is  one  reported  by  Dr.  E.  H. 
Skinner  at  the  September  Meeting  of  the 
American  Roentgen  Ray  Society  in  19 14. 
Dr.  William  H.  Luckett  has  reported  two 
cases  of  air  in  the  ventricles  of  the  brain 
which  resulted  from  fractures  of  the  skull 
similar  to  the  one  reported  by  Dr.  Skinner 
and  to  the  one  which  I  wish  to  report.  Dr. 
Walter  J.  Dodd  also  had  one  case  of  air  in 
the  ventricles  which  followed  a  fracture  of 
the  skull  which  has  not  been  reported.  In 
all  of  these  cases  there  was  a  fracture  in- 
volving the  frontal  bone  and  the  frontal 
sinuses. 

In  those  cases  in  which  the  collection  of 
air  was  in  the  ventricles,  the  orbital  plate 
was  also  fractured.  In  the  cases  of  aerocele 
the  fracture  was  through  the  inner  as  well 
as  the  outer  table  of  the  frontal  sinus. 

From  a  study  of  the  cases  it  would  seem, 
as  Dr.  Luckett  has  suggested,  that  the  air 
was  forced  from  the  sinuses  into  the  cranial 
cavity  as  a  result  of  the  increased  pressure 
in  the  sinuses  during  sneezing  or  blowing 


of  the  nose  and  that  bacteria  were  carried 
in  along  with  the  air.  iVll  of  the  cases  de- 
veloped a  purulent  meningitis"  except  one 
in  which  Dr.  Luckett  operated  early.  This 
patient  later  developed  a  brain  abscess.  In 
all  of  the  cases  previously  reported  the  air 
(as  far  as  is  known)  was  not  present  imme- 
diately after  the  injury. 

The  case  which  I  wish  to  report  was  ob- 
served at  the  Massachusetts  General  Hos- 
pital on  the  service  of  Dr.  C.  A.  Porter,  to 
whom  I  am  indebted  for  permission  to  re- 
port it.  The  patient  was  an  instructor  in 
the  Aviation  Department  of  the  Signal 
Corps,  U.  S.  Army.  The  injury  was  re- 
ceived while  cranking  a  machine  for  a  stu- 
dent. He  was  struck  in  the  face  and  head 
by  the  propeller  blade  and  was  brought  to 
the  hospital  immediately  afterwards.  At 
the  time  of  admission  he  was  suffering 
from  shock  and  there  was  extensive  lacer- 
ation of  the  tissues  of  the  face  and  head. 

The  roentgenographic  examination  con- 
sisted of  two  plates  taken  one  from  either 
side  of  the  skull.  The  anteroposterior  view 
was  not  attempted  on  account  of  the  pa- 
tient's condition. 

The  study  of  the  plates  showed  a  linear 
fracture  through  the  outer  table  of  the 
frontal  bone  and  a  suggestion  of  a  continu- 
ation of  the  fracture  through  the  inner 
table.  The  frontal  sinus  was  involved. 

In  the  plate  taken  from  the  right  side 
there  was  a  large  oval  area  of  markedly  _ 
diminished  density  in  the  frontal  region,  i 
The  outline  of  the  area  was  irregular  and 
it  was  not  seen  in  the  plate  taken  from  the 
other  side.  For  this  reason,  it  was  thought 
at  the  time  to  be  an  artefact  and,  although  ' 
it  was  mentioned  in  the  report,  special  at- 1 
tention  was  not  directed  to  it. 

The  patient  did  well  under  the  usual 
treatment  for  about  a  week,  at  which  time  ! 
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16  developed  meningeal  symptoms.  A  sec- 
)nd  series  of  plates  taken  under  rather 
)etter  conditions  showed  the  area  of  dim- 
nished  density  in  the  frontal  region  still 
)resent,  although  somewhat  diminished  in 


^ize 


A  definite  diagnosis  of  intracranial  aero- 


wound  was  stitched  to  the  dura  and  a  rub- 
ber drainage  tube  was  placed  in  the  open- 
ing. The  patient  recovered  from  the  oper- 
ation but  died  two  days  later  from  menin- 
gitis. At  the  autopsy  the  surgical  diagnosis 
and  the  roentgen  ray  findings  were  con- 
firmed. 


Fig.  I.  Lateral  View  of  Right  Side  of  Anterior  Portion  of 
THE  Skull. 

Fracture  through  the  anterior  table  of  the  frontal  bone  can  be 
distinctly  seen  and  is  indicated  by  a  small  arrow.  The  inner  side  of 
the  frontal  bone  (indicated  by  the  large  arrow)  is  the  irregular  area  of 
diminished  density  produced  by  the  presence  of  air  beneath  the  dura. 


cele  was  made.  An  operation  for  drainage 
of  the  frontal  region  was  performed  by  Dr. 
Porter.  A  small  crack  was  found  in  the 
middle  of  the  anterior  wall  of  the  frontal 
smus.  The  anterior  wall  was  removed  and 
the  sinus  was  found  to  be  filled  with  blood 
clots.  An  opening  was  then  made  through 
the  posterior  wall  of  the  sinus  down  to  the 
dura.  The  dura  was  incised  and  there  es- 
caped through  the  opening  about  two 
ounces    of    turbid    serum    and    air.    The 


In  this  case  the  evidence  of  air  in  the 
cranial  cavity  was  demonstrated  in  the 
first  series  of  plates  which  were  taken 
within  an  hour  after  the  accident.  Possibly, 
if  sufficient  weight  had  been  placed  upon 
the  finding  of  an  area  of  diminished  den- 
sity in  connection  with  a  fracture  through 
the  sinuses,  and  an  immediate  operation 
had  been  performed,  the  meningitis  which 
developed  later  might  have  been  prevent- 
ed. 


!86 


Intracranial  Aerocele  Following  Fracture  of  the  Frontal  Bone 


Fig.  2.  Lateral  View  of  the  Plate  ox  the  Left  Side  of  the  Sklxl 
Takex  Immediately  After  Fig.  i. 

It  shows  an  irregularity  in  the  appearance  of  the  left  side  of  the  frontal  bone 
and  some  diminished  density,  but  the  changes  are  not  more  marked  than  may 
be  often  seen  in  normal  skulls. 


It  would  seem  that  it  is  of  especial  im- 
portance to  obtain  careful  roentgenograph- 
ic  examinations  of  all  cases  of  fractures  of 
the  frontal  bone  immediately  after  the  in- 
jury.  These  cases  should  also  be  followed 
and  possibly  roentgenographed  again  be- 
fore discharge  from  the  hospital.  In  the 
interpretation  of  the   roentgenogram    es- 


pecial attention  should  be  given  any  areas 
of  diminished  densitv  in  the  frontal  areas. 
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A  BALL  AND  SOCKET  ELBOW 


BY    R.    L.    IVINS,    M.D. 


CRAWFORD,   NEBRASKA 


THE  patient,  J.  S.,  had  received  a 
gunshot  wound  in  his  elbow.  The 
mullet  entered  from  behind,  destroying 
:he  olecranon,  pulverizing  the  inner  con- 
iyle  of  the  humerus  and  producing  a  T- 
shaped  fracture,  the  transverse  part  of  which 
was  about  three  inches  above  the  joint. 

Three  months  later  the  case  came  under 
the  care  of  Lt.  Hugo  Mella  who,  with  the 
writer's  assistance,  cleaned  out  about  a 
handful  of  necrotic  fragments,  and  at- 
tempted to  secure  fixation  at  a  more  favor- 
able angle.  The  transverse  fracture  was 
firmly  united  with  considerable  angulation. 
A  narrow  pencil  of  bone  that  seemed  to 
be  alive  was  left.  It  extended  from  the 
tranverse  fracture  line  to  the  joint,  articu- 
lating with  the  saucer-shaped  head  of  the 
radius.    C.    D.   technique   was   used,    and 


complete  healing  had  taken  place  about 
a  month  later. 

Some  time  later  the  case  came  under  the 
writer's  care,  when  a  very  interesting  state 
of  affairs  was  discovered.  The  pencil-like 
fragment  was  now  a  relatively  smooth 
cylinder,  the  upper  end  of  which  was 
firmly  united,  the  lower  end  appearing 
as  a  smooth,  round  ball  articulating  with 
the  head  of  the  radius,  which  appears  to 
have  responded  to  the  needs  of  the  occa- 
sion by  becoming  wider  and  deeper. 

Motion  is  now  free  for  about  ninety 
degrees,  flexion  being  limited  by  the 
angulation  of  the  humerus  and  the  im- 
pacted remains  of  the  coronoid  process. 
The  new  joint  is  painless  and  useful. 
The  man  drives  nails,  combs  his  hair  and 
uses  this  arm  about  as  well  as  ever. 
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PREMIERES  IMPRESSIONS  D^UN  ELEVE  MANIPULATEUR 


air:  la  boiteuse  du  regiment 

IE  COUPLET 

V'nant    d'etr'    verse   dans   I'sennce   de   radio 
J'suis  arrive  a  Xeuilly,  Port 'Maillot 
D'vant  un'  maison,  tout  c'qu'y  a  d'plus  modeme 
Ca  m'a  change  de  mon  ancienn'  caserne 
Ah  I  jamais  j'aurais  cru 

Ou'on    f'rait    autant    d'frais    pour    loger    des 
poilus ! 

Y  a  un  grand  salon 
Et  un  p'tit  salon 

Y  a  pas  de  fauteuils 
Mais  on  peut  a  I'oeil 
S'asseoir  sur  des  bancs 

Y  a  aussi  des  tables 
Qui  sont  demontables 
Les  murs  sont  gamise 
D'un  tas  de  fourbis 

Y  a  d'sus  des  tableaux 
Qui  n'sont  pas  d'Corot 
Mais  qu'ont  des  boutons 
Comm'mon  pantalon 
On  accroche  apres 
Des  fils  par  paquets 

Y  en  a  par  dessus 

Y  en  a  par  dessous 

Y  en  a  qui  sont  durs 

Y  en  a  qui  sont  mous 
Qui  vont  s'accrocher 
De  tous  les  cotes 
A  des  tas  d'machins 
Que  j'connais  pas  bien 
Tels  que  des  moteurs, 
Des  interrupteurs, 
Ou  des  spintermetres 
Et  des  amperemetres 
Ou  bien  des  voltmetres 

Y  a  meme  double  metre 
Qui  les  fixe  apres 
Les  fils  des  trolleys 

Y  s'branchent  a  part  ga 
Sur  des  rheostats 
On  bien  sur  des  boules 
Qu'on  appelle  ampoules, 
Ou  sur  les  soupapes 
D'ou  les  fils  s'echappent 
Pour  aller  tout  droit 
Dans  une  boite  en  bois 
Plain'  de  paraffine 
Qu'on  appelle  bobine 


PAROLES    DE    REMONTIN 

Comme  je  n'les  ai  pas  vu  r'ssortir 

Je  m "demand'  c'qu'ils  ont  pu  dev'nir  !  !  ! 


2E    COUPLET 

Puis   j'rai   r'garde  c'que  f'saient  les  troufions 
Qui   se    trouvaient    dans    chacun    des    salons 
Les  uns  tra^aient  des  signes  cabalistiques 
Qu'ils  app'laient,  je  crois,  des  schemas  elec- 

triques 
D'autres  dans  des  bou quins 
Potassaient  la  Radio,  le  soir  comm'  le  matin. 

Et  pendant  c'temps  la 

Cinq  ou  six  soldats 

De  p'tits  touche  a  tout 

Se  tenaient  debout 

De\'ant  des  fourbis 

Bizarr'ment  construits 

Et  gamis  d'ficelles 

Lorsqu'une  etincelle 

Jaillit  violemment 

D'un  des  instruments. 

Un  poilu  furieux 

Crie:  Tonnerr'  de  Dieu! 

Qui  s'qu'a  foutu  I'jus 

Moi    .    .    .   je  n'marche  plus! 

Dans  un  autre  endroit 

lis  sont  bien  vingt-trois 

A  prendre  un'  le^on 

Assis  tous  en  rond 

Si  j'ai  bien  compris 

L'professeur  a  dit: 

Connectez  I'moteur 

Du  condensateur 

Sus  I'carburateur 

De  la  magneto 

Au  moyen  d'l'osmo 

De  la  dynamo 

Vous  fermez  1' circuit 

Au  moyen  d'l'induit 

Lors  les  electrons 

S'melangeant  aux  ions 

Bombard  Vont  1 'anode 

De  I'anticathode 

Alors  le  courant 

Percera  I'ecran 

Bref  le  soir  quand  je  suis  parti 

J'etais  complet'ment  abruti   !   !   ! 


388 


i 


THE    AMERICAN   JOURNAL  OF    ROENTGENOLOGY 

Published  by  Paul  B.  Hoeber,  New  York  City 


issued  Monthly.    Subscription,  $j.oo  per  year.    Advertising  rates  submitted  on  application.    Editorial 
office,  480  Park  Ave.,  New  York.     Office  of  publication,  dy-dg  East  ^gth  Street,  New  York 


Official  Organ  of 
THE   AMERICAN    ROENTGEN    RAY    SOCIETY 

President 
A\  F.  Manges,  M.D., 

264  S.  1 6th  Street,  Philadelphia,  Pa. 

First  Vice-President 
R.  W.  Van  Allen,  M.D., 

19  Maple  Street,  Springfield,  Mass. 

Second  Vice-President 
H.  M.  Imboden,  M.D., 

480  Park  Avenue,  New  York,  N.  Y. 

Secretary 
William  H.  Stewart,  M.D., 

222  W.  79th  St.,  New  York,  N.  Y. 

Treasurer 
Wm.  a.  Evans,  M.D.,  32  Adams  Av.,  W.,  Detroit,  Mich. 

Executive  Committee 
David  R.  Bowen,  M.D.,  Philadelphia,  Pa. 


Hollis  E.  Potter,  M.D., 
L.  Jaches,  M.D., 


Chicago,  111. 
New  York,  N.  Y. 


Publication  Committee 
P.  M.  HiCKEY,  M.D.,  Detroit,  Mich. 

George  C.  Johnston,  M.D.,  Pittsburgh,  Pa. 

A.  W.  Crane,  M.D.,  Kalamazoo,  Mich. 

Librarian 
H.  W.  Dachtler,         224  Michigan  St.,  Toledo,  Ohio 

Editor 
H.  M.  Imboden,  M.D.,  New  York,  N.  Y. 

Associate  Editor 
Percy  Brown,  :M.D.,  Boston,  Mass. 


Civilians  in  the  Service 

It  has  been  decided  to  hold  the  next 
meeting  of  the  Society  at  Fort  Oglethorpe 
in  cooperation  with  the  military  authori- 
ties engaged  in  medical  instruction  at 
Camp  Greenleaf.  Details  of  this  meeting 
and  program  will  be  furnished  in  due 
course.  There  has  been  voiced  some  objec- 
"tion  to  holding  the  meeting  at  this  place, 
largely  because  men  not  in  uniform  feel 
that  they  may  be  placed  in  an  unfortunate 
light  before  those  who  do  not  understand 


their  individual  reasons  for  not  entering 
the  service.  These  men  should  certainly 
bear  in  mind  the  fact  that  the  entire  medi- 
cal profession  of  the  country  can  not  engage 
in  military  work  and  that  those  who  are 
carrying  on,  under  trying  circumstances 
in  many  cases,  not  only  their  usual  work, 
but  frequently  that  of  their  colleagues 
who  have  answered  the  call,  ma^^  serve 
their  country  equally  as  well  as  those 
who  wear  the  external  evidence  of  patriotic 
endeavor.  It  may  also  very  likely  be  true 
that  those  in  the  service  may  reap  a  con- 
siderable value  by  even  temporary  asso- 
ciation with  many  of  the  more  experienced 
men  who  could  attend  this  meeting.  The 
men  under  instruction  at  that  time  are 
likely  to  be  largely  those  of  limited  expe- 
rience, and  the  realization  that  men  of 
established  reputation  and  long  experience 
are  willing  to  bring  to  them  counsel  and 
assistance  and  to  attend  the  meeting,  even 
under  the  stress  of  war  conditions,  would 
certainly  be  an  encouragement.  Those 
who  are  in  foreign  service  will  surely  feel 
gratified  if  their  colleagues  at  home  make 
the  meeting  that  they  are  unable  to  attend 
an  unqualified  success. 

J.  S.  Shearer 


Communication  from  the  Executive 

Committee  Concerning  the 

Plate  Exhibits 

Perhaps  it  is  not  needful — we  believe  it 
ought  not  to  be  needful — to  stimulate 
your  enthusiasm  as  to  the  coming  Nine- 
teenth Annual  Meeting  of  the  American 
Roentgen  Ray  Society  at  Hotel  Patten, 
Chattanooga,  Tenn.,  September  4.  5,  6, 
1918. 

None  of  the  previous  meetings  have  been 
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able  to  offer  you  a  more  vitally  interesting 
program,  a  meeting  place  of  greater  his- 
torical interest  or  of  greater  natural  beauty ; 
nor  have  we  had  at  any  place  better  hotel 
facilities. 

Added  to  this  are  two  important  things : 
first,  none  of  us  have  felt  that  we  could, 
with  due  regard  to  duty,  allow  for  our 
usual  recreation  this  summer — ^listen! 
here's  the  grand  excuse;  grasp  it  while 
the  grasping  is  good.  Second,  we  will  all 
soon  be — probably  before  the  end  of  this 
year — either  in  the  Service,  going  in,  or 
else  pledged  to  some  specific  service  in 
civil  life.  If  you  are  not  sure  which  one 
of  these  classes  you  will  get  into,  attend 
this  meeting  and  find  out.  Please  note  that 
this  is  not  a  military  meeting.  Despite  the 
time  and  the  place,  the  larger  part  of  the 
program  will  be  taken  by  civilian  members. 
The  plate  exhibit  will  depend  almost 
wholly  upon  the  civilians. 

We  wish  to  bespeak  your  interest  espe- 
cially in  the  plate  exhibit.  Your  duty 
in  this  matter  was  never  more  important. 
Especially  desired  are  plates  of  bone  and 
joint  diseases  with  confirmed  diagnoses, 
which  you  are  willing  to  present  to  the 
Military  School.  Such  plates  should  be 
plainly  marked  with  the  donor's  name 
and  should  be  accompanied  by  all  data 
used  in  making  the  diagnosis:  also,  they 
should  give  the  manner  of  confirmation — 
operation,  post-mortem  or  other.  But 
whether  or  not  you  will  donate  plates, 
please  do  not  fail  to  bring  at  least  one 
plate  for  the  Exhibit.  Your  failure  to  do 
so  will  be  a  loss  to  others  in  just  the  same 
way  that  the  failure  of  the  Plate  Exhibit 
would  be  a  loss  to  you.  If  you  are  not 
willing  to  bring  the  plates  personally,  they 
should  be  sent  by  express  not  later  than 
August  20,  addressed  to  the  Plate  Exhibit, 
American  Roentgen  Ray  Society,  Hotel 
Patten,  Chattanooga,  Tenn. 

For  general  information  about  the  meet- 
ing, address  Dr.  David  R.  Bowen,  235 
So.  15th  Street,  Philadelphia,  Pa.;  about 
the  program.  Major  Wilhs  F.  Manges, 
M.    R.    C,    Camp   Greenleaf,    Fort   Ogle- 


thorpe, Ga.;  regarding  the  Commercial! 
Exhibit,  Mr.  Paul  B.  Hoeber,  69  EastI 
59th  Street,  New  York  City;  for  hotel| 
reservation.  Hotel  Patten,  Chattanooga,! 
Tenn.  ( 

Executive  CommitteeI 


Statement  of  the  Forthcoming  Loa>;, 

The  United  States  will  next  month  callj 
upon  the  men  and  women  of  this  country] 
to  support  a  great  government  loan  to  aid! 
in  winning  the  war.  The  issue  of  bonds 
for  the  Fourth  Liberty  Loan  will  equal  or 
exceed  $6,000,000,000.  The  tentative  date 
for  opening  the  sale  of  the  new  certificates  is 
September  28.  It  will  continue  about  three 
weeks. 

It  has  been  stated  that  the  nation's  war 
program  will  necessitate  the  expenditure 
of  $24,000,000,000  during  the  fiscal  year 
ending  June  30,  1919.  This  money  will  be 
raised  in  two  ways :  by  taxation  and  by  the 
issue  of  bonds. 

Taxes  of  all  kinds  added  $4, 000, 000, 000  to 
the  nation's  treasury  during  the  past  fiscal 
year,  when  total  expenses  were  betweenj 
twelve  and  thirteen  billion  dollars.  Wei 
cannot  contemplate  doubling  the  national 
budget  without  increasing  the  tax  incomej 
in  the  same  ratio.  Plans  are  now  under  way 

to    make    substantial    additions    to    the; 

I 

amounts    derived    from    war    profits    and! 
personal  incomes.  Should  these  additions 
swell   the   tax  returns   to  $8,000,000,000, 
there  would  still  be  left  twice  this  amount 
to  be  raised  by  the  sale  of  bonds. 

Enormous  as  this  sum  appears  on  paper, 
it  still  barely  scratches  the  surface  of  our 
national  resources,  which,  as  Thomas  W. 
Lamont  recently  pointed  out,  were  esti- 
mated at  the  beginning  of  the  war  at 
$250,000,000,000.  The  total  amount  de- 
rived from  the  sale  of  government  securi- 
ties to  date  is  $9,978,785,800. 

Without  making  any  rash  promises  for 
the  future  or  attempting  to  paint  the 
chances  of  the  Allies  in  too  rosy  colors,  there 
is  a  possibility  that  this  may  be  a  "Victory 
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>oan."  Xearly  1.500.000  United  States 
oldiers  are  now  in  France.  ^lore  are  land- 
Qg  every  day.  The  way  the  Yanks  beat 
)ack  the  Germans  during  the  July  drive 
md  their  earlier  victories  at  Cantigny  and 

Belleau  Wood,  together  with  the  successes 
-  :he  French  and  British,  are  a  siu-e  sign. 
..ilitars-  experts  say,  that  the  fortunes  of 

tvar  have  probably  swung  our  way. 

In  the  third  Liberty  Loan  rivalry-  was 

Btimulated    by    the    awarding    of    Honor 

Flags  to  firms,    sixty  per  cent   of  whose 


members  and  employees  had  bought  bonds.  • 
Five  thousand  of  these  flags  were  awarded. 
More  than  fifteen  hundred  of  the  firms 
earned  100  per  cent  Honor  Flags — that 
is,  every  worker  in  the  concern  subscribed 
to  the  loan.  The  Honor  Flag  system  will 
undoubtedly  be  a  part  of  the  coming  drive. 
This  advance  notice  is  pubHshed  at  the 
suggestion  of  the  Liberty  Loan  Committee. 
Ever}'  physician  who  has  done  his  duty 
in  the  preceding  loans,  cannot  fail  in 
aiding  "The  Victory  Loan." 


THE  NINETEENTH  ANNUAL  MEETING 


HE  Nineteenth  Annual  Meet- 
ing of  the  American  Roent- 
gen Ray  Society  will  be 
held  at  Chattanooga, 
Tenn.,  and  at  Camp  Green- 
leaf,  Chickamauga  Park, 
Ga.,  on  September  4th, 
5th,    and   6th,    1918. 

It  is  planned  to  have  the  evening  ses- 
sions and  one  half -day  session,  for  the 
transaction  of  the  business  of  the  society, 
as  well  as  the  scientific  and  commercial 
exhibits  at  the  Patten  Hotel,  Chattanooga. 
The  scientific  sessions  will  be  held  at 
the  Warden  McLean  Auditorium,  Camp 
Greenleaf. 

The  program  promises  to  be  an  excel- 
lent one,  in  spite  of  the  fact  that  quite  a 
number  of  our  most  active  members  are 
on  duty  overseas.  Many  others  are  in  act- 
ive service,  and  perhaps  will  be  unable  to 
attend;  still  others  are  serving  on  medical 
advisory  boards  and  may  perhaps  on  this 
account  be  kept  from  attending;  but  still 
we  are  assured  of  a  good  attendance. 

The  following  men  have  promised 
papers:  Lt.  Col.  A.  C.  Christie,  Majors 
W.  H.  Stewart,  H.  E.  Ashbury,  A.  W. 
George,  A.  L.  Gray,  L.  T.  LeWald,  F.  H. 
Baetjer,  and  F.  H.  Albee;  Drs.  G.  W. 
Holmes,  W.  A.  Evans,  H.  K.  Pancoast, 
D.  R.  Bowen,  A.  W.  Crane,  H.  E.  Potter, 
H.  M.  Imboden,  I.  Gerber,  B.  C.  Darling, 
S.  Lange,  R.  D.  Carman  and  J.  H. 
Edmonson;  Dr.  W.  D.  Coolidge,  Mr. 
Clyde  H.  Snook,  Mr.  Leo  P.  Larkin  from 
Major  Shearer's  laboratory,  and  Mr. 
Millard  B.  Hodgson  from  the  Eastman 
laboratory.  Last  year  we  had  fifteen 
papers  in  addition  to  reports  of  cases 
and  lantern  slide  demonstrations.  The 
president  hopes  that  any  member  who 
has  material  for  a  paper,  or  an  inter- 
esting case  to  report,  or  lantern  slides  of 
unusual  conditions  to  present,  will  prompt- 
ly send  to  him  papers,  or,  at  least,  ab- 
stracts with  titles,  so  that  he  may  arrange 
to  have  them  included  in  the  printed  pro- 


T 
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gram.  The  matter  of  case  reports  and  lan^ 
tern  slide  demonstrations  is  always  an  im- 
portant and  interesting  one.  We  should' 
keep  in  mind  the  fact  that  the  programi 
will  be  given  to  an  unusually  large  audi- 
ence, and  that  presentations  should  be! 
prepared  carefully  in  order  that  they  mayi 
be  given  promptly  and  accurately. 

This  scientific  program  will  be  given: 
before  a  large  body  of  medical  officers! 
who  will  be  here  at  that  time,  getting! 
the  necessary  military  training  and  special 
instruction  in  the  different  medical  spe- 
cialties, prior  to  going  to  over-sea  duty. 
We  have  never  before  had  an  opportunity 
to  present  our  excellent  work  to  more  than 
a  few  hundred  men  at  a  time.  This  year 
we  will  have  an  audience  of  probably  a 
thousand  or  more.  In  ordinary  times  we 
would  be  glad  for  such  an  opportunity.  In 
this  case  we  should  be  more  than  glad,  for! 
we  will  bestow  the  benefit  of  our  work  on  1 
those  men  who  are  going  abroad  to  take 
care  of  our  wounded  American  and  allied ; 

soldiers.  Think  what  this  means.  The  vast  ■ 

■1 

majority  of  the  student  medical  officers  j 
have  been  away  from  larger  hospital  clin- ' 
ics  and  laboratories  for  a  matter  of  years 
and  have  not  had  opportunity  to  keep  in 
touch  with  the  progress  in  roentgenology, 
even  if  they  have  had  a  former  knowledge 
of  it.  These  men  should  be  shown  the  ex- 
tent to  which  they  may  rely  on  the  roent- 
genologist to  assist  them  in  the  care  of  the 
sick  and  wounded.  They  need  this  educa- 
tion now  in  an  emergency,  and  we  are  for- 
tunate to  be  able  to  give  it. 

Roentgenology  is  the  only  important 
subject  in  the  entire  field  of  medicine  that 
is  not  taught  seriously  in  all  medical 
schools.  War  surgery  and  medicine  can- 
not be  successfully  accomplished  without 
the  aid  of  it.  Every  surgeon  and  every 
other  medical  specialist  needs  this  educa- 
tion now — not  next  year,  not  after  the 
boards  of  trustees  and  faculties  of  our 
medical  schools  can  be  shown  the  value 
of  it.    It  is  not  enough  to  say  that  our 
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-specialty  should  have  been  taught.  We 
must  do  it.  The  faculties  and  trustees  of 
our  colleges  will  not  be  criticized  if  many 
jof  our  soldiers  go  to  autopsy  with  empy- 
lema.  obstruction,  bone  sarcoma  or  the 
many  other  lesions,  undiagnosed.  Xo.  but 
we,  the  members  of  the  American  Roent- 


show  what  we  can  do,  and  this  is  the  time 
of  all  times  when  we  should  accept  the 
opportunity. 

In  addition  to  this  large  group  of  med- 
ical officers,  we  will  have  another  very  im- 
portant group,  who  will  serve  their  coun- 
try more  efficiently  for  having  had  the  op- 
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gen  Ray  Society,  will  be  criticized.  Every 
man  in  the  society  has  had  the  experience 
of  seeing  patients  for  diagnosis  when  help 
could  no  longer  be  given.  On  the  other 
hand,  each  one  has  been  the  source  of  in- 
formation that  has  saved  life  or  limb  many 
times,  both  in  surgical  and  medical  cases. 
We  all  know  the  difference  between  the 
physician  or  surgeon  who  has  a  well-equip- 
ped roentgen-ray  laborator}^  at  his  com- 
mand, with  a  competent  roentgenologist 
with  whom  to  consult,  and  the  one  who  is 
far  removed  from  such  facilities.  The  for- 
mer appeals  for  help  from  the  roentgenolo- 
gist almost  as  a  matter  of  routine,  the  lat- 
ter only  in  the  case  of  injury,  advanced 
disease,  or  through  the  consulting  surgeon 
or  physician.  The  burden  of  education  of 
the  latter  and  larger  group  is  on  our 
hands.    This   is   a   golden   opportunity  to 


portunity  to  attend  our  meetings.  We  re- 
fer to  the  officers  who  will  be  in  attend- 
ance at  the  Camp  Greenleaf  School  of 
Roentgenology'.  It  is  probably  known  by 
most  of  our  members  that  the  Camp 
Greenleaf  school  is  now  the  only  one  at 
which  military  medical  men  are  being 
trained  as  roentgenologists.  ]Many  of  them 
have  had  but  little  practical  experience, 
few  of  them  have  been  afforded  the  in- 
spirations and  benefits  that  come  with  our 
meetings.  They  all  need  every  bit  of  help, 
encouragement,  and  confidence  that  we 
can  give  them.  They  are  going  into  the 
war  zone  to  represent  American  Roent- 
genolog}"  and  it  is  our  serious  duty  to  send 
them  as  well  equipped  as  possible.  Mani- 
festly, it  would  be  quite  Avorth  while  hav- 
ing the  meeting  at  Camp  Greenleaf,  if 
only  this   group   could   be  reached.   This 
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very  feature  last  year  caused  the  meeting 
place  to  be  changed  from  Pittsburgh  to 
New  York,  and  those  of  us  who  had 
schools  at  that  time  within  reach  of  New 
York  will  remember  how  much  benefit  our 
students  received  from  the  meeting. 

Your  president  has  been  on  active  duty 
at  Camp  Greenleaf  as  instructor  in  Mili- 


vanced  physical  laboratories,  which  have 
been  moved  here  from  New  York,  have 
been  developed  by  our  own  Alajor  Shear- 
er; and  certainly  it  is  worth  the  trip  to 
see  these. 

You  will  have  read  the  description  of 
the  portable  apparatus  developed  by  Dr. 
Coolidge.  Here  vou  will  be  able  to  see  this 


Chimney  Rock  in  the  Heart  of  Blue  Ridge. 


tary  Roentgenology  since  January  lo, 
191 8.  He  has  seen  the  school  through  an 
interesting  stage  of  development.  During 
the  time  of  the  meeting,  ample  opportu- 
nity will  be  afforded  you  and  your  friends 
to  see  the  excellent  array  of  apparatus 
that  has  been  selected  and  standardized 
by  the  Surgeon  General  through  Lieuten- 
ant Colonel  Christie.  The  teaching  facil- 
ities will  be  not  only  a  matter  of  interest 
to  all,  but  a  revelation  to  even  the  most 
experienced.     The     elementary     and     ad- 


marvel  of  simplicity  and  efficiency.  We 
hope,  too,  that  we  may  have  the  latest 
development  in  our  armamentarium,  the 
mobile  unit,  and  give  you  a  demonstra- 
tion of  a  real  mobile  .\'-ray  unit. 

Aside  from  these  attractions,  we  have 
here  many  others  to  interest  every  one. 
Camp  Greenleaf  is  situated  in  Chicka- 
mauga  Park,  where  the  soil  has  been  made 
sacred  by  the  blood  of  our  fathers  and 
grandfathers.  It  is  one  of  the  most  impor- 
tant historical  spots  in  our  entire  country, 
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and  it  is  also  one  of  the  most  beautiful. 
At  a  height  of  twelve  hundred  feet  above 
sea  level  it  is  surrounded  by  range  after 
range  of  hills  as  far  as  the  eye  can  see. 
Missionary  Ridge,  Lookout  Mountain  and 
Signal  Mountain  afford  views  as  beauti- 
ful as  one  could  wish  to  see.  We  would 
seriously  advise  all  who  can,  to  stay  here 
over  Sunday  and  see  all  of  these  attrac- 
tions. The  climate  is  delightful.  The  nights 
are  always  cool,  and  as  a  rule  there  is  a 
breeze  to  relieve  the  moderate  heat  of  the 
day.  Chattanooga  is  only  eight  miles  from 
the  camp  and  special  arrangements  will  be 
made  for  transportation  to  and  fro.  Lunch 
can  be  had  at  the  camp  so  that  only  one 
return  trip  need  be  made. 

The  Surgeon  General  of  the  Army  has 
expressed  his  approval  of  the  plan.  Colo- 
nel Munson,  the  Commandant  of  Camp 
Greenleaf ,  has  expressed  himself  to  the  ex- 
tent of  saying  that  he  not  only  favors  the 
plan  but  wants  it  carried  out. 

You  will  find  here  a  hearty  welcome. 
Your  efforts  will  be  appreciated  by  those 
who  have  the  responsibility  of  sending  effi- 
cient medical  officers  to  serve  our  troops 
and  3^ou  will  go  away  feeling  that  you 
have  given  something  of  real  value  to  the 
great  cause  of  freedom  and  humanity. 

Let  every  man  come  regardless  of  the 
sacrifice — there  can  be  nothing:  more  im- 


portant. Do  not  feel  that  the  meeting  will 
be  a  success  without  3-ou,  it  will  be  more 
of  a  success  with  3'ou  here. 

Willis  F.  Manges,  Major,  M.R.C. 


Major  Willis  F.  Manges,  President,  Ameri- 
can Roentgen  Ray  Society,  Camp  Greenleaf, 
Chickamauga  Park,  Ga. 

My  Dear  Major  ]\L\xges: 

I  have  read  with  much  interest  the  edi- 
torial relative  to  the  annual  meeting  of 
the  American  Roentgen  Ray  Society  to  be 
held  here  early  in  September,  and  desire 
to  add  a  word  in  support  of  the  plea  and 
the  program  there  outlined.  I  am  sirre  that 
the  opportunity  for  information  which  the 
meeting  of  your  Society  will  bring  here 
will  be  of  great  advantage  to  the  student 
officers  generally  in  the  Camp.  You  may 
rest  assured  that  anything  that  can  be 
done  by  the  administration  of  this  camp 
to  make  your  meeting  a  success  will  be 
done  as  fully  as  possible. 

\^ery  sincerely  yours, 

E.  L.  Munson, 
Colonel,  M.R.,  U.S.A.,  Commandant 

July  10,  1918 
Camp  Greenleaf, 
Fort  Oglethorpe,  Ga. 
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Robertson,  H.  E.  Influenzal  Sinus  Disease 
and  Its  Relation  to  Epidemic  Influenza. 
(/.  Am.  M.  Ass.,  Alay  25,  191S,  Vol.  70, 
No.  21,  p.  1535.) 

"It  would,  of  course,  be  unreasonable  to  assert 
that  all  cases  of  influenza  are  accompanied  by 
sinus  complications.  While  it  is  true  that  in 
only  one  of  our  cases  of  influenzal  purulent 
tracheobronchitis  coming  to  postmortem  did 
we  fail  to  find  sinus  disease  also  present,  it  is 
unfortunate  that  both  in  this  case  as  well  as  in 
the  others  of  the  series  the  antrum  of  High- 
more  was  not  also  investigated.  However,  the 
niunber  of  cases  is  altogether  too  small  to  jus- 
tify any  sweeping  conclusions.  They  do  serve 
most  emphatically  to  emphasize  the  import- 
ance of  the  sinuses  in  the  respiratory  type  of 
influenza. 

"This  importance  is  interesting  from  two 
standpoints.  First,  from  the  standpoint  of  a 
local  focus  of  infection,  which  not  only  con- 
stantly menaces  the  pulmonary'  system,  only 
awaiting  suitable  conditions  of  exposure  and 
lowered  resistance  for  hostile  invasion,  but  also 
furnishes  continued  sources  of  toxic  absorp- 
tion, not  to  mention  the  direct  effect  on  the 
well  being  of  the  patient  from  the  presence  of 
these  local  conditions.  Second,  and  more  im- 
portant, is  the  bearing  that  these  local  infec- 
tions have  on  prophylaxis  and  treatm.ent. 
When  their  attention  had  been  called  to  the 
possible  constant  presence  of  sinus  disease  in 
patients  suft'ering  from  influenzal  bronchitis, 
the  attending  physicians  adopted  local  meas- 
ures of  treatment  for  these  conditions,  even 
when  their  presence  could  not  be  diagnosed 
with  any  degree  of  certainty.  Local  appHca- 
tions  to  the  nasal  passages  of  cocain  and  epi- 
nephrin  solutions  often  resulted  in  copious  dis- 
charges of  thick,  mucopimilent  exudate  from 
the  sinuses,  with  marked  rehef  to  the  patient, 
such  as  amelioration  of  headache  and  pain  in 
the  eyes,  as  well  as  definite  betterment  of  the 
conditions  in  the  bronchi  and  trachea. 

"While  the  general  proposition  that  young, 
otherwise  healthy  adults  do  not  die  from  un- 
complicated primary  bronchitis  or  broncho- 
pneumonia is  by  no  means  without  exceptions, 
nevertheless,  it  is  always  extremeh-  desirable 


in  such  cases  to  search  most  carefully  for  foci 
of  infection  other  than  the  respiratory  tract 
per  se.  The  middle  ears,  serous  membranes  and 
even  the  blood  stream  may  harbor  the  offend- 
ing organisms,  but  in  cases  of  influenza  anr" 
possibly  other  respiratory  diseases,^  the  sinust 
of  the  skull  should  always  be  investigated  and  « 
their  freedom  from  invoh^ement  assured  before  i 
other   than   general   therapeutic   measures   of  | 
relief  are  abandoned.  ' 

"Ine\dtably  in  these  days,  the  question  of  car- 
riers is  linked  up  with  that  of  actual  cases,  and 
perhaps  too  little  consideration  has  been  given 
to  sinus  disease  as  furnishing  chronic  foci  for 
the  spread  of  epidemics. 

"The  entire  subject  desen^es  further  investi- 
gation, and  whether  or  not  my  conclusions  are 
found  to  be  justified,  in  the  study  of  larger 
groups  of  cases  and  by  other  workers,  is  a  mat- 
ter of  minor  importance.  If  more  careful  at- 
tention is  directed  toward  what  at  times  is  an 
important  feature  of  epidemic  influenza,  name- 
ly, sinus  involvement,  this  communication  wall 
have  fully  accomplished  its  purpose. 

SUMMARY 

1.  Epidemics  of  respiratory  influenza  (puru- 
lent tracheobronchitis)  have  been  fairly  severe 
in  both  the  American  and  the  British  Expedi- 
tionary Forces. 

2.  In  the  investigation  of  cases,  both  clin- 
ically and  at  postmortem,  little  attention  in 
the  past  has  been  given  to  the  question  of  ac- 
companying sinus  disease. 

3.  Of  eight  fatal  cases  of  purulent  tracheo- 
bronchitis due  to  the  influenza  bacillus,  all  but 
one  showed  involvement  of  one  or  more  of  the 
sinuses  at  the  base  of  the  skull  by  inflammatory 
processes,  probably,  in  all  cases,  directly  due 
to  the  invasion  of  these  sinuses  by  the  influenza 
bacillus. 

4.  In  six  patients  that  died  from  some  other 
apparently  independent  infection,  the  sinuses 
showed  influenzal  inflammations. 

5.  Of  two  patients  dying  from  accidentalh" 
received  injuries,  both  harbored  in  their  sinuses 
lesions  giving  pure  cultures  of  B.  influenzce. 

•  As,  for  example,  whooping  cough,  which  is  very  closely  related 
to  influenza  both  in  the  characters  of  the  causative  organisms,  n 
well  as  many  of  the  clinical  features  of  the  disease.  The  spasmodic 
cough  of  some  influenza  patients  is  often  difficult  to  distinguish 
from  the  "whoop"  caused  by  the  Bordet-Gengou  bacillus. 
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6.  Appropriate  treatment  of  the  sinuses  in 
latients  suffering  from  influenza  often  ser\'ed 
o  relieve  the  symptoms  and  apparently  to 
lasten  convalescence. 

7.  Investigation  of  the  sinuses  during  epi- 
lemics  of  influenza  is  strongly  recommended 
knd  urged  not  only  on  therapeutic  but  also  on 
Drophy lactic  grounds." 

Friedexwald,  J.,  Cotton,  A.,  axd  Harrison, 
A.  C.  Report  of  a  Case  of  Huge  Dilata- 
tion of  the  Esophagus.  {South.  M.  /., 
1917,  X,  717.)  (Ref.  Internat.  Abstr.  of 
Surg.,  Jan.,  1918,  p.   28.  Freilich.) 

The  author  reports  a  case  of  very  marked 
dilatation  of  the  esophagus  in  a  brakeman,  40 
years  old,  who  had  been  troubled  for  eighteen 
years  '^ith  regurgitation  of  food  shortly  after 
eating,  and  more  or  less  so-called  indigestion. 
X-ray  examination  revealed  enormous  dilata- 
tion with  marked  retention  for  24  hours  and 
to  a  slight  degree  for  48  hours.  Attempts  at 
dilatation  of  the  cardia  with  olive  bougies  were 
unsuccessful,  as  the  swallowed  silk  thread 
would  not  pass  through  the  stomach,  due  to 
pylorospasm.  Gastrotomy  was  done  but  the 
patient  died.  Autopsy  findings  demonstrated 
a  fusiform  dilatation  of  the  esophagus,  which 
held  1,750  c.  cm.  of  water. 

The  unusual  features  of  the  case  were:  (i) 
the  extensive  dilatation  of  the  esophagus;  (2) 
the  inability  of  the  silk  thread  to  pass  through 
the  pylorus. 

Meakins,  J.  C,  AND  GuNSON,  E.  B.  Orthodia- 
graphic  Obsen-ations  on  the  Size  of  the 
Heart  in  So-called  ''Irritable  Heart." 
{Heart,  Vol.  VII,  Xo.  i,  p.  16,  April  22, 
1918.) 

We  reprint  here  the  conclusions  of  this  ar- 
ticle. 

1.  The  heart  in  cases  of  so-called  "irritable 
heart"  is,  on  the  average,  somewhat  smaller 
(0.7  cm.)  than  normal. 

2.  In  cases  with  a  diffuse  apical  impulse  no 
enlargement  is  shown  by  the  orthodiagraph. 
On  the  contrary,  the  average  measurement  is 
smaller  than  the  normal,  in  the  same  propor- 
tion as  in  those  who  do  not  exhibit  this  sign. 

3.  When  cases  of  so-called  "irritable  heart" 
rest  in  bed  there  is  an  average  increase  in  the 
transverse  diameter  of  the  heart  of  0.7  cm. 


4.  After  strenuous  Swedish  exercise  in  cases 
having  no  material  symptoms  there  is  a  de- 
crease (i  cm.)  in  the  size  of  the  heart,  while  in 
cases  showing  conspicuous  symptoms  there  is 
on  the  average,  no  appreciable  change  in  the 
size  of  the  heart. 

Smith,  E.  H.:  Arch  Defects  of  the  Human 
Foot.  {Calif.  State  J.  M.,  San  Fran.,  May, 
1918,  p.  256.) 

Dr.  Smith  emphasizes  the  point  that  a  roent- 
gen examination  shovdd  be  made  of  every 
painful  foot  to  determine  the  presence  of  a 
destructive  bone  lesion.  In  discussing  the  so- 
called  weak  foot  in  children,  he  states  that 
formerly  the  ligaments  and  muscles  were 
blamed  for  the  deformit}-,  but,  since  the  advent 
of  x-rax,  we  have  learned  that  they  are  not 
at  fault,  that  the  weak  foot  is  due  to  delay  in 
ossification  of  the  bones.  He  states  that  several 
articles  have  recently  appeared,  gi\'ing  illus- 
trations which  show  an  alleged  absence  of  some 
of  the  bones  of  the  foot.  He  believes,  however, 
that  the  bones  are  not  absent,  but  are  soft 
and  pliable  due  to  delayed  ossification. 

In  discussing  gonorrheal  arthritis,  he  states 
that  a  most  rapid  destruction  of  the  arch  of 
the  foot  is  found,  which  tends  to  rapid  anky- 
losis and  permanent  disability. 

Vaquez,  H.,  AND  Yacoel,  J.  Bcnzcne  in 
Leukemia.  {Bull.  Soc.  med.  d.  hop.  de  Par., 
January-  25,  1918,  p.  68.  Ref.  /.  Am.  M. 
Ass.,  May  iS,  1918.) 

Vaquez  and  Yacoel  report  three  cases  of 
leukemia  which  confirm  anew  the  favorable 
action  of  benzene  (benzol,  CgHe)  in  this  disease. 
They  tabulate  reports  from  eleven  other 
clinicians,  all  showing  improvement  in  the 
general  health,  and  reduction  in  the  size  of 
the  spleen  and  in  the  numbers  of  leukocytes, 
while  the  numbers  of  reds  increased.  The  most 
striking  change  was  in  the  patient  of  F. 
Deutsch,  whose  whites  dropped  from  836,000 
to  7,000,  but  Frank  Billings  has  reported  a  case 
not  far  behind  this.  Even  with  a  pathologic 
increase  in  the  reds,  the  benzene  has  likewise 
a  regulating  effect,  but  its  letikol\i:ic  action  is 
so  pronounced  that  when  given  in  the  dose 
sufficient  to  reduce  the  reds  from  8  to  6  millions, 
it  reduced  at  the  same  time  the  whites  down 
to  1,200.  The  Ieukoc>tes  of  normal  persons  are 
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quite  resistant  to  the  benzene,  comparatively 
speaking.  Given  parallel  to  a  healthy  person 
and  to  a  patient  with  leukemia,  the  whites  in 
the  former  dropped  from  7,800  to  3,000  while 
in  the  leukemic  it  dropped  from  Soo,ooo  to 
16,000.  They  begin  by  giving  40  drops  of 
benzene  a  day,  increasing  to  100  drops  by  the 
fifth  da^^  This  is  continued  during  the  first 
twelve  days  of  each  month,  examining  the 
blood  every  week  and  watching  over  the  urine 
likewise.  If  the  leiikocytes  are  being  destro^^ed 
too  rapidly,  the  drug  should  be  suspended  for  a 
fortnight.  They  give  the  benzol  in  capsules  or 
in  wine  or  milk.  Given  in  this  way  it  can  be 
kept  up  for  months.  A  supplementary  course  of 
radiotherapy  may  be  useful.  They  alternate 
the  courses  of  each.  The  patients  in  the  cases 
reported  were  a  man  and  a  woman  of  50  and 
51  and  a  young  soldier.  The  stimulating  effect 
on  the  blood-producing  organs  is  shown  by  the 
drop  of  whites  from  525,000  to  15,000  in  one 
case  seven  weeks  after  the  benzene  had  been 
begun,  while  the  hemoglobin  has  reached  75 
per  cent,  and  the  reds  gone  up  from  3,500,000 
to  5,000,000.  After  this  the  whites  ranged 
between  8,000  and  12,000,  and  the  general 
condition  has  kept  satisfactory. 


Hyman,  a..  Anatomic  Results  after  Prosta- 
tectomy. {Inter  nat.  J.  Surg.,  Mav, 
1918.) 

The  article  treats  of  the  mechanism  of 
urination  following  suprapubic  prostatectomy 
and  the  anatomic  changes  of  the  bladder 
resulting  from  the  operation.  The  appearance 
of  the  normal  bladder  is  discussed  and  also  the 
appearance  of  the  bladder  associated  with 
large  prostates.  The  latter  varies  from  the 
small  contracted  bladder  to  the  large  irregular 
flaccid  bladder. 

The  changes  characteristic  in  prostatic 
enlargement  are  to  be  found  at  the  base  of  the 
bladder.  Instead  of  the  broad  upper  part  nar- 
rowing at  the  outlet  the  opposite  is  usually 
seen.  The  inferior  portion  of  the  bladder  is 
broad  and  flat  with,  at  times,  an  upward 
bulging  due  to  the  gland  projecting  into  the 
bladder.  The  flattening  of  the  inferior  portion 
of  the  organ  is  regarded  as  characteristic  of 
prostatic  enlargement.  The  bladder  also  is 
situated  on  a  higher  plane  than  the  normal. 

The  most  interesting  and  important  changes 


after  operation  were  noted  at  the  outlet  of  the 
bladder. 

''In  a  small  proportion  of  the  cases  only  a 
very  slight  funnel  formation  in  the  region  of  the 
internal  sphincter  was  obser\^ed;  in  a  very  few 
instances  no  changes  at  the  outlet  were  found. 
It  is  therefore  evident  that  in  this  small  group 
of  cases  the  internal  sphincter  was  not  sufflcient- 
ly  injured  by  the  operation  to  interfere  with 
its  proper  function. 

"In  the  great  majority  of  cases  the  radio- 
graphs showed  two  distinct  ca\-ities — a  larger, 
superior  one  corresponding  to  the  bladder 
proper,  and  a  smaller,  inferior  one  extending 
from  the  lower  margin  of  the  bladder  and 
continuous  with  it  to  the  region  of  the  com- 
pressor urethrae.  The  latter  corresponds  to  the 
defect  left  by  the  removal  of  the  enlarged 
gland.  The  contour  of  this  cavity  varies  from 
a  round  or  oval  to  a  funnel-shaped  formation. 
The  latter  is  more  frequent,  the  broad  base 
being  superior.  There  can  be  only  one  inter- 
pretation of  these  findings — the  internal  vesicle 
sphincter  has  either  been  destroyed  by  the 
operation,  or  its  function  so  impaired  that  it 
could  not  have  had  any  effect  in  retaining  the 
fluid  in  the  bladder;  this  has  been  accom- 
plished by  the  compressor  urethrae  muscle. 
In  other  words,  the  true  sphincter  of  the 
bladder  following  suprapubic  prostatectomy 
is  situated  at  the  membranous  portion  of 
the  urethrae.  There  can  be  no  question  that 
the  compressor  urethrae  muscle  acts  as  an 
efficient  sphincter,  for  all  of  the  cases  in  this 
series  have  excellent  urinary  control.  That  the 
collection  of  collargol  found  in  the  pouch 
formerly  occupied  by  the  prostate  is  not  an 
overflow  phenomenon  caused  by  vesicle  dis- 
tension is  demonstrated  by  radiographs  show- 
ing the  same  formation  in  the  bladder  but 
slightly  distended.  A  careful  examination  re- 
veals the  fact  that  in  some  cases  the  two  cav- 
ities are  separated  by  a  narrow  isthmus.  This 
would  lead  one  to  believe  that  in  these  instances 
the  sphincter  has  either  partially  regenerated 
after  the  operation  or  was  incompletely  de- 
stroyed by  it.  That  the  ca\nty  left  by  the  enu- 
cleation of  the  gland  is  not  entirely  obliterated, 
and  that  the  internal  sphincter  is  not  completely 
regenerated,  is  shown  by  the  very  definite 
radiographs  after  an  interval  of  three  years. 

"In  conclusion  it  may  be  stated:  i,  that  the 
internal  vesical  sphincter  is  the  true  sphincter 
of  the  normal  bladder,  and  of  the  bladder  in 
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prostatic  enlargement.  2,  The  internal  vesical 
!;phincter,  "compressor  urethrcC,"  is  the  func- 
ionating  sphincter  after  suprapubic  prosta- 
.ectomy  in  the  large  majority  of  cases.  " 

This  paper  is  based  almost  entirely  upon 
:onclusions  drawn  from  roentgen  examinations. 

M GUTTER,  F.  Appendicitis  in  the  Gassed. 
{Arch.  d.  mal.  deVappar.  digest,  [etc.],  Par., 
]\Iarch,  1918,  p.  493.  Ref.  /.  Am.  M.  Ass., 

I         May  18,  1918.) 

Moutier  says  that  in  addition  to  the  ulcera- 
tions that  have  been  noted  in  esophagus, 
stomach  and  upper  bowel  from  the  toxic 
action  of  chlorin  gas  shells,  he  has  witnessed  a 
nimiber  of  cases  in  which  the  appendix  e^ddent- 
ly  shared  in  the  lesions.  He  describes  six  cases 
in  detail  in  which  the  appendix  had  been  pre- 
viously supposedly  sound,  and  three  in  which 
there  had  been  a  previous  suggestion  of  appen- 
dix mischief.  The  "incubation"  was  five  to 
eight  days  in  the  first  group,  and  twice  this  or 
i  more  in  those  -^-ith  old  lesions.  The  symptoms 
did  not  indicate  serious  disturbances,  and  they 
subsided  under  local  application.  He  does  not 
attempt  to  decide  whether  the  appendicitis 
is  the  result  of  swallowing  some  of  the  gas  or 
of  a  general  toxic  action. 

TiMBAL,  L.  Dilatation  of  Stomach  from  Atony. 
{Arch.  d.  mal.  de  Vappar.  digest,  [etc.]. 
Par.,  March,  1918,  p.  481.  Ref.  /.  Am. 
-1/.  Ass.,  May  18,  1918.) 

Timbal  insists  that  hypersecretion  in  the 
fastening  stomach  is  not  necessarily  a  sign  of 
ulceration.  It  may  be  a  consequence  merely 
of  atonic  dilatation.  The  resulting  motor  dis- 
turbances and  stagnation  of  stomach  contents 
irritate  the  walls,  and  secondary  Reichmann's 
disease  follows.  As  the  motor  functioning 
returns  to  normal,  the  secretion  becomes 
more  regular.  Contrary  to  the  hypersecretion 
with  ulcer,  with  dilatation  the  hypersecretion 
is  always  pure  at  first,  without  admixture  of 
lactic  acid.  The  hypersecretion  with  dilatation 
from  atony  does  not  require  direct  treatment. 
What  is  needed  is  to  overcome  the  atony. 
These  patients  are  debilitated,  thinandnervous, 
and  should  be  treated  on  this  basis.  As  they 
become  better  nourished  and  stronger,  the 
atony  subsides,  and  along  with  it  the  tendency 
to  hypersecretion. 


Skixxer,  Edward  H.  Practical  Radiog- 
raphy for  the  Orthodontist.  {Internat.  J. 
Orthodontia,  May,  1918.) 

The  writer  emphasizes  the  following  points 
in  identification  of  films. 

Films  of  the  upper  teeth  show: 

1.  Maxillary  sinus. 

2.  Alolars  have  three  roots  (excepting 
third). 

3.  Upper  centrals  show  broad  crowns  and 
conical  roots. 

4.  Median  raphe  distinctly  visible. 

5.  No  foramens  or  dental  canals  visible. 
Films  of  the  lower  teeth  show: 

1.  Alolars  have  only  two  roots. 

2.  Mental  foramen. 

3.  Inferior  border  of  lower  jaw. 

4.  No  maxillary  sinus  shadow. 

5.  Lower  centrals  are  straight  and  peg 
shaped. 

6.  No  median  raphe  discernible. 

7.  Inferior  dental  canal. 

Le  Fort,  R.  Projectiles  Left  in  the  ]\Iediasti- 
ntmi.  {Rev.  de  chir.,  Par.,  May -June,  191 7, 
p.  495.  Ref.  /.  Am.  M.  Ass. ,]vine  15,1918.) 

This  instalment  of  Le  Fort's  article  fills  117 
pages.  It  is  based  on  thirty-seven  cases  of 
foreign  bodies  in  the  mediastinimi,  with  healed 
point  of  entry,  thirty  cases  of  operations  on 
regions  contiguous  to  the  mediastinvmi,  and  on 
a  number  of  operations  on  the  mediastinvmi  for 
reasons  other  than  the  presence  of  a  projectile. 
Most  of  the  wounded  with  a  projectile  left 
in  the  tissues  experience  annoying  s\TTiptoms 
from  its  presence,  mostly  dyspnea  on  effort, 
which  debars  them  from  work.  By  observing 
a  number  of  minor  points,  which  he  describes, 
the  foreign  bodies  can  be  sought  and  removed 
with  ease  and  without  harm.  No  operation  on 
the  mediastinum  should  be  considered  without 
roentgen  study  of  the  case  with  all  the  mechan- 
ical aids  possible.  The  access  to  the  mediasti- 
num should  be  large  and  ample,  and  as  direct 
as  possible,  with  integral  repair  of  the  wound. 

Holdixg,  Arthur  Fexwick,  axd  Greenwald, 

Max.     Fluoroscopy  in   the  Diagnosis  of 

Chest  Conditions.  '  {X.  York  M.  J.,  June 

8,  1918.) 

The  writers  predict  as  gradual  an  adoption 

of  the  fluoroscope  by  the  internist  as  of  Laen- 
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nec's  stethoscope.  They  say  the  fluoroscope  is  of 
diagnostic  and  prognostic  value  in  determining 
(a)  the  condition  or  pathology  of  heart  and 
lung  conditions;  (b)  stages  of  development; 
(c)  observing  the  activity  of  a  given  process 
in  lung  condition;  (d)  the  presence,  amount, 
character  and  actual  disturbances  caused  by 
fluid  in  the  chest ;  (e)  the  condition  of  the  lungs 
and  the  mediastinum,  especialh'  when  the 
seat  of  metastasic  disease. 

"In  differentiating  chronic  bronchitis  and 
broncho-pneumonia  respectively  from  tubercu- 
losis and  lobar  pneumonia  it  is  important  to 
note  that  the  adventitious  shadows  in  bronchial 
affections  are  limited  to  the  region  of  the  "bron- 
chial tree"  and  do  not  affect  the  distal  paren- 
ch\Tna,  whereas  in  tuberculosis  and  lobar 
pneumonia  the  adventitious  shadows  always 
extend  well  out  into  the  parenchyma." 


Weil,  E.  A.  Roentgen  Aspects  of  Rachitis. 
(Xoiirisson,  Par.,  March,  1918,  p.  65. 
Ref.  /.  Am.  M.  Ass.,  May  18,  1918.) 

Weil  remarks  that  the  lesions  of  rachitis  are 
best  studied,  usually,  on  the  wrist  and  hand 
or  on  the  knee,  as  he  describes  in  detail,  with 
eighteen  illustrations.  He  emphasizes  in  par- 
ticular the  opaque  border  of  the  end  of  the 
bone  next  the  cartilage,  le  signe  de  Vos  horde, 
early  in  rachitis.  This  indicates  that  ossifica- 
tion is  more  intent  here,  while  the  rest  of  the 
bone  shows  decalcification.  The  ends  of  the 
shaft  also  spread  out  broad,  or  show  a  mush- 
room-like protuberance  on  the  end,  or  they 
cast  a  cupule-shaped  shadow.  In  advanced  cases 
there  may  be  two  or  four  dark  strips  in  the  end 
of  the  shafts.  When  rachitis  is  acquired  near 
puberty,  the  roentgen  findings  resemble  those 
in  young  rachitic  children.  The  roentgen 
findings  with  osteomuscular  dystrophy  and 
tendency  to  stunting  of  the  growth  differ  from 
those  of  rachitis.  In  a  case  of  tendency  to 
dwarfism  of  this  type,  he  applied  moderate 
roentgen  treatment  to  the  ends  of  the  long 
bones.  The  boy  of  11  had  shown  no  sign  of 
growth  of  the  bones  for  several  years.  The 
ossification  in  his  knees  was  no  farther  ad- 
vanced than  in  a  normal  child  of  5,  and  the 
shadows  closely  resembled  those  of  early 
rachitis.  The  growth  was  accelerated  by  the 
roentgen  exposures. 


HuRWiTz,  Samuel  H.,  and  Falconer,  Ernest 
H.  The  Value  of  Roentgen  Rays  and 
Benzene  in  the  Treatment  of  Polycythe- 
mia Vera.  (/.  Am.  M.  .45.9.,  April  20,  1918.) 

Various  earlier  forms  of  treatment  are 
mentioned,  including  drug  therapy,  diet,  and 
venesection.  None  of  these  measures  gave 
permanent  results.  Splenectomy  has  usually 
been  fatal  within  a  few  days.  The  reasons  why 
the  roentgen  ray  and  benzene  are  the  logical 
treatment  are  discussed  in  the  summary  which 
we  quote  in  full. 

This  patient  was  38  years  of  age  and  was 
first  observed  in  April,  191 5,  at  which  time  she 
complained  of  headaches  and  an  attack  of 
blindness.  Cyanosis  of  the  face,  gums,  arms 
and  hands  was  marked.  On  May  18,  1915,  the 
blood  count  was  hemoglobin  105,  r.  b.  c. 
12,400,000,  w.b.c.  9000.  Spleen  was  palpable. 
She  was  placed  on  a  milk  diet  and  given  fre- 
quent intramuscular  injections  of  an  arsenical 
preparation,  also  venesection.  She  remained 
comparatively  well  with  frequent  venesections 
till  August,  19 1 6.  She  was  admitted  to  the 
hospital  in  October,  19 16,  and  during  a  week 
was  given  33  grams  of  benzene.  From  Novem- 
ber 8  to  18,  she  took  83>^  grams  of  benzene. 
From  November  23  to  28,  3  grams  of  benzene. 
She  was  given  eight  roentgen  treatments  over 
the  spleen  in  the  period  from  August  2  to 
October  22,  1916. 

In  January,  191 7,  the  blood  picture  was 
normal,  the  red  count  being  5,200,000,  hemo- 
globin 98,  white  count  9200.  Subjective  s\Tnp- 
toms  had  completely  disappeared. 

The  patient  was  last  seen  February,  1918, 
sixteen  months  after  the  beginning  of  the 
benzene  and  roentgen  treatment.  The  blood 
picture  was  normal. 

COMMENT 

"Experimental  and  clinical  observations 
concerning  the  effect  of  drugs  and  various 
radioactive  substances  on  the  blood  and  blood- 
forming  organs  have  brought  forth  some  inter- 
esting facts  regarding  the  relative  resistance 
to  these  agents  offered  by  the  white  blood  cells 
and  the  red  blood  corpuscles.  In  the  first  in- 
stance it  has  been  shown  that  the  various  drugs 
and  rays  employed  exert  a  selective  action  on 
the  several  tissues  giving  origin  to  the  formed 
elements  of  the  blood;  and  secondly,  that  the 
leukopoietic    tissues    are   much  less   resistant 
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)  their  destructive  action  than  are  the  tissues 
Dncemed  with  the  formation  of  erythroc^-tes. 
'he  latter  elements,  it  would  appear,  show  only 
loderate  changes  in  number  and  structure  at 
time  when  the  circulating  leukoc\'tes  may 
ave  almost  completely  disappeared  from  the 
irculation. 

;  "The  obser\'ations  of  Heinecke  and  of  Selling 
liave  established  these  facts,  so  far  as  the  action 
|)f  the  roentgen  rays  or  of  benzene  is  concerned. 
This  work  shows  that  the  roentgen  rays  exert 
I  selective  action  on  the  lymphoc}'tes,  and  that 
3ven  prolonged  irradiation  will  not  bring  about 
liny  noteworthy  changes  either  in  the  number 
pf  red  blood  corpuscles  or  in  the  percentage 
of  hemoglobin.  Benzene,  on  the  contran.',  has 
a  somewhat  different  action.  This  drug  has 
been  shown  b}'  Selling  to  act  destructi^-ely  first 
on  the  white  cells  and  more  especially  on  the 
nongranular  elements,  and  later  to  cause  a 
diminution  in  the  number  of  er\i:hroc\'tes.  The 
experimental  studies  have  shown,  however, 
that  in  order  to  effect  any  striking  anemia, 
the  drug  must  be  administered  in  large  doses 
and  over  a  long  period  of  time. 

"It  is  because  of  this  essential  l\-mphotoxic 
action  that  the  roentgen  rays  alone  have  not 
been  foiuid  of  great  value  in  the  treatment  of 
polycythemia.  Whereas  benzene,  on  the  other 
hand,  has  ^delded  some  brilliant  restdts  in  the 
treatment  of  this  disease,  it  must  be  kept  in 
mind  that  these  good  effects  have  usually 
followed  the  prolonged  ingestion  of  large  doses 
of  the  drug — a  procedure  not  entirely  without 
danger.  The  danger  lies,  first,  in  the  severe 
gastro-intestinal  disturbance  which  may  fol- 
low the  administration  of  very  large  doses, 
and  secondly,  in  the  marked  destructive  action 
which  these  large  amotmts  may  have  on  the 
circulating  leukoc3i;es. 

"It  was  \\'ith  the  hope  of  testing  the  value 
of  smaller  amounts  of  benzene,  when  combined 
with  the  roentgen  rays,  that  the  mode  of 
treatment  outlined  in  this  paper  was  carried 
out.  The  patient,  as  will  be  noted  from  the 
clinical  record  and  the  table,  received  only 
44  gm.  of  the  drug  ■^'ithin  a  period  of  a  month, 
after  which  the  benzene  was  stopped.  The 
roentgen-ray  treatments,  however,  were  con- 
tinued about  two  months  longer.  Although 
considerable  reduction  in  the  red  count  fol- 
lowed the  use  of  benzene  alone,  the  erythro- 
cytes began  to  approach  the  normal  level  only 
after  the  seventh  roentgen-ray  treatment. 


"The  good  effects  of  the  combined  treatment 
may  be  attributed  either  to  the  joint  action  of 
both  measures,  or  to  the  delayed  and  cumu- 
lative action  of  the  benzene  itself.  It  does  not 
appear  likely  that  the  latter  measure  can  be 
the  cause,  since  previous  observ^ers  did  not 
succeed  in  reducing  the  red  count  appreciably 
with  the  amount  of  benzene  administered  to 
our  patient.  We  are,  therefore,  inclined  to 
attribute  this  successful  therapeutic  result 
to  the  combined  action  of  both  agents.  But 
the  manner  in  which  the  roentgen  rays  may 
have  served  as  an  adjuvant  to  benzene  therapy 
in  this  instance  is  not  quite  clear.  We  would 
venture  the  suggestion,  however,  that  the 
roentgen  rays  may  act  in  a  more  destructive 
manner  on  erv-thropoietic  tissues,  which  have 
been  rendered  less  resistant  beforehand  b}'  the 
toxic  action  of  benzene." 

ZwAARDEMAKER,  H.  Radioactivc  Balances. 
(Nederl.  Tijdschr.  v.  Geneesk.,  Amst., 
March  2,  1918,  p.  602.  Ref.  /.  Am.  AI. 
Ass.,  Ma3^  18,  1918.) 

Zwaardemaker  reports  here  fiirther  research 
on  the  living  isolated  frog  heart  perfused  with 
Ringer's  solution  made  wnth  some  radioactive 
salt  in  the  place  of  the  potassium  of  the  original 
Ringer  solution.  There  seems  to  be  antagonism 
between  the  action  on  the  frog  heart  of  the 
radioactive  Hght  metals  and  the  radioactive 
heavy  metals.  Research  in  this  line  has  elicited 
a  number  of  new  biologic  facts  as  he  describes 
in- detail.  Among  them  is  that  fluorescein  seems 
to  sensitize  the  heart  so  that  a  smaller  amount 
of  the  radioactive  salt  has  a  greater  effect  than 
a  large  amount  without  it. 

Maul,  H.  G.  Bone  Lesions  in  Yaws.  (The 
Medical  Journal  of  Australia,  April  27, 
1918.) 

In  an  editorial  on  the  above  title  we  find 
that  Dr.  PI.  G.  Maul  has  contributed  to  the 
clinical  and  roentgenological  knowledge  of 
bone  lesions  in  yaws.  He  has  studied  one 
hundred  patients  in  the  Department  Hospital 
at  Manila,  and  has  detected  bone  lesions  in 
thirty-one  of  them.  The  involvements  of  the 
bones  and  joints  were  unsuspected,  and  the 
roentgenogram  revealed  the  oval  or  elliptical 
rarefied  areas.  In  twent3'-six  of  the  patients 
the  bone  lesions  were  multiple  and  in  five  they 
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were  numerous.  The  patients  complained  of  pain 
when  the  articular  surfaces  of  the  joints  were 
involved.  The  commonest  site  of  these  lesions 
was  the  shaft  of  the  long  bones.  The  tibia  was 
most  particularly  involved.  These  osseous 
lesions  were  seen  not  earlier  than  six  months 
after  the  appearance  of  the  primary  lesion, 
while  the  longest  interval  was  nine  years.  The 
average  interval  was  two  years  and  nine 
months.  Dr.  Maul  found  salvarsan  to  be  a 
specific.  The  changes  appeared  very  rapidly 
and  regeneration  of  the  bone  followed.  The 
differentiation  between  syphilitic  bone  lesions 
and  these  lesions  of  yaws  depends  on  the  recog- 
nition of  the  primary  involvement  of  the  cortex 
of  the  bone  and  the  absence  of  periosteal 
proliferation  in  the  latter.  The  history  and  the 
skiagraphic  appearances  stiffice  to  distinguish 
the  two  diseases  from  one  another. 

CoNDAMiN,  R.,  AND  NoGiER,  L.  Radium  in 
Gynecology.  (Lyon  med.,  March,  1918,  p. 
97.  Ref.  /.  Am.  M.  Ass.,  May  18,  1918.) 

Condamin  and  Nogier  give  the  details  of 
six  cases  which  show  the  great  advantages  of 
radiimi  treatment  in  its  own  special  field, 
namely,  for  inoperable  and  recurring  uterine 
cancer,  for  fibroma  when  an  operation  is  inad- 
visable, and  also  preliminary  to  or  following 
operative  measures.  They  state  that  war 
conditions  have  evidently  cooperated  in  allow- 
ing uterine  cancers  to  get  beyond  the  operable 
stage  before  they  reach  a  physician.  Since  19 14 
they  have  applied  radiimi  therapy  in  500  cases 
of  this  kind.  In  one  case  an  abdominal  timior 
reached  two  fingerbreadths  above  the  umbilicus, 
in  a  girl  of  12,  with  extreme  cachexia  and 
retention  of  urine.  Under  forty-eight  hours 
of  application,  the  radiimi  in  the  center  of  the 
growth,  the  timior  disappeared  completely  and 
perfect  health  was  restored.  The  total  dose  given 
was  24.03834  millicuries.  No  microscopic 
examination  was  made  of  the  neoplasm  tissue, 
as  a  complete  necropsy  in  a  short  time  was 
confidently  expected.  The  tumor  was  undoubt- 
edly malignant  and  originated  in  the  ovary. 
It  was  as  large  as  the  child's  head.  The  con- 
dition grew  graver  during  the  first  two  or 
three  weeks  after  the  exposure,  evidently 
from  absorption  of  toxins.  This  confirms  the 
wisdom  of  removing  all  that  can  easily  be 
removed  of  an  inoperable  tirnior  before  apply- 
ing the  radium.  In  some  of  the  cases  reported 


this  was  done  so  effectually  that  there  was  ri 
nausea,  fever  or  other  sign  of  toxic  action  aft<! 
the  exposures.  In  a  case  of  inoperable  caned 
of  the  uterine  cervix  in  a  woman  of  50,  the  cuit 
has  been  complete  for  three  years  to  datl 
The  patient  has  complained  at  times  of  sligl 
pains  in  and  around  the  uterus,  but  there  I 
no  sign  of  recurrence,  and  the  pains  are  probabl' 
from  compression  of  some  nerve  fibers  in  ttj 
scar  tissue.  In  this  and  similar  cases,  the  wholi 
of  the  uterus  has  atrophied  so  completely  ths' 
there  is  no  need  for  the  proposed  hysterectomy,  1 
One  disadvantage  of  preoperative  radiuil 
treatment  is  that  the  patients  feel  so  muc| 
improved,  that  they  then  withdraw  the:' 
consent  to  an  operation.  A  week  after  hyster 
ectomy,  in  another  case,  radiimi  was  applie 
to  the  sound  tissue  left,  and  a  severe  toxic 
febrile  reaction  followed,  showing  that  thj 
by-effects  of  radium  occur  with  sound  as  we 
as  with  diseased  tissue.  In  one  woman  of  3 
the  cancer  returned  three  j^ears  after  hystei 
ectomy,  but  the  recurring  tiunor  disappeared  j 
under  radiimi  treatment,  and  there  has  bee:j 
no  further  sign  of  malignant  disease  durin 
the  nearly  three  years  to  date. 

GouLDESBROUGH,  Claude.  X-Ray  Appearanc( 
of  Trichiniasis.  {Lancet,  March  30,  1918 
Ref.  N.  York  M.  J.,  Jime  8,  1918,  p 
1099.) 

Claude  Gouldesbrough  calls  attention  to  thi 
fact  that  after  sufficient  time  had  elapsed  fron 
the  initial  stages  of  trichiniasis  to  permit  o 
calcification  of  the  trichinae  the  use  of  the  x-ra] 
permits  the  making  of  a  positive  diagnosis  witl 
ease.  The  calcified  lesions  show  up  in  the  plate; 
as  small  ovoid  discs  of  various  sizes,  locatec 
in  the  muscles  and  definitely  not  attached  tc 
bone.  In  some  of  the  areas  the  centres  of  th( 
discs  show  clear.  Such  findings  may  occur  aj 
early  as  three  months  after  the  acute  attack! 
but  usually  a  period  nearer  to  six  months  ij 
required  for  calcification. 

Cameron,  Donald  F.  Aqueous  Solutions  oi 
Potassitmi  and  Sodium  lodids  as  Opaque 
Mediums  in  Roentgenology.  (/.  Am.  M 
Ass.,  March  16,  1918,  p.  754.)  Sodium 
and  Potassiimi  lodids  in  Roentgenography. 
(/.  Am.  M.  Ass.,  May  25,  19 18.) 

The  author  discusses  the  theoretical  and 
practical   value   of   the    salts   mentioned   for 
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\-5t0grams  and  pyelograms.  For  pyelography 
,  25  per  cent  solution  is  advised.  For  cystog- 
aphy  a  15  per  cent  solution  is  ad\4sed.  The 
lesulting  solutions  are  stable,  neutral  in  reac- 
ion,  and  cause  no  precipitation  in  urine  or 
jloody  urine.  On  standing  they  become  slightly 
7ellow,  but  this  causes  no  trouble.  No  special 
Drecautions  are  to  be  obser\^ed  in  preparing 
Solutions.  They  are  easily  sterilized  by  boiling. 
The  cost  of  these  solutions  is  about  half  that 
Df  thorium.  A  20  per  cent  solution  of  strontium 
iodide  may  also  be  used,  but  when  mixed  with 
urine  a  very  slight  but  appreciable  precipitate 
s  formed. 


Kelly,  Howard  A.  Radiimi  in  Fibroid  Tumors. 
{Virginia  M.  Semi-Month.,  April,  1918. 
Ref.  .V.  York  M.  J.,  June  8,  1918,  p.  1095.) 

Howard  A.  Kelh^  states  that,  taking  these 
cases  as  theyrun,  handled  by  the  skilled  as  well  as 
the  unskilled  surgeon,  the  risk  from  operative 
treatment  in  them  is  stiU  considerable.  It  has 
been  his  nile  for  many  years  to  operate  only 
where  there  is  persistent  hemorrhage  or  pain, 
where  pressure  s^-mptoms  are  acute,  or  where 
there  is  good  e\ddence  of  a  complicating  ab- 
dominal condition.  Between  Alarch,  191 2,  and 
January,  1918,  he  has  treated,  with  C.  F. 
Bumam,  211  cases  of  fibroid  by  radium.  The 
average  age  of  these  patients  was  forty-three 
years.  Alenorrhagia,  metrorrhagia,  or  both  were 
symptoms  in  161  cases.  Of  the  148  cases  in 
Group  I,  viz.,  those  forty  years  of  age  or  over, 
sixty-two  have  been  entirely  cured  by  the 
treatment,  the  timior  having  either  disap- 
peared or  dwindled  to  negligible  size;  in  forty- 
six  the  tumor  has  diminished,  while  in  ten  the 
patients  are  so  well  that  they  have  never  con- 
sented to  a  further  examination.  Setting  aside 
cases  where  data  are  insufficient,  those  who  have 
died  from  other  causes,  or  who  have  had 
complications,  one  obtains  120  cases  of  simple 
fibroid,  in  1 18  of  which  raditmi  proved  efficient. 
The  sixty-three  cases  in  Group  2 — women  under 
forty — were  treated,  as  a  rule,  with  temporary 
cessation  of  menstruation  in  view,  or  occa- 
sionally to  reduce  menstruation.  In  twenty-five 
the  tumor  nearly  or  quite  disappeared,  in  sixteen 
it  decreased,  and  four  were  well  and  not  re- 
examined. The  treatment  consists  of  a  pre- 
liminary curettage,  the  use  of  a  polyp  forceps 
to  remove  any  peduncular  growth,  and  the 
insertion  of  300  to  50  millicuries  of  emanation 


of  radium  covered  '^■ith  a  rubber  cot  on  the  end 
of  a  soimd  into  the  uterus,  where  it  is  allowed 
to  remain  about  three  hours.  One  treatment 
may  suffice,  or  a  second  be  required  after 
several  months.  For  this  an  external  treatment 
may  be  substituted,  consisting  of  radium, 
suitably  filtered,  applied  over  various  areas  of 
the  abdomen  for  several  hours.  The  intrauterine 
treatment  is  no  more  painful  than  the  intro- 
duction of  a  sound.  The  immediate  results 
are  nausea  for  about  twenty-four  hours  and 
abdominal  tenderness  for  several  days.  Some- 
times there  is  a  leucorrheal  discharge  for  a  few 
weeks.  In  about  half  the  cases  no  menopausal 
s^Tuptoms  are  complained  of;  in  about  one 
fourth  they  are  moderate,  and  in  the  remaining 
fourth  severe. 

NoRDENTOFT,  S.  Present  Status  of  Roentgen 
Therapy,  especially  for  Brain  Tumors. 
(Ugeskrift  for  Laeger,  Copenhagen,  Feb- 
ruary 28,  1918,  p.  331.  Ref  /.  Am.  M. 
Ass.,  May  18,  1918.) 

Nordentoft  now  has  a  record  of  twenty 
cases  of  brain  tumors  in  which  he  has  applied 
systematic  courses  of  roentgen  exposures.  The 
results  are  quite  encouraging,  especially  when 
compared  vnth.  the  100  per  cent.  mortaHty  of 
operative  cases  of  cerebellar  tumors  in  the 
Scandinavian  cotmtries.  There  is  only  one  case 
known  in  Denmark  in  which  a  tumor  elsewhere 
in  the  brain  was  successfully  removed  w4th  long 
sur%dval.  He  describes  his  technique  and  the 
findings  and  results  in  his  twenty  cases.  The 
favorable  experiences  in  his  first  series  of  eight 
cases  have  continued  to  date;  there  has  been  no 
recurrence  of  the  growth  or  return  of  symptoms. 

Eliott,  Arthur  R.  Syphilis  of  the  Aorta. 
{The  Medical  Clinics  of  North  America, 
March,  1918.) 

The  importance  of  roentgen  examinations 
in  this  disease  is  emphasized  in  this  article. 
The  author  states  that  it  is  neglect  if  this 
modem  method  of  study  of  the  heart  and  aorta 
is  not  carried  out,  as  it  would  enable  the  phy- 
sician to  detect  the  existence  of  a  syphilitic 
aorta  before  it  had  advanced  to  a  stage  of 
degeneration. 

He  insists  that  the  vascular  change  of  syphilis 
constitutes  the  most  important  changes  ob- 
ser\^ed   in   this   disease.    The   endarteritis   of 
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syphilis  affects  not  onl}^  the  circulatory  organs 
but  also  the  organs  and  tissues  in  general  by 
interfering  with  nutrition. 

The  effect  of  this  disease  and  its  consequence 
are  aneirrysm,  aortic  regurgitation,  and  angina 
pectoris. 

"The  arterial  disease  of  syphilis  is  a  distinct 
type,  differing  from  nonspecific  arterial  dis- 
ease in  several  essentials,  chiefly  its  mode  of 
development,  its  usual  focal  distribution  and 
the  general  absence  of  regressive  metamorpho- 
sis, especially  calcification.  Microscopically, 
the  endarteritis  of  syphilis  is  differentiated  from 
the  nonsyphilitic  variety  by  the  fact  that  the 
primary  seat  of  the  change  is  in  the  media 
and  adventitia  along  the  course  of  the  vasa 
vasorum,  any  thickening  of  the  intima  that 
comes  to  pass  being  secondar>^  in  production. 
Conversely,  in  nonsyphilitic  types  of  aortic 
disease  the  histologic  change  begins  in  the 
intima  and  predominates  there.  The  true  type 
of  syphilitic  involvement  consequently  occurs 
only  in  arteries  that  are  supplied  wnth  vasa 
nutritia.  This  is  why  it  is  so  often  found  in  the 
brain  because  in  the  cerebral  circuit  even  small 
arteries  possess  vasa  vasora,  whereas  vessels 
of  similar  calibre  in  the  extremities  not  being 
so  pro\dded  escape  these  specific  changes.  For 
the  same  reason  we  find  the  ascending  portion 
of  the  aorta  to  be  usually  the  primarj^  seat  of 
change  in  syphilitic  aortitis,  in  contrast  to 
ordinary  arteriosclerosis,  wherein  the  changes 
are  briefly  situated  in  the  descending  aorta." 

Other  diseases,  such  as  an  acute  rheumatic 
fever,  streptococcus  infections  generally,  and 
other  acute  infections,  may  produce  aortitis, 
but  rareh^  when  compared  with  syphilis. 
When  aortitis  is  due  to  acute  infection,  it 
undergoes  spontaneous  subsidence  -udth  the 
primary  cause,  but  syphiHtic  aortitis,  on  the 
contrary,  is  stopped  only  by  therapy. 

He  states  that  the  aorta  is  one  of  the  most 
frequent  stations  in  which  the  infection  may 
lurk  obscurely.  "From  the  practical  clinic 
standpoint,  accumulating  evidence  is  forcing 
the  conclusion  that  a  persistently  positive 
Wassermann  in  a  patient  without  e\ndence  of 
syphilis  in  the  skin,  mucous  membrane  or 
nervous  system,  points  to  the  aorta  as  the  next 
most  probable  seat  of  the  disease." 

"Larkin  and  Lev\^  examined  the  aorta  in 
19  cases  which  showed  positive  Wassermann 
tests  during  the  course.  Seventeen  of  these 
19  aortas  gave  evidence  of  aortitis.     60  per 


cent  died  from  aortitis  and  its  consequences 
Citron  used  the  Wassermann  test  in  aU  chronic!  • 
cases  of  aortic  regurgitation  finding  it  positive! 
in  60  per  cent.  Warthin  finds  active  lesions' 
of  the  aorta  in  every  case  of  latent  syphilis' 
examined."  Thirty  per  cent,  of  all  syphilitic; 
patients  with  aortitis  have  aneur^^sm,  and  ar' 
equal  percentage  have  sclerosis  in  retraction 
of  the  aortic  valve.  The  suprasigmoid  portion 
of  the  aortic  arch  is  the  point  of  election  ii 
the  early  stage  of  involvement.  From  this 
point  it  spreads  in  both  directions.  The  earlyi 
roentgen  signs  are  dilatation  or  alteration  of= 
the  curve  of  the  aorta  and  abnormal  pulsa-, 
tion.  As  these  signs  result  only  with  a  certain 
amount  of  corrosion  the  x-ray  cannot  be 
relied  upon  for  the  detdction  of  aortic  syphilis 
in  the  earliest  stage. 

Mantoux,  C,  and  Ad^AiNGOT,  G.  Z-Ray  in 
Ca\nty  Formation  in  Pultnonar\^  Tuber- 
culosis. (Presse  med.,  Par.,  Alarch  7, 
1918.  Ref.  N.  York  M.  J.,  June  8,  1918,: 
p.  1097.) 

C.  Mantoux  and  G.  Alaingot  point  out  that 
the  commonly  recognized  x-ray  appearance 
of  a  lung  cavity  as  a  rounded  light  area  in  the 
lung  parenchyma  is  not"  the  only  form  which 
such  a  cavity  may  assiune  in  x-ray  examination. 
Often  a  cavity  exists  where  a  definite  light 
area  c:annot  be  perceived.  A  special  type  of 
x-ray  image,  hitherto  not  described  yet  verj- 
characteristic  when  one  once  learns  to  recog- 
nize it,  is  one  presenting,  on  a  rather  dark 
background,  an  appearance  as  of  a  cross  section 
through  a  loose  meshed  piece  of  bread,  with  its 
agglomeration  of  incomplete  circular  spaces  of 
different  sizes,  running  into  one  another. 
During  the  act  of  coughing  the  breadlike  area 
may  become  displaced  and  distorted.  In  some 
other  cases  the  spaces  are  all  approximately 
equal  in  size,  regularly  disposed,  and  in  part 
polygonal  in  outline,  presenting  what  the 
authors  term  the  honeycomb  condition.  This 
appearance,  which  is  met  with  especially  in  the 
upper  half  of  the  pulmonary  fields,  is  often 
overlooked  in  radioscopy,  becoming  manifest 
only  on  the  x-ray  plate.  If  the  spaces  are  large, 
however — usualh'  in  the  tissues  between  the 
hilum  and  the  clavicle — the  condition  is 
readily  visible  in  radioscopy.  During  the  act 
of  coughing  the  honej^comb  appearance  changes 
less  than  either  the  ordinary  large  rounded 
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ivity  or  the  breadlike  ca\'ity  picture.  Neither 
■ust  be  confounded  either  with  the  reticular 
)pearance  sometimes  presented  by  fine  bron- 
lial  ramifications,  the  socalled  marbled  ap- 
3arance  with  less  definite  and  regularly 
)unded  outline,  or  misleading  shadows  at  the 
ilum,  which  can  be  differentiated  b}^  com- 
arison  mth  the  hiliim  of  the  opposite  side, 
.utopsies  always  showed  losses  of  lung  tissue 
t  the  points  corresponding  to  the  honeycomb 
r  breadlike  areas.  Usually  there  were  multiple 
avities  in  different  planes  of  the  lung,  but  in 
•ne  case  with  a  very  definite  honeycomb  con- 


dition there  was  found  a  single  cavity  crossed 
by  a  number  of  bands  of  fibrous  tissue.  Whereas 
the  ordinary  rounded  space  appearance  is  met 
with  in  over  half  the  cases  of  open  tuberculosis, 
the  special  appearances  described  were  noted 
in  one  seventh  of  350  such  cases.  The  bread 
appearance  was  met  ^^nth  more  frequently  than 
the  honeycomb.  Not  a  single  case  among  250 
patients  with  closed  or  suspected  tuberculosis, 
showed  either  of  these  conditions.  The  ausculta- 
tory signs  confirmed  in  four  fifths  of  the  cases 
the  existence  of  cavities,  where  one  of  these 
conditions  was  noted. 


BOOK  REVIEWS 


Electro-Therapy  in  Gynaecology.  By  Sam- 
uel Sloan,  U.B.,  F.R.F.P.S.G.  Consiilting 
Physician  to  the  Glasgow  Royal  Maternity 
and  Women's  Hospital,  and  to  the  Glas- 
gow Hospital  for  Diseases  of  Women; 
Examiner  in  Midwifery  and  Gynecology 
to  the  University  of  Glasgow,  and  for  the 
Fellowship  of  the  Royal  Faculty  of  Phy- 
sicians and  Surgeons,  Glasgow;  President 
of  the  Section  of  Electro-therapeutics  and 
Radiolog\',  British  ]\Iedical  Association, 
Aberdeen,  19 14,  and  of  the  Electro-thera- 
peutic Section,  Royal  Society  of  Medicine, 
London,  1909-10;  Hon.  Fellow  Gynaeco- 
logical Society,  Chicago;  Formerly  Con- 
sulting Physician  Glasgow  Samaritan  Hos- 
pital for  Diseases  of  Women ;  President  of 
the  Glasgow  Obstetrical  and  Gynaeco- 
logical Society;  Examiner  in  Gynaecolog}' 
for  the  Triple  Qualification  Edinbirrgh  and 
Glasgow,  etc.  With  thirty-nine  illustra- 
tions. Price,  cloth,  $3. 50.  Paul  B.  Hoeber, 
New  York.  191 8. 

The  re\'iew  of  "Electro-Therapy  in  Gynae- 
cology" by  Dr.  Sloan  has  been  both  a  pleasant 
and  a  profitable  task.  The  re\-iewer's  interest 
becomes  manifest  in  the  introductorv'-  chapter 
of  the  book,  where  the  author  affirms  that  the 
presentation  of  his  work  is  based  wholly  upon 
personal  experience  in  the  use  of  various  elec- 
trical modalities  in  the  treatment  of  peh-ic  and 
allied  affections. 

It  is  indeed  a  pleasure  to  be  able  to  grasp  in 
so  small  a  volimie  the  lifelong  experience  of 
an  earnest  and  able  worker.  Most  of  the  litera- 
tnre  offered  to  the  profession  at  the  present 
time  consists  of  voluminous  compilations, 
chaotic  and  confusing  in  character.  This  is  not 
true,  however,  of  Dr.  Sloan's  book. 

The  author  adheres  to  his  promise  in  offering 
to  the  reader  only  the  results  of  his  varied  ex- 
perience, vnth  the  one  exception  of  his  inter- 
pretation of  electrophysics.  However,  most 
readers  will  gladly  pardon  this  exception,  as 
Dr.  Sloan's  presentation  of  his  hypothesis  is 
most  interesting  and  aUiuing,  and,  should  the 
reader  not  be  willing  to  accept  the  author's 
\'iewpoint,  he  will,  at  least,  be  fascinated  with 
Dr.    Sloan's    ingenious    deductions,    and    be 


given  much  food  for  thought  and  reflection. 

The  presentation  of  electromedical  apparatus 
is  concise  and  practical.  American  readers  will 
be  somewhat  disappointed  that  more  space  is 
not  allotted  to  sinusoidal  or  various  static 
modalities,  especially  the  static  wave  current. 
It  must  be  remembered,  however,  that  the 
author  is  presenting  his  own  experiences  and 
that  he  has  achieved  most  brilliant  results 
with  the  armamentariiun  that  he  utilizes. 

The  author's  treatment  of  neurasthenia  is 
somewhat  contrary  to  our  standard  technique. 
Dr.  Sloan,  in  the  treatment  of  this  affection, 
utiHzes  the  secondar}'  induced  current  applied 
to  the  head  by  large,  weU-fitting  electrodes. 
The  satisfactory  results  reported  by  this 
method  of  treatment  by  the  author  would  seem 
to  justify  its  employment.  Care  should  be 
taken,  however,  that  the  technique  as  de- 
scribed by  Dr.  Sloan  should  be  strictly  ad- 
hered to. 

The  chapter  on  Sepsis  of  the  Genital  Tract 
is  perhaps  the  most  valuable  contribution  of 
Dr.  Sloan's  book.  The  author  minutely  de- 
scribes the  technique  of  the  use  of  a  special 
hvdrovaginal  electrode  and  its  therapeutic  ap- 
plication. 

The  chapter  on  the  treatment  of  fibroid 
tumor  of  the  uterus  may  prove  of  less  interest 
to  most  American  readers.  In  the  treatment  of 
this  affection  Dr.  Sloan  utilizes  the  constant 
current,  and  makes  no  claim  for  its  use  except 
the  control  of  hemorrhage.  As  this  result  may 
be  achieved  by  deep  roentgenotherapy  with  less 
discomfort  to  the  patient,  electrolysis  is  likely 
to  be  employed  wdth  diminishing  frequency  in 
thp  futtu-e. 

One  of  the  most  valuable  featirres  of  Dr. 
Sloan's  book  is  the  appendix,  wherein  the 
author  tabulates  his  resiilts  from  the  treat- 
ment of  two  hundred  and  twelve  cases  of  pelvic 
affections  by  means  of  the  various  electrical 
modalities. 

Dr.  Sloan's  book  is  most  attractive  and  well 
arranged,  and  should  be  read  not  alone  b>- 
those  especially  interested  in  electrotherapy 
but  by -g\mecologists,  who,  as  a  class,  are 
inclined  to  be  ultraconser\^ative  in  regard  to 
all  methods  of  treatment  other  than  surgical. 

John  H.  Burgh 
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CLINICAL  OBSERVATIONS  IN  MILITARY  ROENTGENOLOGY* 

iWITH  ESPECIAL  REFERENCE  TO  THE  BISMUTH-IODOFGRM-PARAF' 
'  FIN  PASTE  OF  MORISON  AND  TO  A  METHOD  FOR  THE 

DETERMINATION  OF  THE  PRESENCE  OF  FOREIGN 
BODIES  BY  SECONDARY  EMANATIONS 

i  BY    PERCY    BROWN,    M.D. 

Major,  M.C.U.S.A.  Base  Hospital  No.  5,  U.  S.  Army,  France 

and 

JOHN    S.    YOUNG,    M.D. 

1st  Lieut.,  M.C.U.S.A.  Base  Hospital  No.  12,  U.  S.  Army,  France 


THE  following  communication  is  offered 
as  a  meagre  exposition  of  some  im- 
pressions created  and  noted  in  actual  field 
practice  in  military  roentgenology  under 
the  present-day  technique  of  the  care  of 
the  wounded  as  pursued  by  certain  of  the 
Allied  Forces.  Its  purpose  is  to  describe 
conditions  not  unusual  which  have  been 
met  with  by  the  writers,  and  which  may 
be  met  w^ith  by  any  roentgen  worker  w^ho 
enters  the  European  w^ar  area.  As  in  every 
form  of  scientific  endeavor,  it  may  be 
found  that  in  clinical  situations  of  the 
greatest  expediency  practice  is  far  re- 
moved from  theory,  and  many  thought- 
fully evolved  technical  plans  must,  of  ne- 
cessity, be  abandoned  under  the  pressure 
of  active  field  service. 

The  military  roentgenologist,  desirous 
of  contributing  to  the  scientific  literature, 
and  stimulated  to  that  end  by  a  prospect 
of  the  relative  quietude  of  routine,  or  even 
of  research,  at  a  so-called  base  hospital, 
often  finds  himself  detailed  to  what  may 


be  in  reality  an  evacuation  hospital  of 
large  dimensions,  where  convoys  of 
wounded  are  succeeded  by  proportionate 
evacuations  in  rapid  rotation.  The  key- 
note at  such  posts,  therefore,  with  rela- 
tion to  the  wounded  and  consistent  with 
their  proper  care  is  speed,  and  this  is  al- 
ways a  desideratum,  even  at  the  base,  in 
time  of  "push."  Under  such  circum- 
stances, the  simpler  cases  must,  and  can, 
be  quickly  handled  to  make  w^ay  for  those 
of  a  more  complicated  nature  in  which 
localizing  methods  of  greater  precision  are 
necessary.  At  such  periods  of  pressure, 
the  load  of  disproportion  between  volume 
of  work  and  available  time  weighs  most 
heavily  upon  the  .x'-ray  department,  be- 
cause many  cases  pass  through  the  hands 
of  the  roentgenologist  only  to  be  re- 
turned to  a  convalescent  camp  without 
operative  treatment,  although  presenting 
a  definite  surgical  complexion.  Also,  many 
cases  are  sent  down  from  the  casualty 
clearing  stations  (evacuation  hospitals)   a 
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few  kilometers  behind  the  Line,  bearing 
x-ray  diagnoses,  which  must  needs  be 
again  examined  at  the  base  on  account  of 
their  nature,  and  this  fact  in  no  wa}^  de- 
tracts    from    the    wonderfully     accurate 


Fig.  I.    Case  A.    Gunner  G.  29TH  Yorkshire  Regi- 
ment. 

Here  the  intermuscular  dissemination  of  "bipp"  does 
not  occlude  the  foreign  body. 


roentgen  diagnoses  made  under  pressure  in 
forward  areas;  on  the  other  hand,  this 
accuracy  is  usually  proven  by  the  subse- 
quent diagnostic  procedure  at  the  base. 

While  the  activity  of  a  military  .v-ray 
department  is  naturally  directly  propor- 
tionate to  the  existing  degree  and  nature 
of  military  operations,  the  capacity  for 
speed  must  always  be  maintained  in  order 
that  any  unusual  pressure  may  be  with- 
stood. Since  so  great  a  part  of  the  surgical 
roentgenology  of  a  military  station  deals 
with  the  localization  of  foreign  bodies  the 
writers  have  found  that,  on  occasions 
when  vast  numbers  of  such  localizations 


must  be  made,  the  most  simple  methods 
consistent  with  accuracy  must  be  em- 
ployed. This  statement  by  no  means  im- 
plies the  lack  of  appreciation  of  the  many 
localization  methods  which  the  war  has 
produced,  but  their  many  excellent  points 
do  not  always  coincide  with  the  necessity 
for  rapidity,  which  in  our  experiences  has 
been  almost  constant.  We  have  found 
that  a  simple  parallax  method,  or  an 
equally  simple  "displacement"  method, 
suffices  admirably  for  all  purposes  ex- 
cept where  especially  accurate  transfer- 
ence of  extraneous  "known  points"  is  to 
be  made  to  the  surgeon,  as  the  use  of  the 
compass  method  would  insure.  Such  ac- 
curacy is  demanded  nearly  always  in  cases 
where  it  is  important  to  take  the  neces- 
sary time  for  the  purpose.  Our  simpler 
problems  were  always  set  aside  for  cases 
such  as  wounds  of  the  head  and  thorax, 
where  the  greatest  possible  degree  of  ex- 
actitude is  required.  In  the  simple  cases 
we  found  that  we  could  work  best  and 
quickest  with  one  of  the  two  methods  first 
mentioned  (to  wit,  a  simply  managed 
parallax  method  and  a  method  of  dis- 
placement such  as  might  be  exemplified 
in  the  Strohl  method).  Our  record  of  one 
hundred  and  forty-three  localizations  in 
the  twenty-four  hours  tends  to  bear  out 
this  general  statement. 

It  is  essential  to  localize  as  near  to  the  ' 
foreign  body  as  possible.  In  other  words, 
to  so  manipulate  the  patient,  if  possible, 
that  the  shortest  distance  will  be  obtained 
between  screen  surface  and  foreign  body. 
Our  method  of  doing  this  implied  two 
steps.  First,  a  preliminary  step  of  "gross 
localization"  b}^  which,  upon  rapid  tube- 
displacement  from  side  to  side  and  in  the 
direction  of  head  to  feet,  the  speed  of 
shadow  movement  will  indicate  clearly  in  j 
gross  the  distance-relation  to  the  plane  of 
the  screen.  If  it  is  thus  found  that  the 
horizontal  plane  of  the  foreign  body  be 
deeper  than  the  medium  horizontal  plane 
of  the  part  under  examination,  the  pa- 
tient is  turned  or  manipulated,  whenever 
possible,  so  that  the  short  distance  is  up- 
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permost.  The  second  step  is  then  under- 
taken— that  of  finding  the  central  ray  and 
proceeding  with  the  localization  method 


there   is   no   such   thing   as   standardized 
positions  in  military  roentgenology. 

Perfect  liaison  with  the  surgeon  is  pos- 
sible only  when  he  is  informed  of  the  posi- 
tion the  patient  was  in  when  the  second 
locaUzation  step  was  undertaken,  and  such 
liaison  is  maintained  only  when  he  bears 
in  mind  that  the  skin  mark  of  the  vertical 
ray  should  be  the  highest  point  of  the 
vertical  axis  of  that  part.  If  there  be  no 
skin  to  mark  at  this  point,  there  are  nu- 
merous ways  of  marking  tissue  other  than 

skin. 

It  is  unfortunately  the  case  that  there 
are  other  impedances  to  obtaining  gross 
localization  beside  the  nature  and  dis- 
tribution of  the  wound  or  the  multipHcity 
of  the  wounds.  Such  handicaps  may  often 
result  from  the  presence  of  material  in- 
jected into  the  wound  in  forward  areas 


Fig.  2.    Case  B.    Private  K.  Sherwood  Foresters. 

Multiple  foreign  bodies,  with  much  "bipp"  simulating 
others. 


of  election.  The  question  of  the  manipula- 
tion or  movement  of  the  patient  is  always 
influenced  by  the  severity  and  extent  of 
the  wounds.  The  eminent  likelihood  oi 
secondary  hemorrhage,  the  question  of  in- 
tense pain  on  motion,  the  presence  of  gas 
infection  or  gas  gangrene,  the  presence  of 
Carrel  tubes,  will  all  make  at  times  the 
acquisition  of  desirable  postures  difficult 
if  not  impossible.  It  is  unfortunate  that 


1 


Fig.  3.    CaseC.    Captain  A.  iith  Hants  Regiment. 

Wide  dissemination  of  "bipp,"  not  grossly  obliterating 


foreign  bodies  (projectiles). 
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for  the  purpose  of  producing  antiseptic 
action.  The  presence  of  these  substances, 
although  not  distinctly  deterrent  factors 
to  ultimate  diagnosis  should  be  constantly 


Fig.  4.    Case  D.    Private  H.  Black  Watch. 

Fine  spread  of  "bipp"  which  does  not  occlude  project- 
ile material. 


borne  in  mind  as  to  their  existence  in  any 
given  case.  Out  of  the  various  antiseptic 
methods  employed  by  the  British  perhaps 
that  which  was  most  constantly  encoun- 
tered by  us  was  the  presence  in  or  about 
the  wound  of  the  so-called  bismuth-iodo- 
form-paraffin  paste  of  Rutherford  Mori- 
son,  first  described  by  him  in  1916.  This 
combination,  as  the  basis  of  an  injected 
dressing  for  infected  wounds,  presents 
varying  manifestations  as  recorded  upon 
the  x-ray  plate,  and  it  is  with  these  mani- 
festations that  the  military  roentgenolo- 
gist should  acquaint  himself.  In  general, 
the  disposition  of  this  "bipp,"  as  it  is 
called  in  abbreviation,  with  relationship 
to  the  foreign  body,  may  be:  (i)  an  en- 
gorgement of  the  track  with  embracement 
of  the  body  itself,  or  (2)  a  wandering  from 
the  track  into  the  surrounding  tissue  with- 


out any  special  or  characteristic  relation- 
ship to  the  foreign  body.  The  latter  mani- 
festation varies,  naturally,  with  the  de- 
gree of  septic  tissue-disorganization.  The 
roentgen  graphic  evidence  of  the  presence 
of  "bipp"  often  transcends  that  of  for- 
eign material  acquired  in  combat.  It  be- 
comes, therefore,  a  matter  of  some  mo- 
ment promptly  to  recognize  by  screen  the 
extent  and  form  of  "bipp"  distribution, 
in  differential  comparison  with  the  size 
and  position  of  the  foreign  body  or  col- 
lection of  bodies.  With  but  short  practice, 
this  differential  diagnosis  becomes  easy  by 
but  a  glance  at  the  screen,  and  it  is  rarely 
that  a  plate  is  required  to  settle  the  point. 
Where  they  do  occur,  however,  instances 
of  unusual  difficulty  are  seen  in  cases 
where  either  a  single  very  small  foreign 
body  or  a  multiplicity  of  foreign  bodies 
may  be  present.  Here  a  somewhat  spora- 
dic or  finely  disseminated  distribution  of 
"bipp"  may  lead  to  a  perplexing  shadow- 
complex  by  screen  which,  it  may  be,  a 
plate  only  can  elucidate.  It  is  injudicious 
to  pin  one's  diagnostic  faith  on  the  as- 


t 


Fig.  5.    Case  E.    Sapper  M.  Gordon  Highlanders. 
Large  projectile  almost  completely  occluded  by  "bipp." 
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Jojectile  will 
an  bismuth- 
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shrapnel  or  other  forms  of 

produce   stronger   shadows 

iodoform-parafifin  emulsion, 


Carr 


Fig.  6..   Case  F.     Private  G.  Scots  Guards. 
el  tube  draining  an  extensively  "bipped"  wound. 


for,  as  a  matter  of  fact,  this  is  not  so;  es- 
pecially when  in  a  given  shadow-complex, 
the  two  substances  vary  widety  as  to 
screen-plane  or  plate-plane  relationship. 

The  screen-diagnosis  of  the  presence  of 
a  relatively  small  foreign  body  in  close 
juxtaposition  to  larger  and  often  denser 
"bipp"  masses  is  a  problem  of  a  different 
natiire,  although  often  of  equal  degree. 
It  is  usually  possible  to  disassociate  the 
respective  shadows  by  either  movement 
of  the  subject  or  of  the  tube,  although 
cases  may  arise  wherein  even  this  pro- 
duces but  little  added  information.  Even 
the  plate  at  times  effects  a  differentiation 
only  with  difficulty. 

Inter-  or  intramuscular  "bipp"  distri- 
bution presents  diagnostic  difficulty  onh' 


rarely,  as  the  "bipp"  shadow  in  such 
cases  usually  forms  a  thin  tracer\'  which 
in  no  wise  occludes  the  shadow  of  even  a 
minute  foreign  body. 

The  bismuth-iodoform-paraffin  paste  of 
]Morison  is  but  one  of  several  extraneous 
substances,  as  has  been  mentioned,  em- 
ployed in  the  surgical  treatment  of  in- 
fected wounds,  which  may  offer  slight 
problems  of  differential  diagnosis  by  .v-ray. 
For  instance,  the  shadows  of  cross-sec- 
tions of  Carrel  tubes  have  also  been  known 
to  stimulate  foreign  bodies  of  meagre  den- 
sity; the  relative  surgical  value  of  bis- 
muth-iodoform-paraffin, however,  makes  it 
a  necessary  therapeutic  factor  which  the 
military  roentgenologist  must  educate  him- 
self to  meet  in  diagnosis. 

The  inclusion  and  exclusion  of  second- 
ary rays  and  the  well-known  screen  ap- 
pearances in  such  performances  may  be 


Fig.  7.    Case  G.    Sergeant  P.  3RD  Gloucesters. 

Large  mass  of  "bipp,"  occluding  projectile. 
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utilized  to  lay  a  diagnostic  foundation  in 
rapid  way  as  to  the  presence  or  absence 
of  foreign  body  in  any  given  field.  This 


Fig.  8.  Case  H.    Private  R.  M.  G.  C. 
Large  projectile,  with  others  complicated  by  "bipp." 

method  has  been  found  especially  useful 
by  one  of  us  (Brown)  as  applied  to  the 
region  of  large  joints,  where  dense  bony 
masses  are  normally  found.  In  thin  sub- 
jects, especially,  it  will  often  be  found 
that  anatomic  structures,  as,  for  instance, 
the  coracoid  process,  will,  when  vagrant 


rays  are  excluded  by  diaphragm,  appea 
of  such  localized  density  as  closely  x> 
simulate  a  foreign  body  of  correspondin; 
size.  When  close  fluoroscopic  search  i 
being  made  for  a  foreign  body  within  thi 
joint,  this  fact  may  for  the  moment  bt; 
confusing  until  the  diaphragm  is  widenecl 
sufficiently  to  allow  a  brilliant  vagrant  il 
lumination  of  the  visualized  screen-field 
This  illumination  will  immediately  pro 
duce  an  obliteration  of  the  shadow-promi 
nence  in  question,  if  it  be  anatomical  an( 
normal;  if  it  be  a  foreign  body,  it  will,  o 
course,  absorb  the  vagrant  as  well  as  tb 
normal  rays  and  its  shadow  will  persist 
This  "short  cut"  method  enables  one,  h 
field  service,  at  once  to  exclude  from  th 
region  about  the  important  joints  espe 
cially,  the  possibility  of  error  in  recogni 
tion  as  between  foreign  body  or  promi 
nent  anatomic  process  of  great  density.  I 
foreign  body  is  thus  determined  it  may  b' 
localized  by  any  of  the  accepted  or  gen 
erally  used  methods. 

In  conclusion,  we  desire  to  acknowledg 
the  support  and  cooperation  we  have  re 
ceived  in  our  work  from  our  respectiv' 
Commanding  Officers,  Lieutenant-Colone 
Robert  U.  Patterson,  M.C.U.S.A.  an( 
Colonel  C.  C.  Collins,  M.C.U.S.A. 


CAUSE  OF  LEUKEMIA 


The  Nederlandsch  Tijdschrift  summarizes 
an  article  by  Wiczkowski  in  the  Przeglad 
Lekarski  relating  that  he  succeeded  in 
inducing  a  disease  in  a  hen,  resembling  in 
some  respects  human  leukemia,  by  intra- 
venous injection  of  pleural  effusion  from 
a  young  man  who  had  developed  acute 
leukemia  after  a  trauma.  The  leukocytes 


numbered  590,000  and  there  was  pleurisy 
on  one  side.  In  the  hen  the  hemoglobii 
dropped  from  55  to  9  per  cent,  and  th(| 
bone  marrow  showed  infiltrates,  etc.  Th<| 
clinical  picture  differed  completely  fronj 
that  with  so-called  fowl  leukemia.  (Refj 
Journal  Amer.  Med.  Assoc,  Vol.  71' 
No.  10.) 


INFLUENCE  OF  RADIUM  ON  CANCER  TISSUES  * 


JAMES    EWING,    M.D. 
Professor  of  Pathology,  Cornell  University  Medical  College 


NEW   YORK 


WHAT  I  have  to  say  concerns  not  so 
much  the  therapeutic  accompHsh- 
ments  of  radium,  as  the  effect  the  advent 
of  radium  has  had  on  the  general  progress 
of  cancer  research. 

Since  1904,  it  has  been  my  lot  to  make 
periodic  visits  to  cancer  research  institu- 
tions in  Europe,  and  I  recall  two  observa- 
tions of  special  interest  in  connection  with 
the  treatment  of  cancer.  I  found  that 
these  institutions  were  always  in  the  habit 
of  employing  some  constitutional  agent  in 
the  treatment  of  inoperable  cancer.  The 
list  of  the  agents  used  was  quite  large, 
and  included  thyroid  extract,  antisera 
made  against  tumor  proteins,  injections  of 
tumor  proteins,  vaccination  by  living  can- 
cer cells,  and  a  number  of  toxic  substances, 
among  which  w^ere  enzetol,  colloidal  cop- 
per, and  other  metallic  colloids.  The 
Huntington  Fund  in  New  York  has  spent 
a  good  deal  of  time  investigating  many  of 
these  agents,  and  vaccination,  especially, 
has  been  used  on  an  enormous  scale  all 
over  the  world. 

The  second  fact  of  importance  is  that 
there  were  definite  and  well-attested  thera- 
peutic resiilts  obtained  by  many  of  these 
agents.  These  results,  however,  were  so 
uncertain  and  capricious  that  one  could 
never  be  sure  that  they  were  not  due  to 
some  spontaneous  change  in  the  natural 
history  of  the  disease,  so  much  so  that  a 
distinguished  French  surgeon,  Tuffier, 
characterized  them  as  paradoxical.  Now 
in  the  case  of  radium,  the  conditions  are 
entirely  different.  It  has  been  evident  from 
the  very  first  that  when  one  appHes  the 
same  amount  of  radium  through  the  same 
filter  to  the  same  type  of  cancer,  the  re- 
sult is  invariably  the  same. 

We  must  welcome  the  discovery  of  an 
agent  which  will  affect  cancer  in  a  manner 


not  open  to  argument.  Radium  can  be 
relied  upon  to  do  the  same  thing  under 
the  same  circumstances.  Under  many  cir- 
cumstances the  result  involves  the  disap- 
pearance of  cancer  tissue  and  the  complete 
heaHng  of  the  lesion.  It  is  highly  important, 
also,  to  recognize  that  the  action  of  radium 
is  specific,  in  the  sense  that  it  produces  re- 
sults which  have  not  been  duphcated  by 
any  other  method,  and  produces  histolog- 
ical changes  in  tumor  tissue  which  one 
does  not  see  under  any  other  circumstances. 
What  these  changes  consist  in  wiU  be  shown 
later  in  the  evening,  and  I  will  not  attempt 
to  analyze  them  in  detail,  but  they  are 
controlled  by  two  general  principles. 

Radium  exerts  its  chief  effect  upon  the 
cell  nucleus,  especially  upon  the  dividing 
nucleus,  by  means  of  which  the,  growth  of 
the  cells  is  inhibited  and  they  undergo  a 
pecuHar  form  of  liquefaction  necrosis  and 
atrophy.  Another  important  principle  of  its 
action  is  the  effect  upon  the  underlying 
tissue  in  which  the  tumor  is  growing.  It 
stimulates  the  growth  of  granulation  tissue, 
which  excavates  the  cells  of  the  tumor  and 
causes  a  remarkable  exudation  of  various 
roirnd  cells,  the  result  being  a  natural  and 
complete  healing  process. 

In  estimating  the  effects  of  radiimi  upon 
tumor  tissue,  it  is  highly  important  to 
recognize  that  different  tumor  cells  react 
in  a  very  different  manner  to  radium,  some 
tumors  being  extremely  susceptible  and 
others  very  resistant.  Among  the  suscepti- 
ble growi;hs  are  the  very  cellular  and  rap- 
idly growing  tumors,  as  lymphomas,  em- 
bryonal carcinomas,  and  basal  cell  carci- 
nomas. On  the  other  hand,  squamous  cell 
carcinoma  is  comparatively  resistant.  The 
benign  tumors  and  those  which  contain  a 
considerable  amount  of  dense  fibrous  tissue 
are  quite  resistant. 


*  Discussion  at  the  Meeting  of  the  County  Medical  Society.  May  27,  1918,  at  the  New  York  Academy  of  Medicine. 
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The  pursuit  of  radium  therapy  has  re- 
quired a  study  of  the  whole  list  of  tumors 
with  regard  to  their  physical  and  chemical 
constitution  which  determines  their  re- 
sponse to  radium.  The  niunerous  conflict- 
ing reports  which  one  hears  regarding 
the  results  of  radium  therapy  are  very 
largely  due  to  the  failure  to  recognize 
those  essential  differences  in  tumor 
structiu-e. 

Any  prophecy  as  to  the  future  position 
of  radium  is  perhaps  ill-timed.  In  one  re- 
spect, this  agent  is  far  from  being  an  ideal 
cancer  cure.  As  employed  at  present,  it 
has  no  constitutional  influence  at  all.  It 
may  be  possible  that,  by  injecting  radiimi 
in  the  form  of  deposit  in  salt  solution,  a 
constitutional  effect  can  be  produced,  but 
this  is  a  matter  for  future  study.  This  and 
many  other  details  in  the  proper  applica- 


tion of  radium  form  a  complex  field  of  in- 1 
vestigation  which  requires  the  services  ofj 
a  well-equipped  physical  laboratory.  At 
the  Memorial  Hospital  we  are  conducting 
such  experiments  on  a  considerable  scale, 
with  the  idea  of  making  the  application  of 
radium  more  accurate  and  of  employing  it 
for  different  diseases  in  more  appropriate 
ways.  The  local  application  of  radium  pro- 
duces its  effect  over  a  limited  territory. 
For  that  reason  I  firmly  believe  that  its 
proper  field  is  one  in  which  the  specific  ef- 
fects of  this  agent  can  be  made  to  include 
the  whole  field  of  the  tumor,  and  this 
means,  as  a  rule,  the  comparatively  early 
stages  of  cancer.  As  a  remedial  agent  in 
advanced  or  inoperable  cancer  its  results, 
while  extremely  important  in  many  cir- 
cumstances, will  never,  I  beHeve,  represent  ^ 
its  greatest  usefulness. 


TREATMENT  BY  RADIUM  OF  CANCEROUS  MUCOUS 

MEMBRANES  * 

BY    HENRY    HARRINGTON   JANEWAY,    M.D. 
Attending  Surgeon  to  Memorial  Hospital 

NEW  YORK 


ANY  ONE  who  has  had  an  opportunity 
to  observe  the  effects  of  the  treat- 
ment of  malignant  disease  by  the  use  of 
radiiun  cannot  fail  to  recognize  that  an 
important  field  of  usefulness  must  be  as- 
signed to  this  agent  in  the  management  of 
cancer. 

It  is  a  matter  of  much  importance  to 
accurately  know  the  indications  for  this 
use  of  radium.  At  the  present  time,  there 
is  a  wide  difference  of  opinion  upon  the 
place  in  cancer  therapy  which  radiiun 
should  occupy.  This  difference  is  perhaps 
most  strikingly  expressed  in  one  of  the 
first  questions,  in  this  connection,  to  sug- 
gest itself.  Should  some  of  the  more  im- 
portant forms  of  cancer  be  treated  by  ra- 

*  Read  at  the  Meeting  of  the  Medical  Society  of  the  Coirnty  of 


dium  in  their  early  stages,  in  an  attempt 
to  cure  the  disease  by  this  agent,  instead 
of  by  operative  removal,  or  should  radium 
be  used  solely  as  a  palliative  or  supple- 
mentary means  to  the  usual  methods  of 
dealing  with  the  disease? 

Approximately  a  year  ago,  at  a  sym- 
posium on  radiimi  in  this  room,  it  was 
stated  by  one  of  the  most  important  users 
of  raditun  in  this  country,  that  those 
seeking  to  find  in  radium  a  cure  for  cancer 
would  be  disappointed,  that  in  all  forms 
of  cancer,  except  possibly  some  of  the 
benign  circumscribed  varieties  of  skin 
epithelioma,  the  most  that  can  be  expected 
from  the  use  of  raditmi  is  temporary  im- 
provement in  the  patient's  condition. 

New  York,  May  27,  1918,  at  the  New  York  Academy  of  Medicine. 
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Improvements   of   a   very   considerable 

legree  are  obtained  in  many  varieties  of 

umor.  They  are  especially  notable  in  the 

eucemias,  in  the  lymphosarcomas,  and  in 

;he  very  cellular  carcinomata,  such  as  the 

;eratoid   carcinomas   of   the   testes,    even 

ifter  these  have  produced  metastasis  in 

:he  abdominal  cavity.  They  may  always  be 

obtained  after  surface  application  to  the 

:arcinomas  of  the  mucous  membranes,  even 

when  of  large  size.  Few,  however,  of  any 

of  the  more  advanced  inoperable  growths 

lin  which  these  improvements  have  been 

iobtained,   have  failed  to  recur;   and  the 

!fear  that  the  same  result  would  follow  the 

treatment    of    the    more    favorable    and 

smaller  operable  lesions  by  radium  in  a 

larger  proportion  of  cases  than  it  would 

follow  the  treatment  of  these  patients  by 

operation,   has  led  to  the  belief  that  it 

would  be  unjust  to  treat  these  patients  by 

radium. 

At  the  Memorial  Hospital,  we  have  been 
encouraged  to  treat  a  rather  large  number 
of  operable  cancers  of  the  mucous  mem- 
branes. The  remarkable  improvement  in 
some  of  the  cases  treated  palliatively  has 
not  alone  stimiilated  this  attempt,  but 
more  especially  the  favorable  result  ob- 
tained on  many  early  cancers  in  patients 
refusing  operation,  or  in  whom  operation 
was  contraindicated  for  other  reasons. 
Two  facts  have  been  demonstrated  by 
this  experience:  first,  within  the  time  lim- 
its in  which  we  have  been  working,  single 
applications  were  often  sufficient  to  cause 
apparent  complete  retrogressions;  and  sec- 
ond, in  the  larger  lesions,  where  this  favor- 
able result  was  not  obtained,  the  lesion 
had  become  much  more  of  an  operable  one 
than  it  was  before  treatment.  There  have 
been  obtained,  for  instance,  complete  retro- 
gressions within  the  time  limits  in  which 
we  have  been  working 

In  twenty-one  cases  of  cancer  of  the  lip. 

In  eight  cases  of  cancer  of  the  superior 
maxilla,  including  two  originating  within 
the  antral  cavity. 

In  nine  cases  of  cancer  of  the  tongue. 

In  one  additional  case  in  which  a  large 


growth  was  greatly  reduced  in  size,  and 
has  since  been  removed  tmder  local  anes- 
thesia, without  recurrence  to  date,  an  in- 
terval of  five  months. 

In  three  cases  of  cancer  of  the  tonsil,  and 
probably  in  two  others,  which  have  not  been 
traced  to  date. 

In  one  patient  with  cancer  of  the  soft 
palate. 

A  ntunber  of  patients  with  cancer  of  the 
larynx  have  been  greatly  improved,  but 
none  have  been  ciired  by  radium  alone, 
although  in  several  cases  there  was  a  com- 
plete disappearance  of  the  disease  for  a 
time.  In  one  patient,  with  advanced  cancer 
of  the  larynx,  an  incomplete  but  marked 
retrogression  of  the  disease  was  caused  by 
radium. 

At  this  stage,  I  removed  the  larynx,  and 
the  patient  has  been  free  from  recurrence 
now  for  one  year,  and  is  able  to  sppak  loud 
enough  to  be  heard  across  a  small  room. 

In  cancer  of  the  esophagus,  definite 
temporary  improvements  have  been  ob- 
tained from  single  treatments.  These  im- 
provements have  meant  reHef  of  the  dys- 
phagia, sometimes  for  one  year,  to  a  much 
greater  degree  than  can  be  obtained  by 
bouginage.  One  patient,  whom  I  treated 
two  years  ago,  and  upon  whom  I  made  a 
diagnosis  of  cancer  of  the  esophagus,  at 
the  time,  by  esophagoscopic  examination, 
is  still  well.  I  beHeve,  however,  that  it  is 
not  absolutely  certain  that  this  man  had 
cancer  of  the  esophagus.  We  did  not  secure, 
in  his  case,  a  confirmation  of  the  diagnosis 
by  microscopical  diagnosis,  and  the  cure 
of  his  condition  by  the  application  of  the 
radium  has  not 'been  duplicated  in  any 
other  case. 

Cancer  of  the  rectum  offers  a  most  im- 
portant and  fniitful  field  for  radium  ther- 
apy. The  operative  cure  of  cancer  of  the 
rectum  has  been  disappointing.  Moreover, 
the  necessity  of  establishing  an  artificial 
anus  in  the  majority  of  the  cases  is  a  most 
serious  drawback  to  the  operative  treat- 
ment of  cancer  of  the  rectum.  While  we 
cannot,  at  the  present  time,  claim  with  the 
same  certainty  the  favorable  results  in  the 
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treatment  of  cancer  of  the  rectum  that  we 
can  in  the  more  accessible  cancers  of  the 
mucous  membranes  of  the  mouth,  yet  the 
results  thus  far  obtained  fully  warrant 
the  management  of  early  cancer  of  the 
rectum  by  radium.  If  the  entire  manage- 
ment should  not  be  by  radium,  at  least 
the  prehminary  treatment  should  be  by 
radium. 

Among  the  patients  whom  we  have 
treated,  clinically  complete  retrogressions 
have  been  obtained  in  eight  patients.  At 
the  present  time  we  are  unable  to  speak 
of  absolute  ciu"es.  Of  these  patients,  one 
was  treated  first  in  August,  19 14.  When 
last  heard  from,  a  few  months  ago,  he  was 
well  and  working. 

Life  was  prolonged  in  two  other  cases 
in  comparative  comfort  for  two  years. 

Three  other  cases  are,  at  present,  clin- 
ically free  from  disease  at  an  interval  of 
one  year  from  the  time  of  their  treatment. 

The  majority  of  oiu:  patients  had  very 
advanced  lesions,  and  the  end  results  in 
these  patients  must  be  wholly  discounted. 
The  technique  of  the  treatment  of  cancer 
of  the  rectum  is  constantly  improving. 

Unquestionably,  the  most  promising 
field  of  radium  therapy  among  the  mucous 
membrane  cancers  is  cancer  of  the  uterus. 
It  is  possible  to  safely  give  these  cancers 
very  large  doses,  and  it  is  doubtless  due 
to  this  fact  that,  in  my  own  experience  at 
least,  practically  uniformly  good  results 
have  been  obtained.  Among  my  own  pa- 
tients, I  have  two  who  had  primary 
growths  of  the  cervix,  involving  most  of 
the  vaginal  surface  of  the  cervix,  from 
which  positive  microscopical  sections  were 
obtained.  These  two  have  remained  well 
after  one  treatment  for  a  period  of  two 
years  up  to  the  present  time.  At  least  five 


other  patients  promise  equally  good  re- 
siilts  to  date. 

The  mixed  tumors  of  the  parotid,  many 
of  them  being  fairly  cellular  with  the  car- 
cinomatous elements  pronounced,  have 
given  almost  specific  response  to  radium 
treatment.  We  have  five  striking  results 
among  these  tumors. 

We  have  wholly  omitted  reference  to 
epitheHoma  of  the  skin,  not  because  the 
benefit  conferred  upon  these  patients  is 
not  a  life-saving  one,  but  because  the 
problem  is  relatively  simple.  The  real 
problem  in  the  treatment  of  cancer  today 
is  the  successful  management  of  cancer  of 
the  mucous  membranes.  It  is  a  problem 
unsatisfactorily  solved  by  surgery  alone. 
The  delay  in  the  treatment  of  these  cases 
is  not  wholly  responsible  for  this  unsatis- 
factory solution  by  siu-gical  means.  In 
cases  of  cancer,  in  equal  stages  of  growth, 
the  character  of  the  end  result  among 
cases  ctued  by  radium,  coupled  with  the 
ease  to  the  patient  by  which  this  result 
can  be  obtained,  far  surpasses  the  results 
of  surgical  ablation. 

We  offer  these  results,  as  demonstrating 
the  possibilities  of  the  radium  treatment 
of  early  cancer  of  the  mucous  membranes. 
It  is  true  that  some  of  these  results  have 
been  obtained  in  a  manner  which  is  far 
from  ideal,  nor  have  they  been  obtained 
uniformly  in  the  same  class  of  case.  Never- 
theless, the  possibilities  of  the  radium 
treatment  of  cancer  are  by  no  means  ex- 
hausted. When  we  began  oiu-  work  at  the 
Memorial  Hospital,  we  little  dreamed  of 
the  step  to  step  improvement  in  tech- 
nique, which  we  have  already  accom- 
plished. This  improvement  promises  sat- 
isfactory and  fairly  uniform  results  for  the 
future. 
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T^HE  treatment  of  uterine  hemorrhage 
A    with  or  without  uterine  fibromyoma 

now  so  well  established  that  we  must 
Lssume  that,  given  a  sufficient  dose,  one 
;an  at  will  produce  a  permanent  amenor- 
hea  in  women  over  thirty  or  thirty-five; 
md  that  in  women  under  thirty  a  tempo- 
rary amenorrhea  can  be  brought  about  by 
:areful  dosage,  while  in  women  over 
thirty  the  latter  result  will  be  less  certain. 
Secondly,  the  increasing  number  of  cases 
reported  with  almost  no  specific  denials  in- 
dicate that  a  fibromyoma  of  the  uterus 
will  shrink  to  insignificant  proportions  af- 
ter proper  dosage  with  x-ray  or  radium. 

Granted,  then,  that  the  above  results 
may  be  assured,  several  problems  remain 
to  be  solved.  The  first  of  these  involves 
the  selection  of  proper  cases  for  such 
radiotherapy,  and  the  second  concerns 
the  general  method  of  application  and 
dosage  of  these  two  agents  for  the  bring- 
ing about  of  one  of  the  three  results 
above  mentioned. 

The  conditions  which  are  increasingly 
referred  for  this  method  of  treatment  are, 
first,  those  of  excessive  or  prolonged  hem- 
orrhage from  a  uterus  showing  no  gross 
pathological  lesions,  which  occurs  at  pu- 
berty, at  the  menopause,  and,  to  a  less 
extent,  during  the  whole  child-bearing  pe- 
riod, and,  secondly,  fibromyoma  of  the 
uterus  in  all  its  phases.  The  cause  of  the 
bleeding  in  the  grossly  normal  uterus  was 
up  to  about  ten  years  ago  believed  to  lie 
in  anatomical  lesions  which  represent  vari- 
ous stages  of  inflammation,  either  in  the 
endometrium  or  the  uterine  muscle  and 
vessels.  Chronic  endometritis  was  a  name 
applied  to  the  conditions  of  the  endome- 
trium so  frequently  associated  with  uter- 
ine hemorrhage.  This  so-called  chronic  en- 
dometritis    (endometritis     hyperplastica. 


endometritis  villosa,  endometritis  poly- 
posa,  etc.),  as  a  primary  cause  of  uterine 
hemorrhage,  however,  was  effectually  dis- 
credited by  Hitschmann  and  Adler  in 
1908,  and  by  many  others  since.  Their  re- 
searches have  clearly  shown  that  the  swol- 
len, congested  edematous  membrane  is 
merely  the  counterpart  or  an  exaggerated 
form  of  the  normal  premenstrual  endo- 
metrium, and  that  although  it,  like  the 
normal  membrane,  without  doubt  is  con- 
cerned in  the  actual  pouring  out  of  uter- 
ine blood,  nevertheless  shows  every  evi- 
dence of  being  stimulated  or  otherwise 
affected  by  the  same  influences  or  sub- 
stances which  bring  about  normal  men- 
struation. 

Researches  on  clinical  material  and  by 
direct  experiment  with  substances  inject- 
ed into  animals  have  clearly  demonstrated 
that  such  a  substance  does  exist  in  the 
corpus  luteum  in  large  amounts  and  also 
in  the  placenta.  Other  researches  show 
that  in  individuals  suffering  from  uterine 
hemorrhage  there  is,  with  striking  fre- 
quency, found  a  ripe  corpus  luteiim.  In 
normal  menstruation,  at  any  rate,  it  has 
been  shown  that  the  cycle  of  hyperplasia 
and  depletion  through  which  the  endo- 
metrium passes  is  coincident  with  the 
cycle  of  development  and  recession  of  the 
corpus  luteimi,  and  it  is  now  universally 
believed  that  the  dependence  of  the  bleed- 
ing on  the  corpus  luteiun  is  absolute.  It 
seems  almost  certain,  then,  that  in  the 
pathological,  as  well  as  in  the  normal, 
uterine  bleeding  some  disturbance  of  the 
graafian  follicle  in  some  stage  of  its  de- 
velopment— probably  the  corpus  luteum — 
is  the  essential  factor,  whether  this  be  in 
turn  affected  by  other  glandular  substances, 
emotion,  etc.,  or  not.  The  pathological 
bleeding  is  merely  a  variation  in  amount, 
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duration,  character  or  periodicity  from 
the  normal  menstrual  flow. 

The  other  lesion  in  the  grossly  normal 
uterus  associated  with  hemorrhage  is 
fibrosis  in  the  muscles  and  vessels,  so-called 
chronic  metritis  (myopathic  hemorrhage). 
The  presence  of  large  amounts  of  con- 
nective tissue  in  the  uterine  walls  and 
vessels  in  cases  of  uterine  hemorrhage  was 
pointed  out  by  Theilhaber.  That,  in  a 
large  majority  of  such  bleeding  uteri,  there 
is  an  increase  of  connective  tissue  is  dem- 
onstrated by  an  examination  of  even  a 
small  series  of  uteri.  Pankow  and  a  large 
following,  on  the  other  hand,  present  irre- 
futable statistical  evidence  to  show  that 
fibrosis  of  the  uterus  is  just  as  frequent  in 
the  non-bleeding  as  it  is  in  the  bleeding 
uterus,  and  that  this  condition  is  a  more 
constant  sequela  of  multiple  child-bear- 
ing than  it  is  an  associated  lesion  of  the 
abnormally  bleeding  uterus.  The  previous 
error  lay  in  the  fact  that  practically  all 
such  uteri  come  from  older  women.  In  the 
majority  of  bleeding  uteri  which  I  have 
examined  (all  in  multiparous  women)  both 
hyperplasia  of  the  endometrium  and 
fibrosis  of  the  muscle  have  been  present 
together.  The  presence  of  both  weakens 
the  importance  of  either  as  an  essential 
cause  of  the  abnormal  bleeding. 

If,  then,  abnormal  uterine  hemorrhage 
be  nothing  but  a  variation  of  the  normal 
and  we  wish  to  bring  about  its  cessation, 
the  logical  procedure  is  to  destroy  the  one 
essential  element  in.  the  menstrual  cycle, 
namely  the  graafian  follicle.  It  has  been 
shown  that  next  to  the  lymphocyte  and 
spermatozoa,  the  ripe  graafian  follicle  is 
the  most  susceptible  to  the  action  of  the 
x-ray  and  radium.  It  needs  but  a  step 
then  to  apply  these  agents  to  the  graafian 
follicle  to  bring  about  the  cessation  of 
the  normal  or  pathological  uterine  fiow. 
The  ripe  follicle  is  very  much  more  sus- 
ceptible than  is  the  primordial  follicle,  and 
if  the  dose  may  be  possibly  regulated  to 
destroy  only  the  foUicles  of  an  advanced 
degree  of  development,  then  a  fairly  defi- 
nite   period     of    amenorrhea    could     be 


brought  about,  depending  upon  the  num- 
ber of  primordial  or  immature  follicles  re- 
maining after  the  exposure. 

Uterine  hemorrhage  is  often  accompa- 
nied by  gross  anatomical  changes  in  the 
uterus,  and  an  incomplete  analysis  con- 
cerning such  cases,  which  I  am  now  mak- 
ing, shows  that  in  only  four  groups  of  con- 
ditions does  there  seem  to  be  any  peculiar 
association  between  the  hemorrhage  and 
the  pathological  change.  There  is  a  rather 
low  percentage  of  hemorrhage  with  acute 
pelvic  inflammation.  There  is  a  somewhat 
greater  percentage  of  cases  of  hemorrhage 
with  retroversion  of  the  uterus,  although 
in  this  type  of  case  the  retroversion  is  as- 
sociated with  other  conditions  such  as 
cystic  ovary,  infantile  uterus,  etc.  How- 
ever, the  reduction  of  the  retroversion  has 
relieved  the  bleeding  in  a  fair  percentage 
of  cases,  although  in  the  majority  of  the 
cases  this  procedure  has  had  a  negative  or 
only  a  temporary  effect.  The  cause  of  the 
bleeding  in  these  two  conditions  is  still 
doubtful.  It  may  be  that  active  or  passive 
congestion  exerts  a  mechanical  influence 
in  the  causation  of  excessive  bleeding,  but 
cases  presenting  a  much  more  severe  con- 
gestion of  the  uterus  and  cases  of  hyper- 
tension, unassociated  with  excessive  bleed- 
ing, cast  some  doubt  upon  this  factor  and 
make  us  lean  more  on  the  theory  of  a  dis- 
turbed function  possibly  brought  about 
by  the  disturbed  anatomical  relationships 
— nervous  irritation,  ovarian  circulatory 
disturbance.  The  third  group  includes  the 
ulcerative  conditions — carcinoma,  polyps, 
pedunculated  submucous  fibroids,  erosions. 
These,  when  operable,  are  so  clearly  with- 
out the  realm  of  radiotherapy  that  they 
will  only  be  mentioned. 

The  foiu"th  anatomical  condition  asso- 
ciated with  excessive  uterine  bleeding  is 
fibromyoma  of  the  uterus.  There  is  no 
doubt  as  to  the  definite  coincidence  of 
these  two  conditions.  The  causal  relation- 
ship, however,  is  still  obscure.  That  men- 
orrhagia  may  be  coincident  with  a  fibroid 
without  any  causal  relationship,  and  may 
recur   after   the   fibroid   has   disappeared 
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ithout  recurrence  of  the  fibroid  is  illus- 

Lted  by  the  following  case. 

Case  I. — A  woman  forty-six  years  of 
Lge  was  admitted  with  severe  menorrhagia 
|f  several  months'  duration.  On  examina- 
lion  she  was  found  to  have  a  fibroid  mea- 
luring  about  8  cm.  in  diameter.  She  was 
Lven  625  milligram-hours  of  radiiim  intra- 
iterine,  filtered  with  one  millimeter  of 
:ass,  after  a  curettage.  Amenorrhea  en- 
sued after  four  periods,  persisted  for  eight 
tenths  and  was  followed  by  a  recurrence 
)f  the  bleeding.  On  admission  about  a 
rear  after  her  first  radium  treatment,  ex- 
imination  showed  a  grossly  normal  uterus. 
She  was  again  treated  with  one  thousand 
milligram-hours  of  radium  not  filtered. 

The  interesting  question  that  arises  from 
this  case,  aside  from  the  effect  of  the 
dosage,  is  what  relation  the  fibroid  had  to 
the  uterine  hemorrhage  when  the  latter 
reappeared  in  the  absence  of  the  former. 
I  cannot  help  but  feel  that  there  was  a 
mere  coincidence  in  the  presence  of  a 
fibroid  with  a  typical  functional  menor- 
rhagia. Furthermore  we  had  one  case  of 
menorrhagia  unrelieved  by  myomectomy; 
and  two  cases  in  which  the  onset  of  the 
excessive  bleeding  followed  myomectomy. 

On  the  other  hand,  a  long  series  of 
cases  of  excessive  uterine  hemorrhage  re- 
lieved by  myomectomy  shows  that  there 
is  some  causal  relationship  between  some 
fibroids  and  the  bleeding.  Be  that  as  it 
may,  it  would  seem  that  the  fibroid  would 
exercise  a  contributory  rather  than  an  es- 
sential role  in  the  uterine  hemorrhage,  be- 
cause in  no  case  of  fibromyoma  treated 
by  radiotherapy  has  there  been  any  more 
difficulty  experienced  than  has  been  en- 
countered in  the  treatment  of  grossly 
normal  uteri. 

As  to  the  mechanism  by  which  the 
fibroid  is  diminished  in  size,  three  theories 
are  offered.  The  first,  and  probably  the 
most  important,  is  that  the  fibroid  shrinks 
in  the  same  manner  as  do  those  fibroids 
which  are  present  in  women  who  have 
passed  the  menopause.  The  second  theory 
is  that  there  is  a  direct  action  upon  the 


smooth  muscle  cells  by  the  rays,  causing 
them  to  degenerate  and  become  replaced 
by  connective  tissue.  The  third  theory  is 
that  the  endarteritis  caused  by  the  rJC-ray 
is  severe  enough  to  starve  the  myomatous 
growth. 

That  amenorrhea  may  have  more  to  do 
with  the  shrinking  of  the  fibroid  than  di- 
rect action  on  the  mass  or  starvation  by 
obliterated  vessels  may  be  perhaps  dem- 
onstrated by  the  following  cases. 

Case  II. — A  fibromyoma  of  about  ten 
centimeters  in  diameter  was  found  in  a 
woman  thirty  years  of  age  who  was  suf- 
fering from  severe  menorrhagia.  Opera- 
tion although  preferred  was  counterindi- 
cated.  Therefore  roentgenotherapy  was  in- 
stituted. There  was  a  total  dosage  of  three 
thousand  milliampere  minutes  (given  as 
indicated  below)  in  two  sessions  a  year 
apart.  The  first  fifteen  hundred  units  stop- 
ped the  menorrhagia  so  that  the  patient 
had  seven  scant  periods  during  the  course 
of  the  year  before  the  hemorrhage  recur- 
red, but  the  fibroid  remained  unchanged 
in  size.  The  second  dosage  produced  a  per- 
manent amenorrhea  for  a  few  months.  The 
size  of  the  mass  has  not  since  been 
noted. 

Case  III. — ^A  woman  of  thirty-six  was 
given  four  hundred  milligram-hours  of  ra- 
dium, filtered  through  one  millimeter  of 
brass.  This  caused  a  great  diminution  in 
the  amount  of  the  uterine  bleeding  for 
about  four  months.  The  bleeding  then  be- 
came more  profuse,  and  the  patient  chose 
hysterectomy  rather  than  repeat  the 
radiotherapy  because  she  was  afraid  she 
had  a  cancer,  although  this  had  been  ex- 
cluded by  curettage.  The  uterus  showed  a 
very  constant  endarteritis.  The  muscle  tis- 
sue in  part  was  replaced  by  connective 
tissue. 

The  interesting  point  to  be  noted  in 
these  two  cases  is  that,  even  with  a  large 
•T-ray  dose,  the  fibroid  remained  unchanged 
while  menstruation  persisted.  The  dosage 
is  sufficient,  in  a  woman  of  forty  or  more, 
to  produce  a  permanent  amenorrhea  and 
to  cause  a  pronoiinced  or  complete  shrink- 
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age  of  the  fibroid.  In  the  second  case,  while 
no  myoma  was  present  it  was  clear  that 
the  profuse  blood  outpouring  from  the  en- 
dometrium was  not  hindered  by  the  sclero- 
sis in  the  vessels. 

Further  evidence  against  the  theory  of 
tumor  starvation  by  occluded  vessels  is 
presented  in  the  so-called  myopathic  hem- 
orrhages mentioned  above,  where  exces- 
sive bleeding  occurs  in  a  uterus  more  scle- 
rosed than  those  affected  by  the  rays.  Di- 
rect observation  on  the  chick's  heart  indi- 
cates that  smooth  muscle  is  particularly 
unsusceptible  to  radiant  energy.  Fibroids 
treated  by  roentgenotherapy  in  young 
women  usually  resume  their  growth  when 
menstruation  becomes  reestablished.  On 
the  other  hand,  fibroids  shrink  more  rap- 
idly after  the  artificial  menopause  than  in 
the  normal.  Moreover,  certain  fibroids 
which  have  continued  to  grow  after  the 
normal  menopause  have  been  reduced  by 
x-ray.  What  influences  the  constitutional 
changes,  such  as  lymphocyte  destruction, 
stimulation,  or  the  elaboration  of  sub- 
stances caused  by  the  breaking  down  of 
susceptible  cells,  may  have  is  still  a  mat- 
ter for  study.  Whatever  importance  these 
processes  have,  there  is  one  effect  neces- 
sary for  the  satisfactory  reduction  -of  a 
fibromyoma,  and  that  is  some  degree  of 
amenorrhea. 

Before  taking  up  the  matter  of  the  appli- 
cation of  the  rays  to  the  conditions  men- 
tioned above,  it  is  best  to  try  to  illustrate 
as  well  as  possible  what  is  meant  by  dos- 
age. With  the  roentgen  ray,  which  in  this 
form  of  treatment  is  now  given  almost  en- 
tirely through  the  abdominal  wall,  the  ery- 
thematous dose  is  of  course  the  standard. 
A  dose  just  short  of  this  is  given  through 
as  many  portals  of  entry  as  seems  practi- 
cal, the  number  differing  according  to  the 
ideas  of  the  particular  therapeutist.  The 
number  of  openings  through  which  I  have 
directed  the  cross  fire  is  determined  by 
that  size  of  opening  through  which  I  feel 
reasonably  certain  of  directly  attacking 
an  ovary  with  the  rays.  This  is  a  square 
measuring  six  centimeters.  About  seven  of 


these  areas  fit  below  the  umbilicus. 
Through  each  buttock  and  through  the 
sacrum  three  more  areas  are  provided, 
making  ten  in  all.  Ten  erythematous  doses 
through  ten  such  areas,  each  dose  direct- 
ed at  an  ovary,  constitutes  a  series.  Each 
area  of  skin  is  given  a  rest  of  about  three 
weeks,  is  exposed  again,  rested  again  three 
weeks  and  again  exposed.  Such  a  dose  is 
practically  sure  to  produce  a  permanent 
amenorrhea  in  a  woman  in  the  neighbor- 
hood of  forty. 

What  a  partial  dose  may  be  is  more  dif- 
ficult to  ascertain.  Two  women  of  over 
forty  have  been  made  permanently  amen- 
orrheic  with  two-thirds  the  above  dosage. 
On  the  other  hand  several  others  who 
have  interrupted  the  treatment  at  the 
same  stage  have  had  their  periods  return. 
In  young  girls  the  partial  dosing  is  almost 
as  difficult  to  determine  because  of  the 
apparent  variability  in  susceptibility  in 
different  individuals.  This  may  be  illus- 
trated by  the  two  following  cases. 

Case  IV. — A  girl  of  sixteen  suffered 
from  metrorrhagia  for  two  years.  Various 
operations  were  unsuccessful.  Hysterec- 
tomy was  the  last  resort,  with  the  excep- 
tion of  roentgenotherapy.  The  complete 
three  series  as  indicated  above  had  no  ef- 
fect upon  the  bleeding  until  acetone  was 
applied  to  the  endometrium.  The  patient 
was  regular  for  six  months,  when  severe 
metrorrhagia  recurred.  Six  hundred  twen- 
ty-five milligram-hours  of  radium  in  the 
uterus  caused  a  partial  amenorrhea  (six 
periods  in  a  year),  when  metrorrhagia 
again  appeared.  Six  hundred  twenty-five 
more  milligram-hours  were  applied  and 
the  patient  is  still  amenorrheic  after  a 
short  period. 

Case  V. — A  girl  of  fifteen  suffered  from 
severe  metrorrhagia  for  a  year,  the  dura- 
tion of  her  menstrual  life.  She  was  given 
one-fifth  the  x-ray  dose  given  to  the  pre- 
vious case,  her  periods  became  regular 
and  stayed  so  for  four  months  when  she 
had  another  hemorrhage.  The  dosage  was 
repeated,  her  periods  were  regular  for 
three  months,  then  skipped  for  four  months 
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md  have  been  fairly  regiilar  but  scant  for 
eighteen  months. 

In  neither  case  were  there  any  meno- 
Dause  symptoms.  The  dosage  in  the  first 
:ase  was  nearly  ten  times  as  great  as  in 
the  second  and  the  result,  if  anything, 
not  quite  so  complete. 

With  radium  a  permanent  amenorrhea 
may  be  promised  in  women  over  thirty 
after  applying  in  utero  fifty  milligrams  un- 
filtered  for  twenty-four  hours.  When  twen- 
ty-five milligrams  are  inserted  for  twenty- 
four  hours,  there  is  likely  to  be  a  return 
:of  menstruation  after  a  time  in  older  wo- 
men and  almost  certainly  in  women  under 
thirty,  especially  if  it  is  filtered  with  a  mil- 
limeter of  brass.  See  Case  I. 

The  problem  of  applying  the  above  dos- 
age to  the  conditions  mentioned  is  one 
whose  difficulties  fall  rather  more  upon  the 
gynecologist  than  upon  the  radiothera- 
peutist,  and  in  the  majority  of  cases 
the  two  should  work  with  mutual  knowl- 
edge and  sympathy.  The  ideal  arrange- 
ment is  to  have  the  gynecologist  properly 
equipped  to  carry  out  any  procedure  nec- 
essary, whether  operative  or  roentgeno- 
therapeutic.  If  it  be  admitted  that  it  is 
possible  and  feasible  to  produce  with  a 
reasonable  certainty  a  permanent  or  par- 
tial amenorrhea  in  the  conditions  men- 
tioned above,  and  that,  fiu-ther,  the  rays 
will  cause  a  fibroid  to  shrink  to  a  satisfac- 
tory degree,  or  even  to  disappear,  so  as  to 
evade  the  examining  finger,  the  problem 
becomes  one  of  selection  in  the  first  place 
and  of  dosage  in  the  second. 

Excessive  hemorrhage  in  the  grossly 
normal  uterus  is  due  to  a  disturbance  in 
the  proper  balance  between  the  various 
elements  controlling  menstruation.  The 
ideal  treatment  is  to  restore  that  balance. 
In  the  bleeding  of  young  women  the  dis- 
turbance is  one  of  development,  and  every 
effort  should  be  made  to  restore  this  bal- 
ance by  general  treatment,  by  endocri- 
nological study  and  treatment,  trying  to 
replace  the  deficient  factor,  or  even  by 
simple  curettage,  although  improvement 
follows  the  latter  in  only  about  ten  per 


cent  of  the  cases  so  treated.  Radio- 
therapy acts  by  destroying  the  graafian 
follicles  and  is  not  the  ideal  treatment, 
because  it  must  be  assimied  that  the  abil- 
ity to  reproduce  must  be  imdisturbed 
wherever  possible.  '^Tien,  however,  the 
bleeding  becomes  so  severe  that  hysterec- 
tomy is  threatened,  radiotherapy  is  by 
far  the  method  of  choice.  In  women 
under  thirty  partial  amenorrhea  can  be 
promised,  and  in  women  between  thirty 
and  forty,  it  can  be  accomplished  with 
somewhat  greater  difficulty  but,  in  most 
instances,  certainly.  In  this  latter  group, 
however,  the  promise  of  a  return  of  men- 
struation must  be  given  with  caution,  be- 
cause even  after  small  dosage  a  permanent 
amenorrhea  may  be  produced,  due  no 
doubt  more  to  the  occurrence  of  a  pre- 
matiu-e  menopause  than  to  radiothera- 
peusis.  Such  a  case  is  the  following. 

Case  VI. — A  woman  of  thirty-four  suf- 
fered with  menorrhagia  and  metrorrhagia 
for  two  years,  being  incapacitated  for  one 
year.  She  was  given  two-thirds  the  dose 
mentioned  above  as  necessary  to  produce 
a  permanent  amenorrhea  at  the  meno- 
pause age.  She  had  two  periods  thereafter 
and  has  been  amenorrheic  since — two  and 
one-half  years.  While  her  health  is  perfect 
and  she  has  been  able  to  resume  her  activ- 
ities as  superintendent  of  a  metropolitan 
hospital  she,  nevertheless,  had  a  few  hot 
flushes  during  the  first  year  and  is  dis- 
tressed with  the  idea  of  being  imable  to 
have  children,  although  there  is  no  actual 
desire  for  them. 

With  .T-ray  a  single  series  as  described 
above  is  given  after  each  period.  If  the  next 
one  be  excessive  the  dose  is  repeated.  With 
radiimi  six  hundred  twenty-five  milligram- 
hours  intra-uterine,  without  filter,  is  safe 
in  women  under  thirty.  Over  that  the  dos- 
age is  best  cut  down  by  a  millimeter  of 
brass. 

In  women  near  the  menopause  age — 
thirty-eight  or  over — radiotherapy  be- 
comes a  method  of  choice  because  the  men- 
strual balance  is  disturbed  by  the  approach 
of  old  age  and  the  cessation  of  the  child- 
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bearing  period,  probably  as  a  consequence 
of  the  decadence  of  the  ovarian  function. 
Since  the  natural  menopause  is  imminent 
it  seems  logical  to  precipitate  it  and  to 
save  the  woman  months  and  even  years 
of  partial  or  complete  incapacity  because 
of  her  uterine  hemorrhage.  In  such  cases  a 
massive  dose  is  indicated  from  the  start. 

The  treatment  of  bleeding  associated 
with  retroversion  is  very  much  like  the 
above.  The  deformity  should  be  replaced 
in  all  cases,  if  possible,  without  operation, 
and  the  effect  upon  the  bleeding  noted. 
In  younger  women,  moreover,  operation 
should  be  performed  if  reduction  fails.  In 
older  women,  however,  if  there  are  no 
other  symptoms  from  the  retroversion,  it 
seems  fairer  to  leave  the  displacement 
alone,  because  the  reduction  of  such  dis- 
placements in  older  women  has  not,  in 
my  experiences,  relieved  the  bleeding.  In 
these  women  radiotherapy  should  be  insti- 
tuted at  the  outset. 

The  excessive  bleeding  associated  with 
fibromyoma  of  the  uterus  cannot  be  treat- 
ed alone,  but  must  be  considered  along 
with  the  whole  question  of  the  proper 
treatment  of  fibromyoma.  Before  the  use 
of  roentgenotherapy  there  were  certain 
principles  governing  the  treatment  of 
fibroids.  The  first  of  these  was  that  the 
fibroid  itself  was  not  a  menace  and  caused 
no  damage  except  by  its  size,  that  it  did 
not  change  from  a  benign  tumor  into  a 
sarcoma.  Secondly,  such  a  fibroid  should 
not  be  treated  except  when  it  gave  symp- 
toms, because  sarcoma  is  so  rare  that 
operating  on  it  on  mere  suspicion  would 
harm  more  individuals  than  it  would  help. 
The  symptoms  for  which  operation  was 
advised  were,  in  the  first  place,  excessive 
hemorrhage,  secondly,  various  symptoms 
due  to  pressure  on  nerves  or  organs  and, 
thirdly,  rapid  growth  or  large  size  of  the 
tumor  mass. 

With  the  advent  of  radiotherapy  the 
problem  remains  very  much  the  same. 
The  new  problem  is  again  concerned  with 
the  selection,  out  of  those  needing  treat- 
ment,   of    the    fibromyomata    which    are 


suitable  for  radiotherapy,   and   of  those 
cases  which  should  be  operated  upon.  As 
above  stated,  the  results  to  be  expected    . 
from    radiotherapy    are,    first,    cessation    \ 
of  the  bleeding,  and,  second,  the  shrinking    ! 
of   the   growth.    This    shrinkage   requires    : 
varying  lengths  of  time  in  different  cases 
and,     in     my     opinion,     should     receive 
scant  consideration  from  the  radiothera- 
peutist.  If  a  mass  is  pressing  upon  any 
organs  or  if  it  is  of  extremely  large  size, 
say  over  fifteen  centimeters  in  diameter, 
and  if  the  patient  be  an  excellent  operative 
risk,  the  mechanical  removal  of  the  mass 
seems  the  better  treatment  at  the  present  ,_ 
stage  of  our  knowledge. 

Hemorrhage  is  the  symptom  par  excel- 
lence that  should  be  treated  by  radio- 
therapy in  those  women  in  whom  a  per- 
manent menopause  is  acceptable.  In 
younger  women,  say  up  to  the  age  of 
thirty-eight,  radiotherapy  becomes  less 
satisfactory  because,  in  them,  the  meno- 
pause symptoms  must  be  considered  un- 
satisfactory even  if  they  do  not  in  any 
way  incapacitate.  Radiotherapy  should 
in  this  class  of  patients  be  reserved  for 
those  in  whom  an  operation  is  counter- 
indicated,  being  particular,  however,  to  I 
raise  the  standard  of  operability  and  to  j 
pay  stricter  attention  to  counterindica-  ■ 
tions  which  would,  in  the  days  before 
radiotherapy,  have  been  considered  neg- 
ligible. While  the  menopause  symptoms 
are  not  desirable,  they  are  to  be  preferred 
to  any  real  operative  risk,  and  can  be 
fairly  well  controlled  by  organotherapy. 
If  radiotherapy  is  applied  to  a  case  with 
fibroids  the  dosage  should  be  complete 
because,  while  the  mass  and  bleeding 
may  be  controlled  by  frequent  and  con- 
tinued small  doses,  nevertheless  the  pro- 
longed attendance  necessary  produces 
a  worse  mental  state  than  does  the  meno- 
pause. Moreover,  a  carcinoma,  although 
excluded  before  the  beginning  of  the 
treatment,  may  creep  in  to  destroy  the 
patient. 

In  the  discussion  pro  and  con  concern- 
ing   the    merits    of    radiotherapy    in    the 
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treatment  of  fibromyoma  several  objec- 
tions have  been  raised.      ..i^i>§ 

Doubt  has  been  expressed  of  the  results 
reported.  Unfortunately,  such  doubts 
"are  vague,  anji  only  in  exceptional  in- 
stances accompanied  by  specific  examples. 
In  the  cases  so  far  treated  in  this  clinic, 
the  only  failures  have  been  those  follow- 
ing insufficient  doses.  One  of  them  was 
operated  upon,  the  second  received  insuf- 
ficient x-ray  dosage  and  was  ciired  in  an- 
other institution  by  radium,  the  third  re- 
ceived insufficient  radium  dosage  and  was 
cured  by  further  .x-ray  treatment.  All  of 
these  cases  received  their  treatment  about 
a  year  and  a  half  ago  when  too  confident 
attempts  at  partial  dosage  were  being 
made. 

The  second  objection  is  that  the  results 
are  obtained  only  after  long  periods  of 
treatment.  With  radium  the  treatment 
does  not  prolong  the  time  necessary  for 
the  diagnostic  curettage,  a  matter  of  a 
few  days.  X-ray  treatment  can  be  com- 
pleted in  six  weeks.  Unless  the  patient  be 
incapacitated  by  her  bleeding  she  will  lose 
practically  no  time  dining  the  course  of 
the  treatment.  The  improvement  in  the 
blood  picture  is  immediate  after  the  ra- 
dium treatment  and  comes  only  a  few 
weeks  later  after  x-ray  treatment.  Com- 
paring these  results  with  those  following 
hysterectomy  I  think  that,  any  one  who 
has  consistently  worked  in  a  follow-up 
clinic  will  not  question,  in  these  respects, 
the  superiority  of  the  lesser  over  the  major 
procedure. 

The  most  important  objection  to  the 
use  of  radiotherapy  is  that  a  malignant 
tumor  may  be  overlooked.  Unfortu- 
nately, the  word  malignant  tumor  is 
promiscuously  used  in  such  criticisms.  It 
is  true  that  a  sarcoma  may  be  overlooked, 
but  it  is  agreed  that  the  occurrence  of  sar- 
■coma  is  very  rare — ^less  than  one-half  of 
one  per  cent — and  that  it  may,  except  in 
the  case  of  a  rapidly  growing  tumor,  be 
neglected  in  determining  the  proper  treat- 
ment. Greater  stress  is  laid  on  the  coinci- 
dence of  carcinoma  or  epithelioma  with 


fibromyoma — about  five  per  cent  of  the 
fibroids.  The  claim  is  made  that  the 
neglected  cancer  in  radiotherapy  goes 
on  to  its  fatal  termination,  whereas  the 
cancer  discovered  in  the  specimen  after 
hysterectomy  has  been  performed  will 
have  no  harmful  consequences. 

I  cannot  strongly  enough  repudiate  this 
attitude.  A  malignant  epithelial  tumor  of 
the  uterus  is  readily  accessible.  No  matter 
what  the  form  of  treatment  outlined  for 
the  fibroid,  it  must  be  altered  when  the 
cancer  is  discovered.  In  this  clinic  an  ex- 
amination under  the  anesthetic  with  curet- 
tage precedes  the  further  treatment, 
whether  it  be  hysterectomy  or  radio- 
therapy. If  the  curettings  are  suspicious, 
a  frozen  section  is  made  and  the  exact 
diagnosis  established.  In  two  cases  in  our 
series  an  unsuspected  carcinoma  has  been 
disclosed,  and  the  proper  complete  opera- 
tion performed.  I  wish  to  repeat  that  a 
carcinoma  discovered  after  either  radio- 
therapy or  any  operation  demonstrates 
a  faulty  diagnostic  procedure. 

The  next  objection  is  that  the  fibroid 
may  "become  maUgnant."  Again  imfor- 
tunately  the  word  maUgnant  is  promiscu- 
ously used.  Theoretically  a  myoma  may 
become  a  sarcoma,  but  evidence  is  very 
scant  that  such  has  occurred.  That  a 
fibromyoma  could  become  carcinoma  is  of 
course  not  to  be  thought  of.  Whatever 
mesoblastic  tumors  may  become  hypo- 
blastic,  the  uterine  tumors  are  not  amongst 
them.  If  the  fibroid  had  a  chronic  irritative 
activity,  there  should  be  a  greater  inci- 
dence of  carcinoma  among  fibroids,  where, 
as  a  matter  of  fact,  it  is  about  the  same 
as  that  given  for  women  in  general. 

Simimarizing  the  above  discussion,  it 
may  be  said  that : 

1.  Menstruation  is  directly  dependent  on 

the  graafian  follicle. 

2.  Variation    in    duration,    amount,    fre- 

quency and  periodicity,  when  they 
tend  to  excess,  give  menorrhagia  and 
metrorrhagia. 

3.  The  destruction  of  the  graafian  follicles 
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causes  a  cessation  of  either  the  nor-     7. 
mal  or  pathological  bleeding. 

4.  The  x-ray,  or  radium,  depending  on 

the  dosage,  destroys  the  graafian  fol- 
licles, affecting  the  fully  developed 
more  than  the  primordial,  and  there- 
by causes  the  uterine  flow  to  cease. 

5.  The  uterine  flow  is  made  to  cease  in 

the  same  manner  even  if  it  is  asso- 
ciated with  gross  changes,  such  as 
retroversion  and  fibromyoma. 

6.  In  functional  menorrhagia  and  metror- 

rhagia,  in   women   near   the   meno-     8. 
pause     age,      radiotherapy     is     the 
method  of  choice,  while  in  younger 
women  it  should  be  used  with  cau- 
tion. 


Fibromyomata  shrink,  and  the  uterus 
ceases  to  bleed  after  proper  radio- 
therapy. They  should  be  treated 
only  when  giving  symptoms.  Those 
tumors  occurring  in  \vomen  in  whom 
a  menopause  is  acceptable  are  prop- 
er subjects  for  radiotherapy,  if  pres- 
sure symptoms  are  not  severe;  if 
the  mass  is  not  rapidly  growing; 
or  if  it  is  not  of  excessive  size. 
The  menopause  should  be  perma- 
nent. 

The  presence  of  carcinoma  of  the  uterus 
should  be  excluded  before  treatment 
of  any  kind  is  given  for  uterine  bleed- 
ing in  women  over  thirty,  whether 
a  fibroid  be  present  or  not. 


A  WATER-BARREL  RHEOSTAT 


That  those  engaged  in  Overseas  Service 
are  frequently  "put  to  it"  to  make  their 
machines  work  is  illustrated  by  the  follow- 
ing, which  is  quoted  from  a  letter  recent- 
ly received  by  the  United  States  Army 
School  of  Roentgenology  from  one  of  its 
recent  students. 

"We  have  a  gasolene  motor  running  at 
high  speed  controlled  by  a  governor.  Run- 
ning synchronous  with  it  is  another  large 
motor — oiir  rectifying  motor.  When  a 
heavy  current  is  drawn,  a  sudden  load  is 
put    on    the    generator    with    consequent 
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slowing  Up  of  the  gasolene  engine.  Even  if 
the  governor  works  very  quickly  there  is 
bound  to  be  a  slight  temporary  slowing  of 


the  engine.  The  rectifying  motor  revolv- 
ing at  a  high  speed  cannot  answer  to  this  a 
slight  slowing  on  account  of  centrifugal  P 
action — the  motor  with  the  disc  acting  as  ' 
a  flywheel — and  the  motor  is  consequent- 
ly thrown  out  of  synchronism.  Acting  on 
this  supposition,   I  tried  to  think  out  a 
remedy  and  am  now  using  the  following:    jj 
"I  made  a  large  water-barrel  rheostat,  l 
in  which  I  can  control  the  load  from  five  f 
to  thirty  amperes.  This  load  is  always  on 
the  generator.  In  the  circuit  is  a  heavy 
duty  foot   switch,   on  the  other   side   of  ; 
which  is  a  button  switch,  controlling  the 
magnetic  x-ray  switch.  These  are  so  ar-  I 
ranged  that  one  is  always  on.   The  one 
contact  is  made  just  as  the  other  is  broken. 
The  water-barrel  load  is  adjusted  to  the 
amperage  that  my  x-ray  will  take  by  low- 
ering the  iron  rod  in  the  water.  The  gen- 
erator has  always  the  same  load — either 
the  water-barrel  load  of  say  20  amperes  or 
the  x-ray  load  of  20  amperes.  The  change 
is  practically  instantaneous,  and  the  gaso- 
lene motor  runs  at  the  same  rate.  Even 
the  ammeter  does  not  show  any  fluctua- 
tion. Working  with  this  arrangement,  we 
have  been  able  to  get  60-70  milliamperes 
with  excellent  results."  A 
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IN  THE  treatment  of  tuberculous  ade- 
nitis the  first  and  most  important  con- 
isideration  is  that  it  is  a  local  manifestation 
of  a  constitutional  disease.  Therefore,  any 
method  which  treats  only  the  local  lesions 
is  efiicient  only  when  it  or  nature  or  both 
conjunctively  are  able  to  combat  the 
jconstitutional  disease.  End  results  in  the 
treatment  of  tuberculous  adenitis  by  roent- 
genotherapy are  superior  to  those  produced 
iby  any  other  method,  because  radiation  is 
a  local  as  well  as  a  constitutional  treatment. 
Twenty-five  to  fifty  per  cent  more  cases  are 
permanently  cured  by  this  than  by  surgery 
alone,  and  a  few  surgeons  have  stopped 
operating  entirely. 

Roentgenotherapy  is  a  method  which 
never  spreads  the  tuberculous  process, 
leaves  no  deformity,  and,  during  the 
treatment,  the  patient  always  gains  in 
weight  and  general  health.  These  state- 
ments cannot  be  made  too  emphatic, 
because  a  number  of  therapeutists  have 
treated  over  500  cases  of  tuberculous 
adenitis  with  over  ninety  per  cent  of  cures. 

To-day  a  surgeon  is  not  justified  in 
operating  on  tuberculous  glands  before 
roentgenotherapy  has  been  employed  and 
then  in  only  a  small  percentage  of  cases. 
The  reason  some  surgeons  have  been  slow 
in  referring  these  patients  for  roentgeno- 
therapy is  that  no  surgeon  sees  or  operates 
on  many  cases  in  a  year  and  his  experience 
is  rather  limited.  In  fact  tuberculous  ade- 
nitis is  a  side  issue  with  most  surgeons  and 
many  of  them  are  following  the  old 
methods  without  realizing  the  results  which 
are  being  obtained  with  roentgenotherapy. 
It  is  not  ignorance,  prejudice  or  commer- 
ciaHsm,  as  many  claim,  because  lately 
many  prominent  surgeons,  who  in  the  past 


had  been  doing  extremely  radical  opera- 
tions, are  referring  tuberculous  adenitis 
for  roentgenotherapy. 

Lack  of  wider  knowledge  is  really  our 
fault  in  being  slow  to  report  our  cases, 
and  the  surgeons  have  seen  only  a  few 
of  the  cases  treated,  in  most  of  which  the 
treatment  was  unfinished  and  incomplete. 
There  is  a  small  per  cent  of  cases,  five  or 
ten  per  cent,  where  it  is  advisable  to  re- 
move the  fibrous  nodules  after  radiation. 
Frequently,  when  the  surgeon  is  consulted, 
he  may  declare  the  treatment  a  failure 
without  realizing  that  the  patient  is 
practically  cured.  If  such  nodules  are 
removed  and  examined  when  the  treat- 
ment has  been  efficient  and  complete, 
they  are  found  to  contain  little  or  no 
tuberculous  material,  the  fibrous  stroma 
of  the  glands  remaining.  Many  of  the 
laryngologists  are  referring  tuberculous  ad- 
enitis from  roentgenotherapy  as  a  routine 
procedure.  It  will  be  only  a  question  of 
time  until  roentgenotherapy  will  be  uni- 
versally adopted  as  a  method  of  choice. 

In  the  past  the  treatment  accorded 
tuberculous  adenitis  depended  largely  upon 
the  physician  first  consulted.  There  have 
been  the  hygienic,  medical,  roentgen  ray, 
radium,  light- therapy,  vaccine,  laryngolog- 
ical  and  the  surgical  treatments.  Light- 
therapy  is  too  superficial  to  affect  the  deep- 
seated  glands,  and  any  results  obtained 
are  by  the  effect  on  the  general  health 
of  the  patient.  Tuberculin,  as  a  whole, 
has  been  rather  unsatisfactory  and  since 
by  roentgenotherapy  we  are  able  to  pro- 
duce an  effect  almost  identical  to  that  pro- 
duced by  a  supposedly  successful  tuber- 
culin treatment  (the  rays  apparently  pro- 
ducing an  autogenous  vaccine  as  well  as 
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destroying  the  adenoid  tissue)  it  would 
seem  that  vaccines  are  seldom  ever  indi- 
cated in  the  treatment  of  tuberculous 
adenitis,  nor  will  be  until  we  have  a  more 
accurate  method  of  prescribing  them. 
The  local  appHcations  of  iodine,  belladonna, 
mercury  or  ichthyol  are  useless. 

Prophylactic  ,  treatment  is  important, 
and  has  not  received  proper  attention. 
Persons  having  unhealthy  tonsils,  adenoids, 
nasopharyngeal  catarrh,  bad  teeth,  etc., 
are  predisposed  to  tuberculous  adenitis. 
Until  recently  very  little  attention  was 
paid  to  the  source  of  infection.  An  effort 
should  always  be  made  to  locate  the  chan- 
nels of  infection,  although  a  great  many 
cases  are  cured  without  finding  the  primary 
focus.  Many  are  not  removing  the  tonsils, 
adenoids  or  bad  teeth  until  the  disease 
is  well  localized  on  account  of  the  danger 
of  spreading  the  infection. 

Surgical  treatment  in  the  past  did  not 
comprise  any  one  single  method.  One 
stugeon  would  drain  abscesses,  another 
would  inject  antiseptics,  another  would 
excise  glands  unless  there  was  an  abscess, 
and  another  would  excise  both  the  glands 
and  the  abscess.  Some  hesitate  to  operate 
until  a  sinus  is  healed  while  others  dis- 
regard that  entirely.  Some  difference  has 
prevailed  as  to  the  extent  of  the  operation, 
whether  to  remove  the  entire  chain  or  to 
remove  only  the  main  glandular  mass.  As  a 
nde,  in  general  practice  the  physicians 
have  waited  until  suppuration  takes  place. 
So  in  a  large  majority  of  cases,  the  surgeons 
do  not  see  the  patient  before  the  formation 
of  an  abscess.  A  lung  tuberculosis  should 
always  influence  the  treatment.  I  am  sure 
a  certain  number  of  patients  have  lung 
involvement  following  operations,  par- 
ticularly if  performed  before  the  process 
is  well  localized.  Lately,  surgeons  are 
beginning  to  consider  this  very  important 
fact. 

In  reviewing  the  literatiu-e  one  is  rather 
forcibly  confronted  by  the  fact  that  there 
are  only  about  four  or  five  surgeons  who 
have  contributed  much  to  the  siu-gical 
form  of  treatment  of  tuberculous  adenitis 


and  that  the  number  of  patients  they  have 
reported  are  small  compared  to  those 
who  have  been  treated  in  the  various 
roentgen  laboratories.  Also  there  are  very 
few  papers  published  on  roentgenotherapy. 
This  is  a  criticism  which  is  attracting 
the  attention  of  the  roentgenotherapeu- 
tists.  Injudicious  surgery  in  the  past  has 
accounted  for  the  notion  that  the  surgical 
treatment  is  inefficient  and  that  glands 
recur  at  the  site  of  a  previous  operation, 
so  that  when  operation  is  advised  it  is 
looked  upon  as  but  the  beginning  of  a 
series  of  operations. 

Mathews'  remarks  in  regard  to  the 
treatment  of  tuberculous  adenitis  are 
worthy  of  careful  consideration,  and  he 
gives  his  objections  to  surgery  as  follows: 
"first,  children,  at  least,  get  well  without 
it;  second,  we  have  no  certain  method  of 
diagnosis  in  the  early  cases;  third,  we 
cannot  remove  all  the  affected  glands; 
fourth,  scars;  fifth,  reciurence."  Mathews 
continues:  "I  wish  to  advocate  the  earliest 
possible  removal  of  an  isolated  glandular 
focus  both  in  children  and  adults,  for  the 
following  reasons:  it  is  local  at  first  and 
can  be  removed  with  slight  scarring  and 
without  sacrificing  important  structiu"es. 
Hygienic  treatment  is  always  important 
but  will  be  more  successful  after  the 
removal  than  when  the  tuberculous  glands 
are  present." 

You  will  undoubtedly  agree  with  Math- 
ews that  we  are  not  absolutely  sin^e  when 
the  tuberculous  foci,  even  in  the  early 
stage,  are  localized.  Since  this  is  true  and 
since  the  disease  can  just  as  successfully 
be  removed  by  the  roentgen  rays  with 
no  danger  of  spreading  the  disease,  without 
scarring  and  without  sacrificing  any  im- 
portant structures,  complete  extirpation 
of  tuberculous  glands  should  never  be 
performed  until  the  disease  is  well  localized. 
Past  experience  and  present  results  with 
roentgenotherapy  should  at  least  make 
every  one  advise  this  method,  at  least  for 
its  localizing  effect. 

In  some  clinics  more  than  one  thousand 
cases  of  tuberculous  adenitis  have  been 
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eated  by  roentgenotherapy,  and  opera- 
on  was  required  in  less  than  ten  per  cent 
the  cases  even  for  the  removal  of  the 
3rous  nodules,  over  ninety  per  cent  being 
ired  by  radiation  alone.  All  agree  that 
le  rays  cause  a  disappearance  of  the 
ienoid  tissue,  leaving  only  the  stroma. 
;  is  generally  agreed  that  after  roentgeno- 
lerapy,  in  most  cases  the  nodules  dis- 
ppear  entirely,  while,  in  a  small  per- 
antage  of  cases  they  remain  small  and 
ard.  If  these  nodules  are  removed  and 
xamined  there  will  be  seen  a  central 
heesy  mass  surroiinded  by  connective 
issue  in  which  there  is  no  tuberculous 
aaterial.  A  total  disappearance  of  adenoid 
issue  is  noted. 

I  have  observed  the  cervical  glands 
mdergo  a  calcareous  degeneration  follow- 
ng  radiation  that  left  the  glands  so  dense 
hat  a  roentgenogram  disclosed  the  shadows 
:)lainly  like  those  seen  in  the  chest  following 
latiure's  cure  of  a  tuberculous  process. 
Dne  or  two  glands  may  be  seen  above  the 
:lavicle  in  old  tuberciilous  cases,  but  never 
:he  number  seen  in  this  roentgenogram. 
Really  radiation  ciires  the  glands  in  the 
same  manner  as  nature,  except  that  it 
does  it  so  much  more  quickly.  A  sclerosis 
of  all  the  glands  with  an  entire  obliteration 
of  all  adenoid  tissue  can  be  produced  in 
every  case  if  the  treatment  is  properly 
given,  just  as  certainly  as  fire  will  boil 
water.  Any  degree  of  local  destruction 
of  the  lymphatics  can  be  produced  if  the 
operator  knows  how. 

Different  authorities  call  attention  to 
the  fact  that  when  the  older  methods  are 
employed  a  certain  per  cent  of  the  patients 
ultimately  acquire  pulmonary  tubercu- 
losis. This  possibly  never  occiu"s  w^hen 
radiation  is  given  before  any  limg  involve- 
ment takes  place.  For  this  reason  the 
medical  treatment  should  not  be  persisted 
in  too  long  without  roentgenotherapy. 

Large  glands  due  to  an  inflammatory 
process  are  frequently  secondary  to  a  septic 
condition  elsew^here  and  a  search  should 
be  made  for  the  primary  lesion.  When  this 
is  foiind  and  treated,  if  the  glands  remain 


large,  and  particularly  if  they  show  a 
tendency  to  suppurate,  roentgenotherapy 
should  be  employed  at  once.  If  they  are 
given  treatment  promptly  and  properly, 
suppuration  can  nearly  always  be  avoided. 

I  do  not  favor  opening  a  tuberculous 
mass  as  soon  as  it  begins  to  soften,  as  many 
advocate.  A  few  roentgen  treatments 
given  first  greatly  faciHtate  repair  of  the 
parts,  and  the  sinus  which  frequently 
follows  will  not  be  so  deep  and  will  heal 
more  readily.  Certainly  nothing  is  slower 
to  heal  than  a  sinus  leading  into  a  gland 
which  has  been  opened  just  as  suppiuration 
was  beginning. 

It  is  a  well-known  fact  that  we  have  no 
better  treatment  than  roentgenotherapy 
for  carbuncles,  boils  or  any  other  of  the 
localized  pus  infections.  Then  why  be  in 
such  haste  to  open  a  tuberculous  abscess 
before  it  begins  to  bulge?  Under  roentgen 
treatment  they  are  never  painful.  This 
brings  up  the  question,  do  the  rays  produce 
an  immunity  both  to  tuberculous  and 
mixed  infections?  I  am  siu"e  that  suscepti- 
bility to  the  development  of  tuberculosis 
is  always  greatly  lessened  after  a  few  radia- 
tions and  that  the  patient  in  some  cases, 
at  least  is  rendered  immune. 

Recent  investigations  regarding  tuber- 
ctdosis  and  the  various  processes  of  tuber- 
cular infection  lead  to  the  conclusion  that 
tuberculosis  has  three  stages.  The  first 
stage  is  the  infection  of  the  glands,  usually 
coming  in  childhood;  the  second  is  the 
infection  of  the  bones  and  joints;  the 
third,  infection  of  the  limgs. 

There  is  no  longer  any  doubt  that  the 
lymphatic  glands  form  the  first  line  of 
defense  against  tuberculosis.  Nowhere  is 
this  so  well  demonstrated  as  where  the 
glands  of  the  neck  are  invaded,  because 
almost  invariably  the  virulence  of  the 
bacillus  is  greatly  lessened  after  its  entrance 
into  the  glands.  In  many  instances  the 
disease  does  not  become  general,  so  that 
many  patients  recover  in  a  way  that  shows 
truly  this  infection  is  arrested.  These 
timiors  may  spontaneously  subside  with- 
out suppiiration,  while  in  other  patients. 
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the  disease  progresses  until  fluctuation 
shows  that  suppuration  has  taken  place 
in  the  glands.  Constitutional  infection 
is  not  uncommon,  when  tuberculous  glands 
are  neglected.  Therefore,  a  patient  with 
chronic  enlarged  glands  in  the  neck  should 
have  treatment  before  the  constitutional 
symptoms  develop.  In  the  past  this  has 
not  received  sufficient  attention.  We  see 
too  many  cases  coming  late  where  the 
glands  have  been  enlarging  for  a  year  or 
more.  Such  neglect  often  necessitates 
longer  treatment  and  may  even  endanger 
the  life  of  the  patient. 

We  frequently  see  a  case  of  tuberculosis 
of  the  glands  followed  later  by  tubercu- 
losis of  the  bones  and,  finally,  there  is  an 
extension  into  the  lungs.  In  some  indi- 
viduals the  process  is  checked  in  the  bones 
or  joints.  The  process  then  becomes  very 
chronic,  the  resistance  of  the  patient  being 
sufficient  to  end  the  infection.  Therefore, 
it  should  be  our  aim  to  destroy  the  disease 
while  it  is  a  primary  infection  in  the  glands. 

By  radiation  the  local  disease  can  be 
removed  and  the  removal  of  the  hyper- 
susceptibility  prevents  an  extension  of 
the  disease.  The  healing  of  the  process  or 
local  lesion  is  by  far  less  important  than 
preventing  a  spreading  of  a  general  tuber- 
culosis. Tuberculin  has  been  given  for  this 
purpose,  but  experience  has  shown  that, 
unless  we  are  able  to  give  the  proper  dosage 
with  the  proper  intervals,  more  harm 
than  good  is  done.  In  the  future,  tuber- 
culin may  be  used  with  greater  success. 
We  must  remember  the  great  responsi- 
bility of  checking  the  disease  in  the 
primary  stage  and  treat  the  glands  by 
roentgenotherapy  as  soon  as  discovered. 
It  should  be  apparent  to  every  one  that 
the  removal  by  radical  surgical  operation 
is  contra-indicated,  and  when  a  recurrence 
takes  place,  not  on  account  of  the  lack  of 
surgical  skill,  but  because  of  the  presence 
of  tubercle  bacilli  which  are  beyond  reach 
of  the  knife,  the  organism  is  rendered  more 
susceptible,  giving  the  disease  a  greater 
chance  to  spread  than  before  the  operation. 
The    hypersusceptibility     is    greatly    in- 


creased by  anything  which  tends  to  lower 
the  vitality  of  the  patient. 

Tuberculous  glands  have  been  classified 
with  regard  to  the  pathological  involve- 
ment.   Closed    glands    are   found   in   two 
varieties,  the  hyperplastic  and  the  fibrous. , 
In   the   hyperplastic   type   the   glandular! 
substance    increases    together    with    the! 
stroma.  In  this  variety,  if  left  untreated, 
the  glands  soon  liquefy  and  form  an  abscess 
known  as  soft  glands.   It  may  remain  a, 
long  time,  but,  if  left  untreated,  a  tryptic ' 
ferment   will    digest    the    capsule,    finally' 
reaching   the    surface   and   producing   an 
unsightly  scar.   Fibrous  glands  occur  in , 
individuals  who  have  a  greater  resistance;' 
the  tuberculous  process  is  slower,  and  the ; 
glandular  material  is  not  increased  in  the 
same  ratio  as  the  fibrous  tissue.  In  the 
fibrous  variety,   nature  is   almost   curing 
the  patient.  If  the  fibrous  tissue  does  not 
entirely  absorb,  it  will  frequently  leave  a 
hard   nodule   the   size   of   which   depends 
upon  the  number  of  glands. 

Cicatrized   glands   are   enlarged   glands 
where  the  tuberculous  process  has  been 
healed  by   the  formation  of   scar  tissue.  ■. 
If   the    glands   have   attained   great    size; 
before  roentgenotherapy  is  given,  a  small 
palpable  nodule  will  usually  be  left.  The 
patient   may  even  think  there  is   still  a 
tuberculous  process,  and  even  the  physi- 
cian may  not  realize  that  a  fibrous  healing 
takes  place  in  the  cervical  glands   as  it 
does   in    the   lungs.    Particular    attention 
should  be  directed  to  this,  and  the  rays 
cannot  be  expected  to  absorb  all  the  scar' 
tissue    which    has    been    formed    by    the 
tuberculous  process,  when  the  glands  have 
attained  great  size,  or  where  large  amounts ! 
of   fibrous   tissue   have   been   formed   by 
nature's  cure  before  roentgenotherapy  has ' 
been  employed.  This  is  always  less  when! 
treated  by  radiation  than  by  any  other 
method,  because  the  rays  always  absorb 
a  large  amount  of  scar  tissue.    As  before  ■ 
stated,  it  has  been  proved  that  when  radia- 
tion is  properly  given  less  than  ten  per- 
cent of  the  cases  will  require  operation! 
for  even  the  enlarged  nodules.  Then,  when ) 
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derations  are  performed  for  such  cica- 
ized  glands,  radical  procedures  are  never 
-3cessary  and  large  unsightly  scars  are 
roided,  because  the  operation  is  per- 
)rmed  for  a  different  purpose.  The  healed 
odules  can  be  removed  through  a  small 
icision  and  closed  by  sutures  so  no  de- 
)rmity  is  left. 

Open  glands  are  those  that  have  sup- 
urated  and  opened  to  the  surface.  There 
re  two  varieties,  those  that  break  down  as 
'  result  of  a  tryptic  ferment,  the  discharge 
f  which  is  sterile,  and  those  which  have 
:)roken  down  due  to  a  mixed  infection. 

Recurrent  glands,  after  a  radical  opera- 
ion  consisting  mainly  of  mixed  infections, 
ire  those  recurrent  immediately  after  the 
)peration.  These  are  usually  of  a  purely 
pubercular  character.  The  increased  hyper- 
msceptibility  of  a  patient  after  operation 
.s  often  a  factor  in  the  recurrence.  Glandu- 
lar enlargement  on  the  opposite  side  of 
the  neck,  or  anywhere  else  in  the  body, 
shows  the  increase  of  susceptibility  after 
a  radical  operation.  In  these  cases  it  is 
very  important  to  begin  roentgenotherapy 
at  once  and  not  attempt  a  second  opera- 
tion, as  has  been  the  custom  in  the  past. 

It  has  been  known  for  a  long  time  that 
contagious  diseases  increase  the  hyper- 
susceptibiHty  to  a  marked  degree.  This 
condition  does  not  seem  to  bear  a  relation 
to  the  severity  of  the  infectious  diseases, 
as  we  have  a  much  larger  increase  of  hyper- 
susceptibility  after  an  attack  of  grippe 
than  after  the  contagious  diseases  which 
one  would  nattirally  expect  would  emaciate 
the  patient  considerably  more.  We  have 
different  grades  of  susceptibility  in  tuber- 
culous adenitis.  The  small  closed  glands 
naturally  represent  the  lowest  grade  of 
susceptibility,  which  is  explained  by  the 
fact  that  the  glands  act  as  filters  and 
contain  the  tubercle  bacilli  on  their  route 
to  other  organs.  As  long  as  the  glands  do 


not  suppurate  they  are  successfully  check- 
ing the  tubercle  bacilh,  although  they  are 
undergoing  pathological  changes.  When 
the  glands  have  broken  down  they  are 
not  performing  their  full  fimctions  as 
filters  and  the  extension  of  tuberculous 
adenitis  is  more  likely.  The  resiilts  obtained 
by  the  treatment  of  tuberciilous  adenitis 
with  roentgenotherapy  leave  no  doubt 
that  this  method  is  the  treatment  par 
excellence  for  this  condition. 

Bonime  says:  "That  surgical  treatment 
is  contra-indicated  in  every  case  of  tuber- 
culous glands  is  beyond  dispute.  Those 
who  still  resort  to  radical  operation  will 
find  the  responsibility  harder  to  shoulder 
with  the  ever  increasing  recognition  of 
the  fact  that  the  glands  can  be  cured 
without  it."  While  Bonime's  statement 
may  seem  to  some  to  be  too  strong,  yet 
the  facts  produced  and  the  results  obtained 
by  those  experienced  in  this  method  of 
treatment  of  tuberculous  adenitis  fully 
justify  his  assertion;  and  what  is  most 
essential  now  is  a  wider  knowledge  among 
physicians  of  the  positive  ciu"ative  results 
of  roentgenotherapy. 

In  conclusion,  permit  me  to  state  that 
the  technique  or  method  of  employing 
the  roentgen  rays  is  very  important  if 
results  are  to  be  obtained  in  the  treatment 
of  tuberculous  adenitis.  This  is  not  gen- 
erally recognized,  even  by  many  roent- 
genologists, to  say  nothing  of  the  general 
medical  profession.  This  paper  deals  with 
the  clinical  side  of  the  subject  and  it  would 
be  entirely  too  lengthy  if  the  technical 
side  were  discussed.  However,  I  wiU  say 
that  two  or  three  full  skin  doses,  covering 
the  entire  area,  is  inefficient  treatment. 
The  neck  should  be  divided  in  a  number 
of  small  areas  and  as  much  cross-firing  as 
possible  employed.  Suitable  and  adequate 
technique  for  each  case  has  produced  over 
ninety  per  cent  of  cures  without  deformity. 
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IN  The  New  York  Medical  Journal,  Jan- 
uary 6,  1912,  I  published  an  article  on 
the  :\;-ray  treatment  of  hypertrichosis. 
This  was  based  upon  the  results  achieved 
in  100  cases  treated  up  to  that  date. 

The  results  accomplished,  while  quite 
satisfactory  as  regards  the  permanent 
alopecia,  were  rather  disappointing  as  far 
as  the  ultimate  cosmetic  effect  of  the  treat- 
ment may  be  considered.  In  practically  all 
the  cases  treated,  there  developed  a  certain 
amount  of  atrophy  of  the  skin,  interspersed 
with  more  or  less  telangiectasis,  leading 
in  some  cases  to  considerable  disfigurement. 
WhUe  by  various  methods  this  condition 
could  be  partly  avoided  and  somewhat  im- 
proved, still  on  the  whole  the  results  accom- 
plished were  rather  discouraging.  So  much 
so,  that  for  a  number  of  years  I  discon- 
tinued the  roentgenotherapeutic  treatment 
of  all  these  cases,  and  depended  entirely 
upon  electrolysis  for  their  relief.  Unfor- 
timately,  in  a  very  large  number  of  cases, 
electrolysis  offers  very  little  hope.  It  offers 
practically  no  relief  in  a  case  where  a  large 
area  is  involved,  especially  when  we  have 
the  long,  fine,  delicate  lanugo-like  hairs  to 
deal  with.  Even  when  the  hairs  are  coarse, 
where  we  have  a  very  extended  involve- 
ment, as  in  many  cases — often  amounting 
to  a  complete  beard — to  achieve  results 
with  electrolysis  is  practically  a  life  job 
and,  if  accomplished,  will  be  followed  by 
more  or  less  scarring — especially  if  the 
hairs  are  in  very  close  proximity.  Many 
patients  cannot  stand  the  pain  accompany- 
ing the  treatment ;  so  while  electrolysis  may 
be  used  with  good  results  in  cases  with  a 
limited  number  of  hairs,  there  are  a  large 
number  of  cases  where  it  cannot  even  be 
considered.  The  mental  suffering  of  these 
patients  cannot  be  overestimated.  I  know 
of  no  dermatological  condition  that  can  be 
compared  with  it.  I  have  seen  them  on  the 


verge  of  melancholia  and  insanity,  brood- 
ing over  their  condition,  threatening  sui- 
cide, shunning  the  light,  and  avoiding  their 
friends,  leading  a  very  morbid  and  miser- 
able existence  indeed.  To  such  an  extent, 
that  in  many  cases  something  must  abso- 
lutely be  done  to  save  them  from  themselves 
and  to  ttu-n  them  into  useful  members  of 
the  community. 

So  about  three  years  ago,  unable  to  with- 
stand the  pressure  of  persisting,  family 
physicians  and  imploring  patients,  who 
w^ere  willing  to  exchange  their  ailment  for 
almost  any  other  kind  of  disfigurement, 
and  who  w^ere  willing  to  accept  all  respon- 
sibility, I  decided  to  try  a  modification  in 
:x:-ray  treatment,  which  I  hoped  wotild 
prove  more  satisfactory.  This  modification 
consisted  in  producing  epilation  by  the  use 
of  x-rays  of  very  deep  penetration,  filtered 
through  4  mm.  of  aluminum  and  other  fil- 
ters, thereby  filtering  out  all  the  soft  rays 
— those  that  are  absorbed  by  the  skin,  and 
which  most  probably  play  the  important 
part  in  the  production  of  skin  atrophy  and 
telangiectasis.  In  hospital  and  private 
practice,  up  to  date,  I  have  treated  74  cases 
with  this  method  and  the  object  of  this 
paper  is  to  describe  the  technique  and  the 
results  achieved. 

Choice  of  Cases. — This  is  limited  entirely 
to  cases  in  which  something  must  be  done, 
and  where  electrolysis  for  one  reason  or 
another  cannot  be  utilized.  Before  treat- 
ment is  begun  we  must  explain  to  the 
patient  the  period  of  time  over  which  the 
treatment  must  be  persisted  in,  the  possi- 
bility of  the  development  of  telangiectasis 
and  pigmentation.  The  patient  must  as- 
sume the  responsibility  of  these  develop- 
ments, and  only  when  we  feel  convinced 
that  nothing  that  may  develop  from  the 
treatment  will  cause  more  mental  suffering 
than  the  condition  for  which  they  seek 
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relief  are  we  justified  in  advising  the 
treatment. 

Technique. — We  can  most  conveniently 
divide  the  face,  for  the  purpose  of  treat- 
ment, into  five  areas :  left  side  of  face,  right 
side  of  face,  chin,  left  upper  Up  and  right 
upper  Hp. 

In  applying  our  protection  we  must  be 
extremely  careful  to  avoid  overlapping. 
It  is  always  preferable  to  treat  these  pa- 
tients in  a  lying-down  position,  with  the 
entire  body  protected,  and  only  the  part 
to  be  treated  exposed  to  the  rays.  In  pro- 
tecting the  adjacent  areas  with  lead  rubber, 
it  is  advisable  to  place  a  thick  piece  of 
gauze  under  the  sharp  edge  of  the  rubber. 
The  object  of  this  is  to  prevent  a  very  sharp 
line  of  demarcation  in  patients  where  the 
exposiu-e  is  followed  by  more  or  less  hyper- 
pigmentation.  By  doing  this  we  find  that 
the  pigmentation  merges  with  the  skin 
more  gradually  and  is  not  as  marked  as  it 
wotdd  be  other^'ise. 

The  tube  used  is  a  CooHdge  tube  with  a 
penetration  backing  up  a  9-inch  spark 
gap — about  10  Bauer. 

The  filters  used  are  4  mm.  aluminum 
attached  to  the  tube  stand  and  a  number  of 
layers  of  thick  photographic  paper  and  a 
loofah  sponge,  placed  over  the  area  to  be 
treated.  The  object  of  this  is  to  filter  out 
the  secondary  rays  generated  in  the  alu- 
minum filter. 

The  tube  stand  is  carefully  grounded  and 
is  tilted  at  a  suitable  angle  to  permit  the 
rays  to  enter  the  follicles  as  directly  as 
possible. 

The  Dosage. — The  success  of  the  treat- 
ment depends  entirely  upon  the  adminis- 
tration of  the  proper  dosage.  In  working 
with  unfiltered  or  lightly  filtered  rays  the 
epilating  and  the  er^'thema  dose  are  practi- 
cally synonymous.  With  highly  penetrating 
and  heavily  filtered  rays  the  epilating  dose 
is  a  little  below  that  of  the  erythema  dose. 
To  expect  satisfactory  results  in  the  treat- 
ment of  these  cases,  we  must  never  go 
beyond  the  epilating  dose.  We  must  avoid 
producing  even  the  slightest  blush.  We 
must  very  carefully  standardize  our  appar- 


atus, find  out  what  oiur  epilating  dose  is  and 
use  that  as  oiu*  standard.  This  will  differ 
considerably  with  the  apparatus  used.  It 
is  impossible  to  give  the  epilating  dose  in 
figures  of  X,  as  this  seems  to  differ  with 
the  different  types  of  machines.  A  certain 
niunber  of  X  with  a  machine  worked  with 
an  interruptor  seems  to  produce  a  more  in- 
tense effect  than  the  same  niunber  of  X 
from  a  transformer — at  least  this  has  been 
my  experience.  Besides,  our  different 
methods  of  measiurement  are  still  rather 
inaccurate  and  give  very  vary^ing  resvdts. 
It  is  useless  to  attempt  to  measure  highly 
penetrating  and  filtered  rays  with  Kjen- 
boeck  stripes.  This  method  was  only  in- 
tended to  measiu-e  medium,  unfiltered  rays; 
with  any  other  kind  of  rays  the  measiore- 
ment  will  be  most  inaccurate.  In  using  the 
other  measurements  in  vogue,  we  find  that 
the  same  exposure  wiU  give  a  different 
reading,  depending  upon  the  method  used. 
For  instance  I  foinid  on  repeated  experi- 
mentation that  where  a  test  exposure  gave 
me  50  X  on  a  Saboiuaud  &  Noire  pastiUe, 
it  registered  32  X  on  a  Holzknecht  radi- 
ometer and  also  32  X  on  a  Hampson. 

The  only  satisfactory  method  is  to  work 
out  a  set  rule  for  your  apparatus,  never 
vary  this,  and  work  with  a  imit  of  fraction 
of  time.  With  the  apparatus  I  use  under 
certain  set  rules,  I  get  an  epilating  dose  in 
10  minutes;  so  I  use  this  as  my  imit,  and 
have  no  difficulty  in  administering  fractional 
doses  by  simply  using  a  fraction  of  the  10 
minutes. 

In  cases  where  the  entire  face  is  involved, 
where  we  have  five  areas  to  treat,  I  find  it 
most  satisfactory  to  treat  at  the  rate 
of  one  area  each  week.  This  enables  one 
to  treat  each  area  once  in  five  weeks,  which 
is  about  the  frequency  with  which  they 
should  be  treated. 

The  first  dose  administered  is  an  epi- 
lating dose.  If  five  weeks  later  there  has  not 
been  a  complete  epilation  and  no  untoward 
results  have  developed,  another  full  epi- 
lating dose  may  be  administered.  After  a 
complete  epilation,  if  treatments  were  dis- 
continued, the  hairs  would  retiu-n  in  about 


432  Modified  Technique  for  the  X-Ray  Treatment  of  Hypertrichosis 


two  or  three  months,  but  this  can  generally 
be  postponed  by  giving  them  an  exposure 
at  regular  intervals  for  a  period  of  about 
one  year.  At  the  end  of  this  time,  the  hairs 
as  a  rule  do  not  return,  or  if  they  do,  they 
generally  retiirn  as  small  white  hairs,  not 
very  noticeable  and  so  lightly  attached 
that  merely  touching  them  will  some- 
times make  them  fall  out.  If  the  patient 
finds  this  condition  still  objectionable,  an 
occasional  treatment  at  long  intervals — 
about  once  in  three  months — may  be 
persisted  with. 

The  dosage  given  is  gradually  diminished 
as  time  goes  on.  The  first  dose  after  epi- 
lation is  complete — if  there  is  no  reason  to 
the  contrary — is  about  three-fourths  of  an 
epilating  dose,  and  the  balance  of  the  ex- 
posures will  be  between  that  and  half  of  an 
epilating  dose — that  is,  providing  there  is 
no  sign  of  recurrence.  If  there  is,  we  must 
promptly  return  to  a  full  epilating  dose 
again.  The  important  thing  is  to  get  along 
with  using  as  little  x-ray  as  possible,  and 
never  to  go  beyond  the  amount  necessary 
to  produce  epilation. 

Complications  Arising  During  Treat- 
ment.— -There  are  a  number  of  symptoms 
that  occasionally  arise  during  the  course  of 
treatment,  the  significance  of  which  we 
should  be  familiar  with.  In  treating  the 
side  of  the  face,  patients  sometimes  com- 
plain of  slight  neuralgic  pain  developing  in 
the  region  of  the  maxillar>^  bone.  This 
usually  lasts  but  a  short  time — probably 
one  or  two  days — is  generally  not  very 
annoying  and  promptly  disappears  with- 
out any  treatment.  Sometimes  a  slight 
blushing  appears  over  the  area  treated, 
shortly  following  exposure.  This  is  due  to 
the  effect  of  the  secondary  rays  produced 
in  the  aluminum  filter.  It  lasts  probably  a 
few  days  and  can  be  very  much  shortened 
by  the  application  of  the  alkaline  lotion 
suggested  by  the  late  Dr.  Dodd.  This 
lotion,  the  formula  of  which  is 

Zinci  Oxidi  g  ss 

Acidum  Carbolicum  3  ss 

Glycerinum  3  i 

Aqua  Calais  5  viii 


may  be  used  methodically  throughout  the 
entire  treatment  to  great  advantage,  as  a 
safeguard  against  the  development  of  der- 
matitis. It  should  be  well  shaken  and  mop- 
ped every  night,  or  oftener,  over  the  treated 
area.  It  drys  on  the  skin  in  the  form  of  a 
white  powder,  and  is  not  at  all  objection- 
able to  the  patient.  If  at  any  time  during 
the  course  of  treatment  an  x-ray  derma- 
titis develops,  no  matter  how  slight,  treat- 
ments must  be  promptly  discontinued  and 
the  lotion  above  mentioned  used  as  fre- 
quently as  possible.  Even  after  the  derma- 
titis has  disappeared,  it  is  best  to  stop 
treatments  altogether  over  the  area  af- 
fected ;  other  areas  may  be  treated,  depend- 
ing entirely  upon  the  judgment  of  the 
operator. 

Hyperpigmentation  develops  quite  fre- 
quently, especially  in  patients  with  a 
dark  olive  complexion,  sometimes  after  the 
first  epilating  dose.  When  this  occurs,  it 
is  best  to  wait  until  it  fades  out  before  the 
next  dose  is  administered.  This  generally 
takes  a  month  or  two.  In  other  cases  it  does 
not  appear  until  towards  the  end  of  the 
treatment.  The  latter  type  is  much  more 
persistent,  but  I  have  found  that  even  this 
has  a  tendency  to  get  lighter  in  course  of 
time.  We  might  use  desquamating  lotions 
to  hasten  its  disappearance,  but  one  should 
not  use  the  ultra  violet  light  to  remove  the 
pigmentation,  as  this  light  generally  aggra- 
vates the  condition. 

In  treating  the  chin  and  lower  jaw,  we 
frequently  get  swelling  of  the  salivary 
glands.  This  may  be  very  slight,  lasting 
but  a  day  or  two,  or  it  may  be  rather  severe, 
bringing  about  almost  a  complete  cessation 
of  the  salivary  secretion.  These  cases  are 
often  accompanied  by  annoying  constitu- 
tional disturbances,  which  persist  over  a 
considerable  period  of  time.  In  the  light 
cases  there  is  no  objection  to  resuming 
treatment  at  the  regular  time,  with  a  dimin- 
ished dosage.  In  the  more  severe  cases 
treatment  had  best  be  discontinued  for  a 
long  time;  if  resumed  at  all,  it  should  be  j 
done  very  carefully  and  with  as  small  ' 
dosage  as  possible.  In  the  very  severe  cases, 
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treatment  should  be  discontinued  entirely. 
In  many  cases  the  swelling  of  the  glands  is 
due  not  so  much  to  the  action  of  the  .r-ray 
as  to  the  absorption  of  the  electrical  dis- 
charges surrounding  the  tube.  In  these  we 
might  alleviate  the  condition  by  following 
Pfahler's  excellent  suggestion  of  covering 
the  part  treated  with  very  thin  tin  foil  and 
grounding  this. 

Occasionally  we  have  to  treat  other 
parts  of  the  body  than  the  face  for  hyper- 
trichosis, in  patients  who  are  very  anxious 
to  get  rid  of  excessive  growth  of  hair  in 
diiTerent  parts  of  the  body.  I  treated  a 
number  of  patients  for  this  condition  affect- 
ing the  lower  limbs  over  an  area  extending 
from  knee  to  ankle.  Here  we  might  treat 
each  entire  limb  at  one  time,  dividing  it 
into  four  or  six  areas  and  giving  each  area 
a  full  epilating  dose.  The  after  treatments 
are  carried  out  as  those  described  for  the 
face.  These  cases  generally  do  ver>^  well, 
but  in  one  instance  a  marked  lymphedema 
developed  after  a  number  of  treatments. 
This  disappeared  after  a  few  months  and 
left  no  permanent  bad  effect.  It  was  ver\" 
annoying  while  it  lasted,  however,  and  in 
treating  these  cases  we  must  always  warn 
the  patient  about  the  possibility  of  its 
development.  If  it  does  develop,  it  is  best 
to  discontinue  treatment  entirely  and  ad- 
vise rest  as  much  as  possible,  with  the 
limbs  in  an  elevated  position.  Upward 
gentle  massage  and  firm  bandaging  seem 
to  be  of  decided  value. 

I  treated  several  patients  for  the  removal 
of  hairs  from  the  axilla.  Here,  occasionally, 
we  get  a  swelling  of  the  sweat  glands  fol- 
lowed by  fiirunculosis.  This  is  treated  in 
the  usual  way,  and  generally  gives  very 
little  trouble.  The  treatment  of  the  axilla  is 
rather  difficult  on  account  of  the  irregular 
surface  it  presents  to  the  ray ;  the  results  are 
not  very  satisfactory  and  it  should  be  very 
much  discouraged. 


Conclusions. — The  results  accomplished 
in  the  74  cases  so  far  treated  by  this  modi- 
fied technique  have  been  fairly  satisfactory. 
The  great  majority  of  cases  have  shown  no 
sign  of  any  permanent  injury  to  the  skin. 
Several  have  shown  signs  of  telangiectasis 
and  in  some  there  is  still  a  certain  amount 
of  hyperpigmentation  persisting.  I  have 
not  as  yet  seen  any  symptoms  of  skin  atro- 
phy developing  in  any  of  the  cases  treated. 
I  realize  that  the  time  which  has  elapsed 
has  not  been  sufficiently  long  to  show  all 
the  damage  that  the  .x-ray  may  have 
produced,  and  that  in  course  of  time  I  may 
have  reason  to  change  my  opinion  about 
the  ultimate  results  achieved  in  the  cases 
treated. 

To  the  best  of  my  knowledge  at  the 
present  time,  there  is  not  a  single  dermatol- 
ogist or  roentgenotherapeutist  who  does 
not  condemn  the  .v-ray  treatment  of  hyper- 
trichosis. I  have  no  doubt  with  very  good 
cause,  for  up  to  the  time  that  I  tried  this 
modified  technique  I  have  not  seen  a  single 
satisfactory  termination  to  any  of  the 
cases  treated.  There  is  something  about 
this  condition  that  plays  havoc  with  the 
mental  state  of  many  of  these  patients; 
probably,  as  they  see  the  hairs  grow,  they 
look  upon  it  as  a  sort  of  masculine  sex 
reversion  and  as  something  that  should  be 
carefully  kept  a  dark  secret  from  the  rest 
of  the  world.  To  obser\^e  the  improvement 
in  their  mental  state,  as  they  see  the  hairs 
disappear,  is  ver>^  gratifying  indeed. 

Even  now  I  realize  that  the  treatment  is 
far  from  ideal  and  should  be  reserved  only 
for  cases  where  something  must  be  done,  and 
where  there  is  no  other  possible  method  of 
treatment.  In  such  cases,  in  my  opinion, 
the  results  not  only  justify  the  treatment, 
but  it  is  our  duty  to  employ  it,  to 
give  the  only  possible  relief  to  a  class  of 
patients  to  whom  this  affliction  is  a  great 
burden. 
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THE  following  interesting  and  unusual 
case    illustrates,    in    the    same    indi- 
vidual, three  distinct  types  of  congenita^ 


Fig.  I.  Showinx.  Five  Fingers  ox  each  Haxd — xo 
Thumbs. 


deformity  of  perverted  development;  viz.: 
malformation  of  parts,  absence  of  parts, 
and  supernumerary  parts. 


The  child,  R.  F.,  a  boy,  was  born  on 
December  24,  1913.  Was  a  full  term 
baby,  normal  birth.  He  is  the  sixth  of 
seven  children,  having  four  sisters  and 
two  brothers  all  of  normal  development 
and  good  health. 

There  is  no  history  of  any  deformity 
in  any  member  of  the  family  on  either  the 
maternal  or  paternal  side  as  far  back  as 
can  be  traced.  The  father  and  mother 
are  normal,  healthy  country  people,  the 
father  being  thirty-seven  years  and  the 
mother  thirty-six  years  old  when  the  baby 
was  born. 

The  child  was  brought  to  the  Ortho- 
pedic Department  of  Jefferson  Medical 
College  Hospital  in  April,  19 16,  at  which 
time  he  was  slightly  over  two  years  of 
age.  He  is  a  bright  well-nourished  child; 
has  never  had  any  illness  except  chicken- 


FiG.  2.  Right  Haxd. 
Roentgenogram  by  Dr.  W.  F.  Manges. 


Fig.  3.  Left  Haxd. 
Roentgenogram  by  Dr.  W.  F.  Manges. 
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iox.  His  head  and  neck  are  well  formed, 

tiest  and  abdomen  of  excellent  develop- 
ent  and  the  heart  and  lungs  are  normal. 
Hands. — On  each  hand  the  thumbs  are 
ibsent.  There  are  five  well-formed  fingers, 


fourth,  counting  from  the  inside,  have 
very  imperfect  bone  development  and  do 
not  articulate  with  a  metatarsal.  Prac- 
tically the  same  condition  exists  on  the 
left  side  except  that  between  the  second 


Fig.  4.  Showing  Eight  Toes  on  each  Foot. 


Pig.  5.  Showing  Absence  of  both  Tibi.e,  Super- 
1  numerary  toes,  perverted  development  of 
I.  Tarsus. 

Roentgenogram  by  Dr.  W.  F.  Manges. 

each  about  of  equal  length.  There  is  a 
metacarpal  bone  for  each  finger.  The 
carpal  bones  have  not  yet  appeared  by 
.v-ray  examination.  The  child  uses  each 
hand  very  well  and  apparently  does  not 
miss  the  absent  thumb  action. 

Feet. — On  each  foot  there  are  eight 
fairly  well-formed  toes.  In  the  right  foot 
there  are  six  metatarsals  which  are  of  about 
equal  development.  The  innermost  is  a 
little  larger  and  the  outermost  is  second 
m    size.     The     innermost    toe    and    the 


Fig  6.  Showing  Five  Fingers,  no  Thumbs,  Eight 
Toes  on  each  Foot,  Absence  of  Tibi^. 

and  third  metatarsals,  counting  from  the 
inside,  there  is  a  rudimentary  one,  there 
being  present  just  the  distal  portion  of 
the  bone.  The  .v-ray  interpretation  of  the 
tarsus  is  difficult.  There  is  a  fairly  well 
developed  os  calcis  and  astragalus  and 
three  other  centers  of  ossification,  one 
of  which  is  apparently  a  normal  cuboid. 
The  tarsal  development  of  the  right  and 
left  foot  is  alike. 

Legs.— The  upper  leg.  hip,  thigh,  and 
so  forth,  are  normal.  The  lower  legs  are 
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very  short.  There  is  complete  absence  of 
each  tibia.  The  fibula  is  present  but  its 
articulation  is  faulty  at  both  ends.  It 
articulates  neither  with  the  femur  nor  the 
astragalus.  On  both  sides  there  is  a  distal 


epiphysis.  There  is  no  stability  to  th 
lower  legs.  The  child  walks  with  difficult: 
by  inverting  the  feet  and  bearing  thi 
weight  on  the  outer  side  of  the  lowfj 
lee. 


COMMUNICATION  FROM  THE  COUNCIL  OF 
NATIONAL  DEFENSE 

ENROLLMENT    OF    PHYSICIANS 


1.  On  August  8  the  following  statement 
was  authorized  by  the  War  Department, 
signed  by  Newton  D.  Baker,  Secretary  of 
War: 

"The  War  Department  today  has  sus- 
pended further  volunteering  and  the  re- 
ceipt of  candidates  for  officers'  training 
camps  from  civil  life.  This  suspension  will 
remain  in  force  until  the  legislation  now 
pending  before  the  Congress  with  regard 
to  draft  ages  is  disposed  of  and  suitable 
regulations  drawn  up  to  cover  the  opera- 
tion of  the  selective  system  under  the  new 
law.  *  *  *" 

Fearing  that  this  order  might  be  mis- 
interpreted by  doctors  who  would  not  dis- 
tinguish between  enlistment  as  a  private 
soldier  and  enrollment  as  an  officer  in  the 
Medical  Reserve  Corps,  on  August  9  I 
asked  the  Secretary  of  War  to  issue  a  state- 
ment making  clear  this  point. 

2.  In  response  to  this  request  on  August 
10  the  following  statement  was  authorized 
by  the  War  and  Navy  Departments : 

"Orders  issued  by  the  War  and  Navy 
Departments  on  August  8  suspending 
further   volunteering   and   the   receipt    of 


candidates  for  officers'  training  camj! 
from  civil  life  do  not  apply  to  the  enroll 
ment  of  physicians  in  the  Medical  ReserVj 
Corps  of  the  Army  and  the  Reserve  For(| 
of  the  Navy.  It  is  the  desire  of  both  depar' 
ments  that  the  enrollment  of  physiciai 
should  continue  as  actively  as  before  s 
that  the  needs  of  both  services  may  1: 
effectively  met. 

(Signed)  Josephus  Daniels, 
Secretary  of  the  Navy. 

(Signed)  Newton  D.  Baker, 
Secretary  of  War." 

3.  It  is  desirable  that  the  definil 
attention  of  the  medical  profession  t 
called  to  this  interpretation  in  order  the 
enrollment  for  the  Medical  Reserve  Corf 
of  the  Army  and  the  Reserve  Force  of  th 
Navy  which  is  going  on  so  rapidly  at  th 
present  time,  shall  not  be  interrupted. 

I  trust  that  you  will  give  this  promineri 
space  in  the  next  issue  of  your  Journal  an 
such  editorial  comment  as  you  may  deer 
desirable. 

Franklin  Martin, 
Chairman,  General  Medical  Boan 


HOLDER  FOR  DIRECT  SETTING  OF  HIRTZ  COMPASS 


BY   J.    S.    SHEARER,    M.S. 

Major,  Sanitary  Corps,  U.S.N.A. 
ITHACA,   N.   Y. 


SINCE  the  article  on  standard  methods 
of  locahzation  recently  published  in 
this  Journal  was  written,  there  has  been 
perfected  a  holder  for  direct  setting  of 
the  compass  while  the  patient  is  in  the 
position  in  which  fluoroscopic  examina- 
tion was  made.  Detail  of  the  holder  is 
shown  in  Fig.  i.  It  consists  of  a  tube 
fitting  the  screen  carrier,  with  a  square 
sliding  rod  which  permits  of  longitudinal 
motion  but  not  of  rotation.  The  tube  is 
held  in  position  by  a  V-shaped  projection 
on  a  fixed  ring  at  A,  and  the  sliding  arc 
may  be  clamped  where  desired  by  the 
thumb  nut,  D.  The  compass  is  held  in 
position  by  thumb  nut,  B,  and  the  indi- 
cating rod  of  the  compass  inserted  through 
the  hub  and  holder  is  locked  in  position  by 
nut  C.  Fig.  2  shows  the  mode  of  operation 
and  may  be  briefly  described  as  follows : 

After  the  localization  and  depth  deter- 
mination has  been  made,  the  screen  holder 
is  removed  from  its  socket  and  the  compass 
holder  inserted  in  position.  On  account 
of  the  construction  the  axis  of  the  compass 
and  its  pointer  will  be  parallel  to  the  line 
of  sight  by  means  of  which  localization 
has  been  made.  In  other  words,  it  will  be 
vertical  and  parallel  to  the  post  of  the 
screen  carrier.  The  brass  holder  in  which 
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Fig.  I. 

the  compass  is  mounted  is  so  designed  that 
the  upper  portion  compensates  for  the 
thickness  of  the  slider  on  the  arc  of  the 
compass.  The  arc  is  removed  and  the  com- 
pass placed  in  position.  The  pointer  is 
inserted  and  clamped  so  that  the  distance 
of  the  ring  mark  at  the   end   of   sliding 


clamp  on  the  pointer  rod  is  as  far  above 
the  top  of  the  brass  holder  as  the  projectile 
is  below  the  skin  mark.  The  end  of  the 
pointer  so  raised  is  brought  in  contact 
with  the  skin  mark  previously  made,  and 
the  holder  is  locked  so  that  the  compass 
is  rigidly  held  in  position.  The  arms  and 
legs  of  the  compass  are  then  adjusted  to 
any  desired  positions  on  the  patient's 
body,  and  all  parts  of  the  compass  are 
locked.  By  means  of  the  vertical  move- 
ment of  the  carrier  the  compass  may  be 


Fig.  2. 

raised  an  eighth  of  an  inch  or  so  and  the 
marks  placed  directly  under  the  feet  of 
the  compass,  which  is  much  more  con- 
venient than  to  make  the  marks  first  and 
adjust  the  compass  afterwards. 

This    method    possesses    two    distinct 
advantages:    (i)    it    may   be    done    quite 
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expeditiously,  (2)  it  indicates  clearly  to 
the  operator  how  the  compass  is  going 
to  stand  on  the  patient  when  in  use.  Its 
disadvantages  are:  (i)  the  necessity  of 
considerable  illumination  in  the  dark  room 
when  placing  the  compass.  (2)  danger  of 
movement  of  the  patient  between  local- 


ization and  final  adjustment,  (3)  need  for 
the  compass  in  the  fluoroscopic  room  as 
well  as  in  the  operating  room.  It  will 
remain  for  the  individual  operator  to 
decide  which  of  the  various  methods  is 
most  desirable  for  the  case  at  hand  as  no 
general  instructions  can  be  given. 


THE  LONG  COMPRESSION  TUBE  IN  ROENTGENOGRAPHY 


BY    CAMP    C.    THOMAS,    B.S. 


ANX   ARBOR,  MICH. 


FOR  a  long  time  roentgenologists  have 
recognized  the  value  of  long  target- 
plate  distances  for  roentgenography  of 
the  chest  and  objects  which  do  not  lie 
close  to  the  plate.  In  addition  to  the 
long  target-plate  distances,  many  are 
using  the  long  compression  tube  of  small 
diameter.  But  as  manufacturers  are  slow 
in  placing  suitable  tubes  in  the  requisite 
varieties  on  the  market,  we  have  made 
our  own  compression  tubes  from  drawn 
lead  pipe  ferrules,  twenty  inches  long.  A 
cast-iron  ferrule  at  one  end  of  the  lead 
pipe  is  used  as  the  nozzle-end  of  the  com- 
pression tube,  stiffening  it  and  insuring  a 
perfect  circular  shadow  upon  the  plate. 
The  other  end  of  the  tube  is  soldered  to  a 
lead  collar  to  form  the  attachment  to  the 
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Fig.  I. 


tube  stand.  In  the  case  of  the  six-inch- 
diameter  tube  it  is  only  necessary  to  bend 
over  the  edge  of  the  tube  forming  a  flange 
to  fit  the  groove  of  the  tube  stand.  With 
the  large-diameter  tubes  it  is  necessary 
to  use  a  diaphragm.  Fig.  i. 

We  use  a  diaphragm  having  a  three-inch 
opening  with  the  six-inch  tube.  For  im- 
mobilizing the  patient  an  aluminum  semi- 
sphere  or  an  inflated  rubber  bag  may  be 
interposed,  instead  of  using  sand  bags. 
This  tube  weighs  twenty-five  pounds  and 
by  its  mere  weight  makes  some  compres- 
sion. 

The  short  tube  is  useful  when  confusing 
details  of  overlying  structures  are  to  be 
avoided  as  in  roentgenography  of  the 
antra,  frontal  sinuses  and  mastoid  cells. 

The  six-inch  diameter  tube,  with  com- 
pression, is  convenient  and  efficient  for 
examination  of  the  shoulder,  knee  and 
hip  joints,  spine  and  chest.  It  makes  the 
average  target -plate  distance  thirty-six 
inches. 

The  greater  distance  of  the  target  from 
the  patient  acts  as  a  protection,  especially 
where  repeated  examinations  are  made. 

It  is  possible  that  in  the  future  the 
chest  will  be  examined  by  exposing  small 
areas  in  preference  to  covering  the  whole 
field  with  the  large  plate.  With  the  six- 
inch-diameter  tube  and  three-inch  dia- 
phragm, roentgenograms  of  the  lungs  and 
mediastinum  possess  shadows  of  exquisite 
detail  and  definition,  Fig.  2. 

Secondarv  radiation  is  to  a  large  extent 
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iminated  by  the  use  of  the  long  com- 
ression  tube.  In  tubes  exceeding  four 
iches  in  diameter  it  is  necessary  to  use 
diaphragm. 

The  technician  is  sometimes  careless 
bout  having  the  central  ray  strike  the 
ate  perpendicularly.  With  the  long 
ibes,  especially  those  of  small  diameter, 
lis  mistake  is  not  likely  to  be  made, 
s  the  operator  does  not  have  much 
ladow-space  to  waste,  he  is,  as  a  matter 
:  necessity,  more  careful  about  centering 
le  tube.  Thus,  distortion  of  shadows 
re  prevented  and  a  more  constant  tech- 
ique  is  insured. 

For  subjects  of  average  size  the  target- 
late  distances  are  automatically  fixed, 
^hich  serves  to  facilitate  the  examination, 
.s  the  target-plate  distance  is  increased, 
tie  time  of  exposure  is  greater,  but  this 
;  well  compensated  for  by  the  greater 
wealth  of  detail  and  the  comparative  ab- 
3nce  of  distortion  it  ensures.  For  nearly 
11  bone  work  we  use  an  exposure  of  ten 
econds  with  the  tube  passing  20  ma., 
arying  only  the  spark  gap  by  changing 
he  rheostat  or  the  heat  of  the  filament  of 
he  Coolidge  tube. 


In  conclusion  we  claim  that  the  long 
compression  tube  offers  the  following  ad- 
vantages : 


Fig.  2. 

Less  distortion  of  shadows; 

Richer  details  and  better  definition; 

Greater  safety  for  the  patient ; 

Easier  to  center; 

Simple  immobilization. 

Stability  of  target-plate  distances. 


PROFESSIONAL   ETHICS   IN   CUBA 


The  Rei'ista  de  Mediciiia  y  Cinigia  of 
Havana  relates  that  the  Medical  Press 
Association  of  Cuba  has  decided  to  under- 
ake  a  tenacious  campaign  against  quack- 
ery, quack  advertising  and  quack  prac- 
tices, and  against  acts  committed  by  phy- 
sicians that  do  not  conform  to  professional 
?thics.  It  says:  "Notwithstanding  the  reso- 
utions  voted  in  recent  national  represen- 
:ative  gatherings,  the  evils  in  the  medical 
-orps  are  increasing  instead  of  diminishing, 
[t  is  actually  scandalous  that,  in  the  very 
-apital  of  the  nation,  individuals  with 
university  degrees  are  serving  as  protectors 
For  animal-magnetism  healers,  and  that  in 
^ome  laboratory  and  other  institutes — 
perhaps  behind  the  back  of  their  medical 
directors — efforts    are    made    to    get    the 


clients  away  from  physicians  who  send 
their  patients  there  exclusively  for  some 
laboratory  examination."  Drs.  Aragon,  Jr., 
Montoro  and  Arteaga  brought  up  the 
matter  at  the  meeting  of  the  Medical 
Press  Association.  Oiu-  exchange  adds:  "It 
is  hoped  that  something  can  be  done, 
backed  by  the  authority  of  the  Public 
Health  Service  and  the  ministry  for  Public 
Instruction,  to  fight  these  elements  which 
show  such  contempt  for  professional  eth- 
ics and  their  university  degree.  Now  that 
the  first  steps  have  been  taken,  let  the 
work  be  continued  by  the  Academia  de 
Medicina,  the  Colegio  Medico  and  other 
professional  organizations."  (Ref.  Journal 
American  Medical  Associatioiu  Volume  71, 
No.    10.) 
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The  New  Internationalism 

The  close  contact  among  scientists  of 
the  alHed  nations  which  has  been  engen- 
dered and  stimulated  by  the  war,  is  re- 
sulting, it  is  gratifying  to  note,  in  a  liaison 
scientifique  which  bids  fair  to  develop  into 
a  new  type  of  internationalism.  To  us  this 
is  especially  noticeable  in  connection  with 
the  field  of  military  roentgenology.  Even 
now,  our  equipment  of  men  and  material 
for  our  x-ray  service  abroad  is  one  of  the 


most  important  of  our  national  activities 
and  its  extent  and  thoroughness  has  alj 
ready  made  a  deep  impression  on  those  0: 
our  Allies  engaged  in  similar  work.  Particu 
larly  remarkable  to  them  is  our  ability; 
by  means  of  the  system  we  have  workecj 
out,  to  install  and  operate  x-ray  mechan^ 
ism  of  large  calibre  in  forward  areas. 

The  common  efforts  of  the  allied  x-ra^i 
services  upon  common  soil  are  bound  t<' 
react  as  a  stimulation  for  closer  scientifi 
relationship,  both  during  the  remainder  0 
the  war  and  after  it.  A  more  generous  ex 
change  of  communications  and  record 
should,  and  will,  appear  in  allied  literatur 
dealing  with  matters  roentgenologic.  Al 
ready,  in  fact,  have  contributions  to  ou 
pages  reached  us  from  military  roentgen  | 
ologists  of  other  nations.  Members  of  011 
Society  who  have  been  operating  with  th 
British  forces  have  contributed  in  no  sma'. 
measure  to  the  British  literature  of  th 
subject.  The  British  have  been  prompt  t 
appreciate  the  efforts  of  American  cc 
workers  in  the  field  of  roentgenology,  as  1 
those  of  surgery  and  medicine,  and  espe 
cially  have  the  French  shown  intense  in 
terest  in  the  development  of  America 
military  apparatus  for  the  production  an 
application  of  x-rays.  But  a  short  tim 
ago,  a  society  of  French  military  expert 
was  delighted  by  a  description  of  the  lat 
Major  Caldwell's  stereofluoroscopic  appai 
atus,  presented  to  them,  in  French,  b 
Lieutenant  Colonel  Case,  Chief  Consu 
tant  in  Roentgenology  of  the  America 
Expeditionary  Forces. 

Such  events  as  these  point,  we  belie v( 
to  a  new  and  exceedingly  interesting  typi 
of  internationalism  which  will  be  we 
come  indeed. 

Percy  Brown. 
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TRAHSLATIOKS  &=  ABSTRACTS 


Leaver,  John  B.  Peptic  Ulcer.  (Surg.,  Gynec. 
I  &"  ObsL,  May,  1918.) 

"I  have  on  so  many  occasions  emphasized 
ny  con\4ction  that  the  basic  factor  in  the 
ievelopment  of  peptic  ulcer  is  infection  that 
t  seems  almost  superfluous  to  fiuther  insist 
ipon  it.  The  toxemic  origin  of  peptic  ulcer 
is  generally  recognized  and  there  seems  little 
doubt  that  infection  is  the  primary  cause  of 
the  toxemia  in  the  vast  majority  of  cases. 
Furthermore,  clinical  experience  in  recent 
years  is  indicating  more  and  more  clearly  that 
the  original  site  of  the  infection  lies  in  the 
vermiform  appendix,  and  Rosenow's  demon- 
stration of  the  elective  localization  of  micro- 
organisms, especially  streptococci,  is  additional 
confirmation  of  the  infectious  origin  of  these 
ulcers  and  similar  lesions.  Indeed,  Rosenow's 
studies  show  that  the  cells  of  the  tissues  for 
which  a  given  strain  of  bacteria  shows  an 
elective  afhnity  may  "take  bacteria  out  of  the 
circulation  as  if  by  a  magnet-absorption," 
From  Bolton's  careful  histological  studies,  we 
learn  that  the  initial  lesions  which  give  rise 
to  ulcer  of  the  stomach  are  localized  necrosis 
of  the  mucous  membrane,  localized  hem- 
orrhage and  inflammation  of  the  lymphatic 
foUicles.  The  common  cause  of  necrosis  is 
bacterial  infection  or  its  toxins  circulating  in  the 
blood  stream  and,  as  pointed  out  by  Bolton, 
the  cells  of  the  gastric  mucosa  being  primarily 
attacked  by  the  poisons  in  the  circulation, 
necrosis  is  readily  produced  by  the  local  action 
of  the  gastric  juice.  Necrosis  may  arise  in  this 
way  without  any  preceding  hemorrhage  or 
l3Tnphatic  inflammation,  but  hemorrhage  is 
an  actual  and  frequent  cause  of  iilcer  and  is 
likewise  due  to  bacterial  toxins  circulating 
in  the  blood  stream,  which,  destroying  the 
endothelial  cells  of  the  capillaries,  pave  the 
way  for  the  local  destructive  action  of  the 
gastric  jtiice.  Finally,  inflammation  of  one  or 
more  of  the  lymphatic  follicles,  so  thickly 
studded  along  the  lesser  cur\''ature  of  the 
stomach  especially  toward  the  pylorus,  may 
give  rise  to  a  submucous  abscess  which  by 
rupttire  into  the  gastric  cavity  allows  the 
juice  to  act  on  the  base  of  the  ulceration  thus 
•exposed. 

"Ulcers  developing  in  one  or  the  other  of 


the  processes  mentioned  would  heal  in  a  normal 
stomach,  but  being  constantly  exposed  to  the 
action  of  the  frequently  hyperacid  gastric 
juice  they  show  a  tendency  to  spread  rather 
than  to  heal  and  sudden  perforation  or  hemor- 
rhage is  often  the  first  indication  of  gastric 
iilcer.  Or  in  cases  of  simple  ulcer  the  tendency 
is  to  become  callous  \\'ith  chronic  peptic  ulcer 
as  the  result.  There  is  little  doubt  that  every 
chronic  peptic  ulcer  was  at  one  time  acute  and 
began  in  one  of  the  aforementioned  processes." 
With  the  aid  of  the  .r-ray  and  various  clinical 
tests  and  a  careful  histor}'',  correct  operative 
diagnosis  of  ulcer  was  made  of  88  per  cent, 
of  the  cases  operated  on  in  the  last  year. 
Deaver  regards  every  case  operated  on  as  a 
medical  failure,  and  says  that  the  increasing 
number  of  medical  failtires  is  seen  from  the 
increasing  number  of  cases  operated  on. 


NoRDEXTOFT,  J.  Pseudoleukemia.  {Hosp.-Tid. 
Kobenh.,  February'-  20,  1918,  p.  225.  Ref. 
/.  Am.  M.  Ass.,  Vol.  LXX,  No.  18,  p.  1344.) 

Nordentoft  reports  fourteen  cases  of  Hodg- 
kin's  disease  or  other  forms  of  pseudoleukemia. 
The  ttraiors  were  rapidly  progressive,  as  a 
rule,  but  under  roentgen  treatment  they  melted 
away.  After  failure  of  all  other  measures,  this 
vanishing  of  the  s>Tnptoms  and  retiim  of 
apparent  health  within  a  few  days  are  most 
amazing.  The  disease  is  not  conquered,  how- 
ever; constant  recurrence  is  the  rule,  but  there 
may  be  long  intermissions  and  the  recurrences 
generally  subside  equally  promptly  under 
renewed  roentgen  treatment.  The  greater 
the  susceptibility  to  the  roentgen  rays,  the 
graver  the  outlook;  the  more  frequent,  the  more 
rapid  and  the  more  malignant  the  recurrences. 
There  are  a  few  complete  cirres  to  the  credit 
of  the  roentgen  rays,  but  they  are  extremely 
ra-re,  and  Nordentoft  thinks  that  in  many  of 
them  there  was  a  mistake  in  the  diagnosis.  In 
his  experience,  two  of  his  fourteen  patients 
seem  to  be  cured,  but  the  diagnosis  of  a 
mediastinal  timior  may  have  been  erroneous 
in  one  case;  the  hemorrhagic  plearitis  and 
adhesions  may  have  been  of  tuberculjus  origin. 
In  the  other  case  the  diagnosis  of  Mikulicz' 
disease  seems  more  probable  than  pseudoleuke- 
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mia.  No  other  proliferation  of  lymphoid  tissue 
was  to  be  discovered  except  in  the  parotid 
glands,  and  the  tumors  in  them  had  developed 
very  slowly  and  were  apparently  benign.  In 
none  of  the  other  cases  was  a  ctire  realized  or 
even  to  be  anticipated.  But  the  long  inter- 
missions between  recurrences  are  equivalent 
to  a  cure  in  many  cases.  Only  one  of  the  total 
fourteen  patients  seemed  to  be  refractor}"  to 
the  roentgenotherapy^  Necropsy  in  this  case 
showed  necrotic  processes  for  which  the  roent- 
gen rays  may  have  been  responsible.  In  one 
young  man  a  tumor  in  the  neck,  as  large  as  a 
man's  fist,  subsided  within  a  day.  The  exposure 
had  been  made  at  noon  and  by  evening  the 
subjective  and  objective  improvement  was 
pronounced.  One  girl  of  1 1  with  a  large  tumor 
masking  the  shadow  of  one  lung  entirely,  gave 
normal  roentgen  findings  with  roentgenoscopy 
two  weeks  later.  But  the  toxic  action  from  the 
subsidence  of  this  tumor  was  so  great  that  the 
child  died,  and  the  conclusion  seems  incAntable 
that  the  roentgen  exposure  of  the  tumor  was 
responsible  for  the  fatality.  An  interesting 
featiu*e  of  the  roentgen  treatment  in  some  of 
these  cases  was  that  unexposed  tumors,  at 
a  distance  from  the  one  being  given  the  roent- 
gen treatment,  subsided  along  with  it.  This 
suggests  that  possibly  the  blood  may  acquire 
a  weak  radioacti\'ity,  sufficient  to  act  on 
extremely  susceptible  tissue.  But  Nordentoft's 
experimental  research  on  dogs  failed  to  show 
any  such  action  even  when  the  negative  plate 
was  exposed  to  the  blood  for  days  at  a  time. 


Kretschmer,    Herman    L.    True    Prostatic 
Calculi.  (Siirg.,  Gynec.  &-  ObsL,  Vol.  XXVI, 

No.  I.) 

The  author  emphasized  the  importance  of 
roentgen  diagnosis,  both  in  making  the  diag- 
nosis and  as  a  postoperative  procedure,  in  the 
foUowdng  quotation: 

"The  diagnosis  of  prostatic  calctdi  can  be 
definitely  established  in  every  case  by  the  aid 
of  the  roentgen  ray.  It  is  siuprising,  in  view 
of  the  fact  that  the  roentgen  ray  is  perhaps 
the  one  agent  that  gives  us  the  most  informa- 
tion in  the  diagnosis  of  this  condition,  that  its 
routine  employment  is  so  often  neglected.  Its 
routine  use  after  the  operative  removal  of 
stones  should  always  be  carried  out,  so  that  one 
may  be  sure  that  all  of  the  calculi  have  been 


removed.  That  this  is  often  neglected  is  very 
plainly  demonstrated  by  a  review  of  the  recent 
case  reports  in  the  literature,  a  large  number : 
of  which  do  not  mention  the  roentgen  ray  ' 
findings.  This  certainly  is  unfortunate,  as 
doubtless  many  of  these  sufferers  seek  relief 
\\dthout  finding  it  and  are  often  subjected  to 
many  needless  examinations  and  to  prolonged 
courses  of  treatment  mthout  obtaining  relief." 
He  also  states  that  large  stones  may  be 
found  on  both  sides  and  on  the  midline,  though 
usually  the  calculi  are  apparently  located  in 
one  of  the  lateral  lobes,  and  small  calculi  may 
be  located  in  the  midline,  to  one  side  of  it  or 
on  both  sides. 


Whipple,  Allen  O.  A  Study  of  Postoperative 
Pneumonitis.  (Surg.,  Gynec.  is'  Obst.,  Vol. 
XXVI,  No.  I.) 

The  author  caUs  special  attention  to  the 
importance  of  the  roentgenographic  method 
of  studying  these  cases  by  stating  that  in  a 
certain  percentage  shadows  in  the  limgs  were 
demonstrable  before  physical  signs  of  con- 
solidation were  elicited.  The  site  of  election 
is  one  of  the  lower  lobes. 

It  is  interesting,  though  not  important,  to 
take  serial  roentgenograms  from  the  incipient 
rise  luitil  the  plate  shows  the  lung  again  clear; 

Out  of  a  total  of  72  cases  roentgenographed> 
II  showed  a  shadow  before  physical  signs 
appeared. 

In  6  cases  there  were  .v-ray  shadows  with  no 
signs  of  consolidation. 

In  48  cases  the  shadow  and  the  signs  ap- 
peared simultaneously. 

In  II  cases  there  were  no  shadows  but 
physical  signs  of  consoUdation  were  present. 


Medicolegal.  Roentgenographic  Pictures  in 
Book  as  Evidence — Damages  for  "Blues."' 
(Chicago,  R.  I.  &  G.  Ry.  Co.  vs.  Smith 
(Tex.),  197  S.  W.  R.  614).  (Ref.  /.  Am.  M. 
Ass.,  Vol.  LXX,  No.  12,  p.  879.) 

The  Court  of  Civil  Appeals  of  Texas,  in 
affirming  a  judgment  for  $10,000  damages  for 
personal  injuries,  in  favor  of  plaintiff  Smith, 
holds  that  there  was  no  error  in  permitting  the 
plaintiff  to  introduce  in  evidence,  in  connec- 
tion with  the  testimony  of  a  physician,  certain 
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^entgenographic  pictures  of  the  bones  of  the 
ormal  foot  found  in  the  medical  work  known 
s    "Treatment   of   Fractures,"   b}^   Scudder. 
'he  court  says  that  on  the  cross-examination 
f  the  physician  he  stated  that  the  plates  or 
ihotographs  introduced  were  to  his  knowledge 
orrect  pictures  of  normal  arches  of  the  feet. 
ie  further  testified  that  the  book  containing 
he  plates  was  a  standard  work,  accepted  by 
,he  medical   profession  generally.    It   further 
appeared  from  the  record  that  the  condition  of 
:he  plaintiff's  feet,  both  before  and  after  the 
n]ury,  was  shown  by  the  exddence.  In  this 
;tate  of  the  record,  the  plates  were  certainly 
act  immaterial  or  irrevelant.  Their  correctness 
was  established  by  the  e\ddence  of  the  physi- 
cian, and,  while  the  predicate  for  their  intro- 
duction in  e\ddence  was  not  laid  prior  to  their 
introduction,  this  objection  was  removed  by 
proper  subsequent  proof. 


dE  Abreu,  M.  D.  Radiolog}^  in  France  during 
the  War.  {Rev.  med.-cirurg.  do  Brazil,  Jan- 
uary, 1918,  p.  4.  Ref.  /.  Am.  M.  Ass.,  Vol. 
LXX,  No.  25.) 

De  Abreu  is  chief  of  the  radiologic  cabinet 
connected  with  the  Franco-Brazilian  ambu- 
lance stationed  at  Paris,  and  he  descants  on 
the  revolution  that  has  taken  place  in  France 
since  the  war  began  in  the  general  estimation 
of  the  roentgen  rays.  Before  that,  there  were 
a  few  very  eminent  radiologists  in  France  but 
the  rank  and  file  of  the  profession  paid  little 
attention  to  the  roentgen  rays,  "and  nothing," 
he  remarks,  "opposes  such  unconquerable 
resistance  to  the  onward  march  of  ideas  as 
silence."  The  professional  roentgenologists  were 
misled  by  the  Austrians  into  viewing  radiologv' 
almost  exclusively  from  the  therapeutic  stand- 
point. 

The  rays  were  experimented  with  in  every 
disease  and  although  the  resiilts  were  found 
excellent  in  some,  this  was  restricted  to  certain 
parasitic  skin  diseases,  tumors  and  certain 
forms  of  bone  or  skin  tuberculosis^  and  leuke- 
mia. The  rays  were  also  used  in  diagnosis  by 
a  few  French  writers,  especially  the  internists. 
But  the  majority  of  the  physicians  knew  little 
and  cared  less  about  this  method  of  examina- 
tion, and  even  some  of  the  first  class  medical 
services  in  the  hospitals  only  rarely  called  for 
a  roentgen  examination  of  a  patient,  and  then 


only  for  cancer  of  the  stomach  or  kidney  stones, 
and  the  chief  of  the  service  never  followed  the 
patient  to  the  roentgen  room.  De  Abreu  had 
charge  of  the  roentgen  service  in  the  largest 
hospital,  and  in  his  long  months  there  only 
Chauffard,  and  he  only  once,  followed  the 
patient  to  the  roentgen  room.  All  apparently 
were  content  w4th  the  auscultation  and  per- 
cussion, the  pathologic  anatomy  and  bacteriol- 
ogy' and  chemistr}^  findings. 

But  with  the  war  and  the  necessity  for 
locating  projectiles  in  the  tissues,  radiology 
sprang  at  once  into  the  first  rank,  and  its 
importance  for  diagnosis  in  vnde  fields  was 
soon  recognized — a  revelation  for  aU.  At  the 
same  time,  roentgenology  did  not  detract  one 
iota  from  the  value  of  clinical  examination 
but  enhanced  its  value.  The  war  precipitated 
the  use  of  the  roentgen  rays  and  de  Abreu 
pleads  for  a  similar  diffusion  in  Brazil  of  knowl- 
edge concerning  them  and  their  "^^dde  and  sys- 
tematic utilization,  "v^nthout  waiting  for  a  war 
to  force  it  on  the  countr^^  He  urges  the  creation 
of  a  chair  for  radiolog}^  in  the  Uni^'ersity  of 
Rio  de  Janeiro.  Both  in  ci\alian  and  in  militar^^ 
circles  the  yoimg  physicians  of  Brazil  should 
get  this  training  in  roentgen  work,  and  perhaps 
take  a  leading  part  in  radiolog^^,  as  some  have 
done  already  in  bacteriology. 


Mayo,  W.  J.  Cancer  of  the  Stomach.  {Surg., 
Gynec.  &-  ObsL,  Vol.  XXVI,  No.  4-) 

"More  than  30  per  cent,  of  cancer  in  ci\41ized 
man  is  in  the  stomach." 

He  emphasizes  the  chronic  irritation  theory 
and  says  that  perhaps  the  reason  why  85  per 
cent,  of  all  cancers  and  ulcers  of  the  stomach 
involve  the  lesser  curvature  is  because  the 
.T-ray  shows  that  food  passing  into  the  stomach 
is  not  carried  directly  into  the  cavity,  but  by 
muscular  contraction  a  canal  is  formed  on  the 
lesser  orrv^atures  along  which  it  passes. 

"The  early  diagnosis  of  cancer  of  the  stomach 
depends  upon  the  roentgen  examination  and 
Carman  has  shown  that  it  may  be  demon- 
strated in  95  per  cent,  of  the  cases  in  this  way 
by  the  time  they  give  sufficient  evidence  of 
their  presence  to  call  the  patient's  attention 
to  the  fact  that  something  is  wrong.  Every 
person  in  whom  there  is  a  suspicion  of  cancer 
of  the  stomach  should  be  promptly  subjected 
to  an  examination  by  the  roentgen  ray.  All 
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persons  with  anemia  which  cannot  be  other- 
wise explained,  shoidd  be  subjected  to  such  an 
examination." 


Roberts,  P.  W.  The  Etiology  of  Perthes' 
Disease.  (/.  Am.  M.  Ass.,  I9i7>  box,  19, 
1598.  Ref.  Surg.,  Gynec.  &"  OhsL,  February, 
1918,  p.  137.) 

The  author  states  that  the  etiology  of  osteo- 
chondritis of  the  hip,  generally  known  as 
Perthes'  disease,  has  been  the  subject  of  much 
speculation  ever  since  the  condition  was 
recognized  as  a  clinical  entity  several  years 
ago.  "Traiimatism,  obscure  infection  and  per- 
verted metaboHsm  have  each  had  their  advo- 
cates. Tuberculosis  has  been  eliminated  be- 
cause the  joints  recover  with  good  function, 
and  syphilis  has  been  excluded  because  Wasser- 
mann  reactions  have  been  negative." 

Notwithstanding  the  results  of  laboratory 
tests  Roberts  advances  the  opinion  that  this 
affection  which  occurs  with  considerable  fre- 
quency in  children  is  the  result  of  inherited 
syphilis.  In  support  of  this  view  he  states  that : 

1.  A  negative  Wassermann  is  not  reliable  as 
infallible  evidence  of  the  absence  of  bone 
syphihs. 

2.  The  pathologic  findings  described  by 
Perthes  coincide  with  one  of  the  most  common 
expressions  of  bone  syphilis  in  children,  namely, 
osteochondritis. 

3.  There  are  subjects  with  Perthes'  disease 
who  show  dental  evidence  of  inherited  syphilis. 

4.  The  course  of  osteochondritis  of  the  hip 
is  similar  to  that  of  many  other  syphiHtic 
joint  conditions  in  that  the  destructive  process 
is  self-Hmited  and  that  there  is  a  tendency  to 
more  or  less  complete  restoration  of  function. 

Roberts  believes  that  the  treatment  of  this 
condition  on  the  hypothesis  that  it  is  of  syphi- 
litic origin  is  worthy  of  further  investigation. 
In  his  experience  all  syphiHtic  bone  and  joint 
conditions  improve  more  rapidly  when  the 
dose  of  potassiimi  iodide  is  carried  to  the  point 
of  tolerance  than  when  dependence  is  placed 
on  a  routine  dose  of  moderate  size. 

Philip  Lewin. 


BuGBEE,  H.  G.  The  Management  of  Renal 
Tuberculosis.  {Surg.,  Gynec.  ^  ObsL,  May, 
1918,  Vol.  XXVI,  No.  5.) 


The  author  discusses  the  difficulties  of  arriv- 
ing at  a  diagnosis  and  says  that  most  unfor- 
tunate residts  follow  from  hasty  diagnosis. 

He  emphasizes  the  importance  of  repeated 
urethral  catheterization  and  pyelogram  in 
cases  showing  long  remission. 


Roberts,  Dudley.  The  Recognition  and 
Treatment  of  Intestinal  Diverticula.  (Surg., 
Gynec.  6*  ObsL,  February,  191 8,  Vol.  XXVI, 
No.  2.) 

In  the  roentgenographic  study  many  of 
these  cases  are  overlooked,  due  to  their  posi- 
tion either  directly  in  front  of  or  behind  the 
liimen  of  the  bowel.  Dependence  should  be 
placed  on  daily  study  of  the  colon  from  twenty- 
iouT  hours  p.  c.  until  the  meal  is  entirely  dis- 
charged from  the  bowel. 

The  value  of  stereoscopic  plates  is  empha- 
sized. The  author  advises  the  use  of  numerous 
small  plates  in  corpulent  patients.  Attention 
is  called  to  the  jagged  appearance  of  the  sig- 
moid when  seen  filled  by  opaque  enema. 


SoHMER,  A.  E.  Fractiu-e  Sprains.  {Internal.  J. 
Surg.,  19 1 7,  XXX,  292.  Ref.  Surg.,  Gynec.  &* 
Obst.,  February,  1918,  p.  146.) 

So-called  sprains  are  often  associated  with 
fracture  of  bone  near  a  joint,  usually  a  small 
fragment  of  bone  being  torn  off  by  trauma. 
If  overlooked,  these  leave  the  joint  in  a  weak, 
painful  or  deformed  condition,  with  limited 
or  abnormal  joint  motion.  It  is  more  important 
to  recognize  a  fractiu-e  in  injuries  which  appear 
to  be  simple  sprains  than  one  which  is  frankly 
a  fracture  awa}^  from  a  joint,  because  of  the 
bearing  on  subsequent  treatment. 

Fractiu-e  sprains  disable  by  aiding  the  pro- 
cess of  callus  formation,  offering  subsequent 
interference  with  joint  motion,  the  possible 
loss  of  proper  attachment  of  Hgaments  and 
tendons,  interference  with  fulcrtun  action  of 
joints,  and  more  or  less  dislocation  with 
greater  permanent  deformity,  to  the  factors  of 
ordinary  sprain  without  fracture. 

The  prompt  recognition  of  fracture  sprains 
is  important  in  railway  stugery  because  of 
its  bearing  on  Hability  claims  in  cases  of  pro- 
longed disability  and  permanent  deformity. 

To  verify  a  diagnosis,  the  roentgenogram  is 
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.e  best  appliance,  either  by  stereoroentgeno- 
■am  or  plates  in  different  planes.  The  fluoro- 
ope  is  not  reliable  because  of  the  small  size 
bone  fragments  and  the  relative  density 
;  tissues  near  joints. 

A  knowledge  of  the  development  of  epiphyses 
t  different   ages  is  important  in   diagnosis, 
ecause  of  subsequent  interference  with  growth 
f  bones  if  the  true  condition  is  overlooked. 
The  prognosis  of  fracture  sprains  depends 
n  its  early  recognition  and  subsequent  treat- 
lent.  They   bear  an  important   relationship 
'o  constitutional  infection  elsewhere  in  the  body, 
specially  tuberctdosis.   Lessened  lower  resis- 
tance by  injury  may  lead  to  local  hematoge- 
nous infection.  Treatment  shotdd  provide  for 
;ufiicient  immobilization,  careful  massage  and 
Dassive  motion. 

Fractiure  sprains  which  occur  most  frequently 
are  the  following:  fracture  of  the  ulnar  styloid, 
'accompanying  Colles'  fracture;  avulsion  of 
trochanters  of  the  femur;  condyles  of  the 
ihumerus;  fracture  of  the  tip  of  the  olecranon 
{or  head  of  radius,  the  phalanges  of  foot  or 
hand,  the  intrinsic  cartilages  of  the  knee,  the 
malleoli  of  the  ankle,  and  the  os  calcis. 

In  all  injuries  near  a  joint,  every  apparent 
sprain  should  be  considered  as  complicated 
by  a  possible  fracture,  until  the  latter  has  been 
excluded  by  every  means  of  diagnosis,  espe- 
cially by  x-Ta,y  plates. 


MixsELL,  H.  R.  Osteogenesis  Imperfecta.  (Arch. 
Pediat.,  191 7,  xxxiv,  756.  Ref.  Surg.,  Gynec. 
&"  Obst.,  February,  1918,  p.  147.) 

The  condition  known  as  osteogenesis  im- 
perfecta is  described  as  synonymous  with 
fragilitas  ossium  and  osteopsathyrosis.  Atten- 
tion is  called  to  the  influence  of  heredity  in 
its  occurrence.  The  multiple  spontaneous 
fractures  which  occur  are  the  residt  of  a  dis- 
tinct deficiency  in  bone  development,  the 
haversian  systems  of  stress-resisting  bony  rods 
being  absent  and  the  cortex  extremely  thin. 
The  skuU  may  feel  like  a  rubber  bag  with 
mosaic  inlays  of  small  pieces  of  bone  around  the 
centers  of  ossification  with  the  fontanelles 
wide  open. 

Metabolism  studies  of  the  patients  show  that 
the  calciimi  retention  is  decidedly  below  nor- 
mal. The  general  appearance  is  that  of  chronic 
illness;  the  skin  is  soft  and  delicate,  the  child 


is  under  weight,  mentality  poor,  neck  short, 
chest  as^TTimetrical,  extremities  short  and 
ciu-ved  with  any  sort  of  deformity  due  to  the 
fractures.  The  fractures  are  usually  intraper- 
iosteal  and  the  callus  formation  is  excessive. 
Structural  markings  in  the  spongy  bone  are 
absent  and  the  medtdlary  cavity  is  large  show- 
ing irregular  mottled  shadows  in  the  roent- 
genogram. 

Two  cases  are  reported;  one,  a  child  of  eight 
months,  had  fracttu-e  of  both  femurs  at  birth, 
and  three  more  painless  spontaneous  fractures 
in  the  first  seven  months.  The  skull  was  tabetic 
and  the  back  kyphotic.  The  child  improved  on 
cod-Hver  oil  and  phosphorus.  The  other  case, 
a  year  old,  showed  many  limips  of  callus  on 
clavicle,  forearms,  thighs  and  legs,  an  evidence 
of  mtdtiple  fractiu"es.  The  child  improved 
under  the  same  treatment. 

W.  A.  Clark. 


PiRiE,  A.  H.  Shrapnel  Balls;  Their  X-Ray 
Characteristics  Compared  with  Bullets  and 
Other  Foreign  Bodies.  {Canad.  M.  Ass.  /., 
191 7,  vii,  778.  Ref.  Surg.,  Gynec.  b°  Obst., 
February,  191 8,  p.  163). 

Pirie's  analysis  is  based  on  a  study  of  10,000 
x-TSij  plates  made  during  one  year  at  a  hospital 
in  France.  Shrapnel  balls  were  shown  on  241 
plates  and  bullets  on  242.  Pieces  of  shell  casing,, 
bombs,  hand  grenades,  etc.,  were  shown  on 
3,846  plates.  In  no  case  did  a  shrapnel  ball 
pass  entirely  through  the  body  as  a  bullet 
frequently  does;  they  were  in  several  instances 
stopped  by  the  skin  on  the  opposite  side  from 
the  entrance.  There  was  no  instance  of  the 
fracture  of  the  femiu-  shaft  or  the  penetration 
of  the  brain  by  a  shrapnel  ball.  In  one  instance 
both  tables  of  the  skuU  were  fractured  and  the 
ball  remained  in  the  bone. 

Shrapnel  balls  are  usually  of  lead,  but  balls 
of  iron  have  been  found.  Differentiation  is 
important  if  the  projectile  is  to  be  removed  by 
aid  of  the  vibrator.  The  shrapnel  fragments 
generally  have  smooth  or  rounded  edges.  If 
a  bone  is  hit,  dust-like  particles  are  seen  at 
the  contact. 

Pirie  believes  that  the  shattering  of  bone  by 
bullets  occurs  at  the  point  of  exit  rather  than 
at  the  entrance.  In  soft  tissue  the  wound  of 
exit  is  larger  and  more  ragged  than  the  wotmd 
of  entrance.  David  R.  Bowen. 
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DowNES,  W.  A.  A  Case  of  Giant  Duodeniim. 
(Ann.  Surg.,  Phila.,  191 7,  Ixvi,  436.  Ref. 
Surg.,  Gynec.  b'Obst.,  Februarj^,  I9i8,p.  129.) 

Downes  reports  a  case  of  giant  duodenum  in 
a  child  of  four  and  one-half  years.  The  child 
weighed  6  pounds  at  birth  and  29  pounds  on 
admission  to  the  hospital.  He  had  had  frequent 
fits  of  vomiting  since  birth,  vnXh.  periods  of 
one  to  two  months'  freedom. 

At  operation  the  stomach  appeared  normal 
with  possibly  a  slight  thickening  of  the  wall; 
the  pylorus  was  normal,  and  the  duodenum 
was  dilated  to  the  size  of  the  stomach.  The  wall 
was  smooth  and  three  or  four  times  thicker 
than  normal.  No  diverticula,  adhesions,  or 
peritoneal  bands  were  present.  Distention 
involved  the  entire  length  of  the  duodenum, 
ending  abruptly  at  the  point  where  the  gut 
passed  under  the  superior  mesenteric  artery. 
No  effort  was  made  to  determine  the  nature  or 
cause  of  stenosis.  The  usual  posterior  gastro- 
enterostomy was  performed. 

Japiot,  p.  The  Nutrient  Canal  of  the  Ilium — 
its  Radiographic  Aspect  and  its  Impor- 
tance in  the  Diagnosis  of  Fractures  of  the 
Wing  of  the  Ilium.  {Arch,  dielectric,  med., 
May,  1 91 8.) 

In  The  British  Journal  oj  Surgery  there 
have  been  reported  cases  of  error  in  the  diagno- 
sis of  fissured  fractures  through  the  wing  of  the 
iliiun,  confusing  them  vnlh.  the  nutrient  canal. 
These  fractures  usually  are  Y-shaped,  and  of- 
ten run  in  the  same  direction  as  the  nutrient 
canal,  which  is  formed  as  a  V  with  the  point 
downwards  and  the  branches  rather  irregular 
and  different  in  size.  It  is  only  infrequent Iv 
that  the  canal  can  be  seen  in  the  x-vdiy,  and 
one  must  have  good  plates  to  be  able  to  see  it 
clearly.  The  fractiures  are  easy  to  recognize 
when  they  are  complete  and  when  there  is 
displacement,  but  when  the  fissures  are  in- 
complete, one  must  take  great  care  to  always 
compare  with  the  opposite  side.  The  aspect  of 
the  fissured  fracture  is  different  from  that  of 
the  canal;  one  always  gets  a  uniform  shadow 
without  double  clear  contour. 

To  make  a  diagnosis  of  a  suspected  fissured 
fracture  of  the  ilium,  it  is  necessary  to  have 
as  good  plates  as  possible.  Do  not  try  to  make 
a  diagnosis  from  prints,  and  always  roentgeno- 
graph the  uninjured  side  for  comparison. 


Scully,  Francis  J.  Perforated  Gastric  and 
Duodenal  Ulcer:  a  Statistical  Report  of 
Fifty-nine  Cases.  {Am.  J.  M.  Sc,  June, 
1918,  p.  874.) 

In  this  article  Dr.  Scully  gives  us  his  ver}' 
valuable  experience  with  perforated  gastric 
and  duodenal  ulcer  from  six  years'  work  at  the 
Cook  County  Hospital.  Out  of  578  ulcer  cases, 
he  has  collected  59  cases  of  perforated  ulcers, 
48  of  them  being  ulcers  of  the  stomach,  and  11 
cases  of  perforated  duodenal  ulcers.  Only  the 
cases  where  the  ulcers  were  actually  seen  at 
the  operation  are  counted  in,  excluding  all 
doubtful  cases. 

Of  the  48  perforated  gastric  ulcers,  44  oc- 
curred in  males,  and  only  4  in  females,  show- 
ing the  most  marked  predilection  for  the  male 
cases.  The  majority  of  the  cases  were  between 
30  and  40  years  of  age.  The  duodenal  ulcer  oc- 
curred entireh'  in  men,  and  at  a  slightly  earlier 
age. 

Some  of  the  cases  were  found  to  have  had 
previous  gastric  disturbances,  but  XQry  often 
the  history  obtained  was  uncertain.  The  only 
and  most  constant  prodromal  S3'mptom  was 
pain,  often  associated  -u-ith  eating;  but  many 
cases  did  not  give  any  prodromes  at  all,  and 
practical!}'  in  every  case  the  onset  was  very 
sudden,  ^^-ith  an  agonizing  pain  in  the  epigas- 
trium. Vomiting  occurred  in  35  of  the  perfor- 
ated gastric  ulcers,  shortly  after  perforation, 
and  in  6  cases  of  the  duodenal  ulcer. 

FoUo'^^'ing  the  sudden  onset  of  pain  there 
was  a  period  of  reaction.  At  this  time  the  seri- 
ousness of  the  condition  was  difficult  to  recog- 
nize, and  a  dangerous  delay  was  thus  often 
caused.  Later  on  the  recurrence  of  pain  indi- 
cated the  onset  of  peritonitis. 

In  the  examination,  the  point  of  natural 
tenderness  corresponded  to  the  point  of  maxi- 
mal pain.  In  cases  seen  later,  the  tenderness 
was  more  generalized.  Rigidity  was  always 
present.  Fluid  was  diagnosed  in  some  of  the 
cases.  In  the  early  stages  the  pulse  was  not 
much  increased  in  rate,  although  the  leuko- 
cyte count  was  increased;  while  in  later  stages 
the  pulse  was  rapid.  When  seen  early  and 
when  a  good  history  was  obtainable,  the  diag- 
nosis was  not  difficult.  Acute  appendicitis, 
acute  choker's titis,  acute  pancreatitis,  rup- 
tured appendix  and  general  peritonitis  are  the 
conditions  from  which  to  differentiate  the  per- 
forated ulcer,  but  in  many  of  the  cases  the 
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diagnosis  was  first  made  on  the  operating 
table. 

The  most  common  site  of  perforation  in  gas- 
tric ulcers  was  on  the  anterior  wall  of  the 
stomach  near  the  pylorus  along  the  lesser  cur- 
vature. Only  in  4  cases  was  the  perforation 
posterior.  In  all  the  cases  of  duodenal  ulcer  the 
perforation  was  anterior,  near  the  pylorus. 

The  prognosis  was  never  very  good,  only  16 
cases  recovering  out  of  40  cases  of  perforated 
gastric  ulcers  and  5  cases  of  perforated  duode- 
nal ulcers.  Several  of  the  cases  died  of  shock. 

The  mortality  was  found  to  be  proportion- 
ate to  the  length  of  time  elapsing  after  the  per- 
foration, and  it  is  e\ddent  after  a  study  of  Dr. 
Scully's  cases  that  an  early  recognition  of  the 
condition  followed  by  an  immediate  operation 
is  necessary  for  the  best  results.  Considerable 
confusion  in  the  diagnosis  of  the  perforation 
arises  from  the  fact  that  the  patient  presents 
a  markedly  different  clinical  picture  in  the 
various  stages.  The  s^-mptoms  are  not  pro- 
gressive, and  the  physical  signs  not  well  devel- 
oped until  comparatively  late. 

NoGiER,  Th.   Procedes  de  protection.  (Arch, 
d' electric,  med.,  No.  426,  Alarch,   191 8.) 

In  this  article  about  protective  measures  for 
roentgenologists,  especially  in  war  work,  Dr. 
Nogier  first  points  out  the  very  important 
reasons  for  adequate  protection,  as  well  in  flu- 
oroscopic as  in  roentgenographic  work;  he 
compares  the  protective  measures  against  the 
a; -rays  to  the  gas  masks  against  the  asph^-xiat- 
ing  gases.  The  protection  can  be  made  in  two 
places,  either  stopping  the  rays  on  their  point 
of  emission  or  where  they  first  meet  the  body 
of  the  roentgenologist.  In  the  first  category  is 
the  lead  glass  shield.  The  writer  does  not  con- 
sider that  sufficient,  as  the  glass  must  be  enor- 
mously hea\y  for  the  rays  not  to  penetrate  it, 
and  there  are  always  so  many  openings  through 
which  the  secondary  rays  especially  can  es- 
cape. In  the  estimation  of  the  author  the 
measures  which  render  protection  against  the 
rays  when  they  meet  the  body  of  the  roent- 
genologist are  much  superior. 

For  protection  of  the  hands  the  five-fingered 
glove  of  soft  pliable  lead  rubber  is  the  only 
good  measure;  the  old  stiff  glove,  used  in  the 
first  part  of  the  war,  was  perfectly  useless  for 
quick  work  and  was  always  residing  in  a  cor- 


ner, while  the  work  was  done  with  unprotect- 
ed hands. 

For  protection  of  the  head,  eyes  and  the 
face  one  must  be  certain  of  the  perfect  opacity 
of  the  lead  glass  in  front  of  the  fluoroscopic 
screen  and  of  the  sufficiently  large  size  and 
opacity  of  the  lead  glass  spectacles.  Better 
than  these  Dr.  Nogier  found  the  metal  helmet 
with  the  movable  visor  of  lead  glass.  This  con- 
sists of  a  helmet,  similar  to  the  trench  hel- 
mets, with  a  front  piece  of  lead  glass  reaching 
dowTi  to  the  chin,  protecting  the  whole  face, 
the  eyes,  and  the  hair,  and  with  two  side  pieces 
of  metal  for  the  protection  of  the  ears.  The 
front  part  of  lead  glass  may  be  closed  and 
opened  between  the  examinations  by  means  of 
a  hinge.  This  apparatus  has  been  very  much 
employed  by  Dr.  Nogier  and  his  assistants. 

For  the  protection  of  the  chest  and  abdo- 
men the  lead  rubber  aprons  seem  sufficient, 
but  one  must  always  be  certain  to  get  them 
large  enough  to  reach  all  the  way  around  the 
back. 

For  the  protection  of  the  legs,  leggings  made 
of  lead  rubber  have  been  employed,  but  it  is 
much  better  and  easier  to  construct  side  walls 
on  the  four  sides  of  the  operating  table  from 
the  table  top  to  the  floor. 

Besides  all  these  protective  measures  the 
roentgenologist  must  always  employ  the  most 
rigorous  discipline  in  this  work  to  avoid  all 
direct  radiation  of  even  the  shortest  duration; 
one  must  constantly  think  of  avoiding  the  rays 
just  as  a  surgeon  must  avoid  microbes. 

A  few  cardinal  regulations  for  this  discipline 
follow: 

1.  The    roentgenologist    must    never    make 

any  examination  without  an  apron, 
gloves,  and  spectacles;  or  better  still,  he 
should  wear  the  protective  helmet. 

2.  The  roentgenologist  ought  always  to  work 

with  the  smallest  possible  opening  of  the 
diaphragm. 

3.  The  roentgenologist   ought   never  to   pal- 

pate by  hand  for  a  foreign  body  under 
the  screen,  even  when  employing  an 
opaque  glove. 

4.  The  palpation  must  always  be  done  with 

a  metallic  instrument  placed  on  the  end 
of  a  wooden  handle. 

5.  In  everv^  examination  the  current  must  not 

be  turned  on  except  at  the  exact  moment 
of  use.  For  this  purpose  the  foot  switch 
of  Hirtz  ought  to  be  employed. 
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6.  The  roentgenologist  ought  never  to  hold  in 

his  hand  the  fluoroscopic  screen,  but  he 
should  always  hold  it  by  a  handle  fixed 
anteriorly  to  the  frame  of  the  screen. 

7.  When  it  is  necessar}"  to  take  off  the  gloves 

for  more  delicate  localization,  the  roent- 
genologist must  never  hold  the  pencil  for 
marking  on  the  glass  or  the  patient  di- 
rectly in  his  hand,  but  must  employ  a 
pencil  holder  with  a  protective  ciiff. 

8.  In  the  case  of  the  emplo^-ment  of  the  Cool- 

idge  tube,  one  must  always  remember 
that  in  this  tube  the  rays  are  emitted  pos- 
teriorly to  the  anticathode,  and  that  it 
therefore  exposes  the  roentgenologist 
much  more  than  the  other  tube. 

9.  If  there  are  niunerous  fluoroscopic  exami- 

nations   in    the    vertical    position,    the 
roentgenologist  ought  to  employ  a  small 
Spanish  wall,  lined  with  lead,  to  protect 
the  knees  and  the  legs. 
Resume. — ^When  combining  all  these    pro- 
cedures and  using  them  in  a  systematic  way, 
one  may  not  avoid  all  the  dangers,  but  one 
may  reduce  them  to  an  infinitesimal  propor- 

Peer  Lund. 

White,  Franklin  W.  Improvements  in  the 
Diagnosis  of  Chronic  Ulcer  of  the  Stom- 
ach and  Duodeniun.  (Medical  Clinics  of 
North  America,  Boston  Number,  Janu- 

^      ary,  1918.) 

Dr.  Wliite  lays  emphasis  on  the  value  of  fol- 
lowing the  progress  of  ulcers  by  means  of  the 
a;-ray.  While  recognizing  the  great  value  of  the 
roentgen  studies,  he  regrets  the  increasing 
tendency  to  accept  the  roentgenologist's  diag- 
nosis without  studying  the  case  from  the  clin- 
ical and  laboratory  side.  He  reports  five  oper- 
ated cases  to  illustrate  the  general  points  cited 
below. 

The  "six-hour  residue"  is  a  minor  sign  in 
ulcer,  but  valuableas  a  test  of  function  and 
guide  to  treatment. ' 

In  deciding  whether  delay  in  empt^dng  is 
due  to  spasm  of  the  pylorus  or  actual  tissue 
narroTA-ing,  he  emphasizes  the  use  of  atropin. 
If  the  stomach  relaxes  and  empties  after  the 
use  of  atropin,  it  can  be  concluded  that  the 
obstruction  was  due  to  spasm.  If,  however, 
the  obstruction  does  not  relax  after  atropin, 
spasm  as  a  cause  of  delay  cannot  be  absolutely 
ruled  out.  Muscular  spasm  is  a  very  variable 


and  intermittent  affair  and  such  a  patient  does 
not  always  behave  alike  at  different  times,  en- 
tirely apart  from  the  use  of  drugs. 

As  regards  the  effect  of  ulcer  deformity  on 
the  emptying  of  the  stomach,  he  finds  that 
the  oldest  ulcers,  as  a  rule,  produce  the  most 
deformit}'  but  do  not  necessarily  show  the 
most  obstruction.  Deformity  means  old  scar 
tissue  or  adhesions,  as  weU  as  active  ulcer 
which  may  cause  deformity  from  spasm. 

The  greatest  stress  is  laid  on  the  demon- 
stration of  the  ulcer  itself  by  finding  a  defect 
in  the  stomach  or  duodenal  wall.  The  indirect 
signs,  such  as  changes  in  peristalsis,  spasm 
and  six-hour  residue  are,  valuable  as  indica- 
tions of  something  wrong.  They  occur  in  ulcer 
and  also  in  other  conditions,  such  as  chronic 
appendix  or  gall-bladder  or  general  nervous 
irritability. 

Under  medical  treatment,  the  deformity  of 
gastric  ulcer  disappeared  in  a  number  of  cases. 
In  cases  showing  marked  deformity  of  the  duo- 
denum, he  found  that  while  the  deformity 
might  be  greatly  lessened,  it  did  not  entirely 
disappear. 

The  late  diagnosis  of  the  condition  of  ulcer 
after  treatment  is  considered  as  of  great  im- 
portance. Some  of  the  functional  tests  are  re- 
peated after  two  or  three  weeks  of  treatment. 
In  aU  cases  it  is  recommended  that  the  patient 
be  examined  at  least  once  in  three  months 
diuing  the  first  year,  whether  sjonptoms  are 
present  or  not. 

Herman  A.  Osgood. 

Millet,  John  A.  P.,  and  Mueller,  Theo- 
dore. Some  Phases  of  Radium  Action 
with  Special  Reference  to  the  Hemato- 
poietic System.  (7.  Cancer  Research, 
April,  1 91 8). 

In  the  large  amount  of  work  done  in  the 
study  of  the  effects  upon  the  hematopoietic 
system  of  exposure  to  radioactive  substances 
most  conclusions  have  been  based  upon  lower 
animal  experimentation.  The  chief  results  have 
been  those  of  roentgen  ra}'-  effects,  such  as  the 
destruction  of  lymphoid  cells,  explosive  in 
character  and  preceding  effects  upon  other 
body  cells ;  destruction  of  bone  marrow  cells  in 
situ;  primary  rise  in  the  pohTnorphonuclear 
count,  followed  by  a  subnormal  drop;  a  steady 
decline  in  the  lymphocyte  count;  and  resist- 
ance of  red  cells  to  radiation.  Aside  from  a 
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/ague  knowledge  of  blood  changes  in  roent- 
genologists, there  is  very  little  definite  knowl- 
edge of  the  effects  of  radiation  upon  man, 
Schweitzer,  who  studied  the  effects  upon  the 
Dlood  following  heavy  mesothoriiim  exposures 
n  cases  of  carcinoma  of  the  cervix  uteri  and 
vagina,  observed  a  primary  leucocytosis,  fol- 
lowed by  a  drop  below  the  original  count  with- 
in twenty-four  hours  and  maintained  for  eight 
creeks ;  a  primary  drop  in  lymphocjiics  followed 
by  lymphocytosis;  a  similar  change  in  the 
eosinophile  count;  and  absence  of  any  effects 
upon  red  cells.  He  attributed  these  changes  to 
the  production  of  toxic  substances  of  iinknown 
origin,  and  regarded  the  leucopenia  as  an  un- 
favorable effect. 

For  their  investigations,  the  authors  selected 
ten  cases  of  squamous  cell  carcinoma  of  the 
cervix  uteri  and  vagina  for  the  purpose  of 
studying  the  immediate  and  remote  effects  of 
the  therapeutic  radium  exposures  upon  the 
activity  of  the  blood-forming  organs.  Some  of 
the  patients  received  roentgen  ray  exposures 
in  addition.  The  technique  consists  of  a  com- 
paratively small  amount  of  50  mg.  radiimi  ele- 
ment placed  in  a  brass  applicator,  surrounded 
by  a  finger  cot,  and  applied  for  thirty  hours  in 
each  instance  in  which  immediate  effects  were 
studied,  with  two  exceptions.  The  applicators 
were  packed  in  place  by  cotton,  or  the  healthy 
portions  of  vaginal  walls  were  protected  by 
placing  the  applicator  in  half  cylinders  of  2 
mm.  lead,  using  adhesive  plaster  and  rubber  to 
cut  off  secondary  radiation  from  the  latter. 
Blood  studies  were  made  immediately  before 
the  application  and  at  intervals  of  one-half,, 
one,  two,  four,  six,  nine  and  twelve  hours  after 
the  application  started,  and  then  daily.  The 
patients  received  no  breakfast,  had  a  light 
luncheon  after  the  six-hour  count,  and  supper 
after  the  twelve-hour  count.  The  subsequent 
daily  counts  were  made  three  or  four  hours 
after  breakfast.  Observations  were  made  by 
the  same  individual  throughout  any  given 
series. 

It  is  difficidt  to  render  a  concise  summary 
of  the  results,  but  the  more  important  con- 
clusions drawn  may  be  briefly  summarized  as 
follows:  The  remote  effects  of  radium  alone 
were  similar  to  those  of  combined  raditun  and 
roentgen  ray  applications.  The  immediate  ef- 
fects of  radium  were  an  immediate  drop  in  the 
total  leucocyte  count,  reaching  its  minimiim 
in  from  one-half  to  six  hours,  with  a  return  to 


the  original  level  within  twenty-four  hours 
and  usually  within  twelve  hours,  and  an  occa- 
sional rise  to  a  higher  point  than  the  original 
in  from  twelve  to  seventy-two  hours  after  the 
application.  The  total  polymorphonuclear 
count  closely  paralleled  this.  The  total  lym- 
phocyte and  large  mononuclear  counts  showed 
no  characteristic  changes.  The  relative  l5an- 
phocyte  count  showed  a  tendency  to  drop  and 
the  polymorphonuclears  to  rise  during  the  ap- 
plication, but  this  tendency  was  reversed  dur- 
ing the  period  immediately  following.  The  re- 
mote effects  were  a  fall  in  the  lymphocyte 
count  from  two  to  four  weeks  after  treatment, 
lasting  until  the  end  of  the  second  month;  a 
fall  in  polymorphonuclears,  sometimes  simtd- 
taneously  with  the  lymphocytes,  but  usually 
coming  on  later  and  being  less  striking;  an  at- 
tempt of  the  lymphocytes  to  recuperate  and 
rise  to  the  original  level  at  some  later  date. 
The  late  effects  were  a  relative  increase  in  poly- 
morphonuclears and  decrease  in  lymphocytes 
without  leucocytosis,  as  the  patient's  resist- 
ance weakened;  and  a  terminal  leucocytosis, 
due  mainly  to  an  increase  in  the  absolute  poly- 
morphonuclear coimt,  although  usually  ac- 
companied by  an  absolute  decrease  in  lympho- 
cytes. 

%  Theoretical  conclusions:  In  the  terminal 
stages  of  death  from  cancer  there  is  a  relative 
and  often  absolute  lymphopenia,  although  this 
may  not  appear  until  a  few  days  before  death, 
and  there  may  be  an  increase  up  to  such  a 
time.  The  lymphocyte  count  is,  therefore,  not 
an  infallible  index  to  the  patient's  resistance 
at  any  given  time.  As  all  the  patients  were 
hopeless  ones  the  above  changes  cannot  be 
used  as  a  guide  to  the  proper  intervals  and 
dosage  of  the  applications,  but  it  does  not 
seem  unreasonable  to  suggest  that  no  second 
application  shoidd  be  made  until  the  lympho- 
cyte count  has  recovered  from  the  preliminary 
drop  following  the  first  application.  Informa- 
tion is  desirable  as  to  the  behavior  of  the  blood 
in  patients  treated  under  more  favorable  cir- 
cumstances. The  exact  mode  of  action  of  ra- 
dium  upon  the  blood  is  uncertain.  There  is 
ample  clinical  and  histological  evidence  that 
radiimi  has  a  definite  local  action  on  malignant 
growths,  detrimental  to  their  development, 
but  there  is  a  more  general  effect  we  do  not 
understand.  Further  blood  studies  may  ex- 
plain some  of  the  miraculous  cures  on  the  one 
hand  and  the  unexpected  failures  on  the  other. 
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It  seems  not  impossible  that  the  early  blood 
changes  noted  were  due  to  the  sudden  intro- 
duction of  protein  substances  from  cell  destruc- 
tion into  the  blood,  with  the  same  eJffects  upon 
the  blood-forming  organs  as  are  caused  by  in- 
travenous injections  of  foreign  protein.  Even 
if  this  be  true,  however,  it  does  not  justify  the 
assimiption  that  the  therapeutic  effect  of  ra- 
diimi  is  dependent  upon  the  formation  of  these 
products  of  abnormal  cell  destruction. 

H.  K.  Pancoast 


Holmes,  George  W.  The  Examination  of  the 
Heart  and  Great  Vessels  by  Means  of  the 
X-Ray.  (Medical  Clinics  of  North 
America,  Boston  Number,  January,  191 8.) 

The  writer  presents  a  method  for  the  roent- 
genographic  examination  of  the  heart  ■  which 
combines  the  advantages  of  fluoroscopy,  or- 
thodiagraphy and  teleroentgenography;  and 
provides  a  fairly  accurate  knowledge  of  the 
size,  shape  and  pulsations  of  the  various  cham- 
bers. 

The  fluoroscopic  observations  are  made  with 
the  tube  at  a  distance  oi  2I4,  feet  and  the  pa- 
tient upright  in  the  anteroposterior  and  right 
oblique  positions.  The  rapidity,  force  and  time 
of  pulsations  in  the  various  chambers  are  noted. 
Tracings  are  made  on  glass  of  the  outline  of  the 
heart  and  great  vessels;  the  excursion  of  the 
diaphragm  and  the  changes  in  outline  and  po- 
sition of  the  heart  with  respiration  are  record- 
ed. This  tracing  is  then  transferred  to  a  chart 
which  is  used  in  conjunction  with  a  plate 
taken  at  a  six-foot  target -film  distance  during 
normal  breathing.  Measurements  are  made  on 
the  plate  of  the  length  and  breadth  of  the 
heart,  distance  of  the  right  and  left  borders 
from  the  midline,  and  the  distance  across  the 
great  vessels. 


The  various  lesions  of  the  heart  and  great 
vessels  are  briefly  discussed  and  their  roent- 
genographic  appearance  described.  A  table  of 
normal  heart  measurements  is  offered  by  Clay- 
tor  and  Merrill.  Herman  A.  Osgood 


George,  Arial  W.,  Leonard,  R.  D.,  and 
O'Brien,  F.  W.  The  Roentgen  Diagnosis 
of  Diseases  of  the  Upper  Right  Abdom- 
inal Quadrant.  (Medical  Clinics  of  North 
America,  Boston  Number,  Januar}^,  19 18.) 

The  authors  find  that  a  normal  first  portion 
of  the  duodenum  in  serial  plate  rules  out  sur- 
gical tdcer.  A  second  portion  of  the  duodenum 
which,  instead  of  passing  directly  downward, 
passes  outwards  towards  the  liver  border  and 
then  curv^es  to  its  normal  position,  they  con- 
sider almost  pathognomonic  of  gall-bladder 
.disease.  From  the  study  of  a  series  of  cases 
they  find  that  the  gall-bladder  shadow  seen  in 
the  .T-ray  plate  is  always  indicative  of  a  path- 
ologic change.  This  shadow  may  vary  in  size, 
is  usually  characteristically  pear-shaped,  and 
may  be  found  almost  anyAvhere  on  the  right 
side  below  the  diaphragm.  Gall-stones,  they 
claim,  can  be  demonstrated  by  proper  x-ray 
technique  whenever  present.  They  take  a  series 
of  plates  of  the  right  upper  quadrant  on  the 
fasting  patient.  They  then  pay  particular  at- 
tention to  the  examination  of  the  barium-filled 
duodeniun  in  relation  to  the  densities  seen  in 
the  right  upper  quadrant.  They  also  find  that 
considerably  more  gas  will  be  found  in  plates 
of  the  right  upper  quadrant  in  gall-bladder 
disease  than  in  the  normal.  A  gas-filled  hepatic 
flexure  and  transverse  colon  in  the  six  and 
twenty-four  hour  plates  following  the  bismuth 
meal  is  considered  quite  characteristic  in  gall- 
bladder disease. 

Herman  A.  Osgood 
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AMONGST  many  other  new  develop- 
ments due  to  war  conditions,  the  capital 
importance  of  roentgenology  as  a  primordial 
factor  in  diagnosis,  surgical  treatment,  and 
medico-legal  decisions  must  rank  first  in 
our  interest.  It  has  given  rise  to  a  quantity 
of  problems  involving  physical  technique, 
medical  and  surgical  technique,  as  well  as 
general  organization — problems  which  it 
is  our  duty  as  specialists  to  examine  care- 
fully and  to  help  in  solving. 

In  regard  to  physical  technique  it  can 
safely  be  asserted  that  considerable  prog- 
ress has  been  made  and  that  owing  to  the 
fruitful  collaboration  of  such  physicists  as 
Coolidge,  Hull,  and  Shearer  we  are  in  pos- 
session of  equipments  that  will  meet  all 
requirements  for  the  work  to  be  done  on 
the  front  as  well  as  in  the  interior. 

In  surgical  technique,  where  the  locali- 
zation of  foreign  bodies  with  all  its  conse- 
quences has  a  long  time  been  the  main 
center  of  interest,  we  can  also  consider 
that  the  problem,  which  had  of  course  been 
solved  theoretically  long  ago,  is  now  very 
adequately  solved  from  a  practical  view 
also — a  few  very  simple  fluoroscopic  meth- 
ods being  sufficient  to  give  a  rapid  and 
accurate  answer  to  every  possible  question 
that  may  arise  (with  the  single  exception 
of  intra-ocular  foreign  bodies).  The  sur- 
gical extraction  with  the  aid  of  the  "bon- 


nette"  is  their  complement.  Many  other 
points — diagnosis  of  gas,  gangrene,  etcetera 
— have  received  due  attention  and  lead 
up  to  important  results.  But  it  seems  as  if 
the  questions  regarding  the  general  or- 
ganization of  war  roentgenology  have 
elicited  less  interest  amongst  members  of 
our  specialty  though  they  undoubtedly  are 
of  a  ver}^  vital  importance  at  the  present 
moment. 

The  first  question  to  be  solved  is  how 
to  supply  the  armies  with  roentgenologists. 
I  am  not  at  liberty  to  state  any  positive 
figures  but  I  can  well  say  that  with  the 
actual  war  conditions,  and  the  ever  in- 
creasing quantities  of  men  on  the  front,  a 
very  considerable  number  indeed  of  roent- 
genologists is  required  if  we  want — as  we 
undoubtedly  do — to  afford  every  possible 
facility  for  the  proper  care  of  the  wounded. 
And  this  number  of  roentgenologists  out- 
stands  by  far  the  number  of  men  already 
in  the  specialty  even  if  every  roentgenolo- 
gist was  actually  available  for  service. 

We  have,  then,  no  other  alternative 
than  to  form  new  roentgenologists  in  quan- 
tities sufficient  to  meet  the  ever  growing 
requirements  of  the  army;  and  this  is  no 
mean  task.  It  demands  care  and  reflec- 
tion and  should  command  the  greatest 
interest  and  personal  collaboration  of  all 
engaged  in  the  specialty,  as  it  requires  a 
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considerable  and  persistent  effort,  the  diffi- 
culties of  which  can  only  be  realized  by 
those  who  have  already  had  a  hand  in  this 
instruction. 

Two  conditions  are  to  be  fulfilled,  in  my 
opinion,  by  any  man  enlisting  as  a  military 
roentgenologist:  (i)  He  must  be  a  fully 
qualified  medical  man.  (2)  He  must  take 
real  interest  in  this  specialty  and  in  this 
kind  of  work;  for  onty  those  who  "take 
to  it"  are  able  to  do  it  well  and  it  must 
be  done  well  or  not  at  all. 

If  several  hundreds  of  roentgenologists 
(satisfying  the  above  two  conditions)  are 
wanted  for  the  armies  fighting  in  France 
it  implies,  of  course,  that  the  greater  num- 
ber of  them  will  be  entirely  new  to  the 
specialty  and  will  have  to  be  "formed" 
and  instructed. 

The  difficult  problem  of  this  "forma- 
tion" seems  to  have  been  solved  very  sat- 
isfactorily, and  indeed  in  the  only  way 
that  could  bring  good  and  rapid  results. 

The  theoretical  and  practical  instruction 
that  has  been  given  to  all  of  those  whom 
I  have  had  the  pleasure  of  seeing  in  France 
is  of  a  standard  which  I  acknowledge  with 
admiration  and  which  ought  really  to  give 
wonderful  satisfaction  to  the  men  who 
have  devoted  their  time  and  efforts  to  this 
instruction. 

But  some  practical  training  in  war  work 
is  needed  by  those  who  were  not  already 
specialists,  and  to  this  part  of  the  instruc- 
tion I  have  given  all  my  attention,  having 
had  the  great  honor  of  being  entrusted 
with  an  important  part  of  it. 

Conditions  of  work  on  the  front  are  of 
course  altogether  different  from  our  civil 
practice  and  can  only  be  fully  realized  by 
those  who  have  been  "in  it."  There,  roent- 
genology is  practically  limited  to  fluoro- 
scopic examination  in  which  the  search  for 
and  localization  of  foreign  bodies  play  the 
most  important  part.  Mastering  a  few 
simple  yet  accurate  methods  of  fluoroscopic 
localization  must  be  the  dominant  occu- 
pation of  the  roentgenologist.  He  must 
also  be  prepared  to  aid  the  surgeon  in  ex- 
tracting the  foreign  bodies  in  the  difficult 


cases  either  with  a  compass — the  Hirtz 
compass — or,  if  a  roentgen  table  is  avail 
able  (and  it  nearly  always  is) ,  with  the  aid 
of  the  "bonnette,"  which  means  team 
work  with  the  surgeon.  Preliminary  per 
sonal  experience  with  a  few  cases  is  here  a 
necessity  for  good  and  rapid  work  and  this 
experience  I  have  been  able  to  give,  thanks 
to  the  willingness  of  our  surgeons  and  es 
pecially  of  Professor  Ombiedanne,  to  all 
the  men  who  have  been  under  my  care  in 
Tours. 

The  gross  study,  with  the  screen,  of 
traumatic  bone  conditions,  and  their  com- 
plete and  more  delicate  observation  on  the 
plates,  is  the  next  objective  in  the  interesti 
of  the  war  roentgenologist  and  is  readilyl 
gained  owing  to  previous  general  instruc-j 
tion.  The  knowledge  of  gas  gangrene,  trau-| 
matic  chest  conditions,  et  cetera,  is  also  eS' 
sential. 

But  owing  to  the  difficulties  in  trans 
portation,  equipments  are  not  and  cannot 
be  uniformly  distributed.  Furthermore, 
the  complex  amalgamation  of  the  Allied 
Forces  in  actual  warfare  will  often  locate 
roentgenologists  of  the  A.  E.  F.  in  a  place 
where  French  or  English  roentgen  ray 
equipments  alone  are  available,  where 
Coolidge  tubes  are  unknown.  He  must 
therefore  be  prepared  to  work  with  gas 
tubes  and  with  any  form  of  coils  and 
interrupters. 

Preparedness  for  this  emergency  is  our 
third  principal  object  in  this  practical: 
training  and  is,  I  believe,  readily  attained., 
And  this  also  points  out  the  necessity  of, 
simplifying  and  standardizing  equipments! 
to  the  utmost  possible  limits.  Simple,  but 
of  light  weight  and  easy  of  transportation 
must  be  our  outflt — conditions  which  seem 
well  nigh  reaHzed,  thanks  to  the  persever- 
ing efforts  of  physicists  and  manufacturers. 
These  have  given  so  constant  and  hearty 
a  collaboration  to  the  roentgenologists  en- 
trusted with  the  huge  task  of  getting  our 
part  of  the  enormous  war  system  into 
work.  The  U.  S.  Army  portable  outfits, 
with  the  small  radiator  Coolidge  tubes, 
seem  to  be  an  ideal  solution  of  this  question. 
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Last  I  must  mention  the  importance,  for 

U  those  engaged  in  an}^  war  work  over 

lere,  of  some  knowledge  of  the  language 

.nd  I  need  not  dwell  on  its  too  obvious 

easons.  The  small  glossary,  which  appears 

)n  page  483  of  this  issue,  is  an  endeavor  to 

lelp  out  to  some  extent,  however  modest, 

n  this  line  and  is  only  a  suggestion  for  f ur- 

her  efforts.  This  knowledge  may  greatly 

[acilitate  a  correct  written  interpretation  of 

;he  roentgen  findings.  The  importance  of  a 

correct   and  adequate  written   statement 

s  considerable  and  only  too  often  over- 

ooked.  I  lay  great  stress  upon  this  point 

as  well  as  upon  a  correct  classifying  and 

iindexing   of   roentgen    findings.    A    smaU 

jpamphlet  on  this  subject  will  shortly  be 

IpubHshed  which.  I  hope,  will  be  of  some 

jhelp  to  those  not  yet  quite  familiar  with 

the  task. 

I  I  have  indicated  but  a  few  of  the  points 
jwhich  I  believe  to  be  important  for  prac- 
Itical  education  and  complementary' instruc- 
tion of  war  roentgenologists  and  I  apologize 
for  having  dwelt  on  such  commonplace  sub- 
jects— subjects  so  well  known  to  all  of  you. 
As  a  result  of  my  actual  experience.  I 
think  I  can  safelv  state  that  thanks    to 


the  splendid  efforts  of  those  who  have  had 
the  care  of  roentgenological  teaching  in 
the  United  States. — and  to  the  persevering 
and  incredible  energ\-  and  activity  of  those 
who,  like  Lieutenant  Colonel  Case,  Alajor 
Hickey,  Lieutenant  Waters,  and  all  the 
men  who  have  been  over  here  with  them 
— ^it  is  possible  to  form  under  five  months' 
time,  roughly  speaking  Tthree  months'  in- 
struction; one  month  of  practical  Training 
in  France ;  and  one  month  for  transporta- 
tion), a  series  of  men  who.  undoubtedly, 
will  not  become  in  this  short  inter^-al  per- 
fectly and  fully  quahfied  roentgenologists 
unless  they  were  specialists  before,  but 
who  wiQ  be  quite  able  to  undertake  prac- 
tical work  under  the  very  best  possible 
conditions  for  the  benefit  and  care  of  our 
wounded  and  the  final  triumph  of  oiu*  just 
cause. 

I  feel  proud  of  having  been  entrusted 
with  a  part  of  this  work.  It  has  brought 
me  into  close  contact  with  so  many  able 
men  in  all  of  whom  I  have  admired  the 
spirit  and  willingness  for  seh'-sacrifice ;  and 
has  strengthened,  if  that  were  possible, 
my  sympathies  and  admiration  for  my 
American  colleagues. 


THE  BRONCHIAL  TREE  * 

ITS  STUDY  BY  INSUFFLATION  OF  OPAQUE 
SUBSTANCES  IN  THE  LIVING 

BY    CHEVALIER   JACKSON,    M.D. 

PHILADELPHIA,    PA. 


THE  wonderful  development  of  stereo- 
scopic radiography  has  rendered  it  pos- 
sible for  the  expert  roentgenologist  to  see 
the  trachea  and,  in  many  patients,  some  of 
the  larger  and  some  of  the  smaller  ramifica- 


injecting  an  opaque  substance  or  mixture 
into  the  living  tree.  The  injection  of  the 
tree  in  the  cadaver  has  been  done  many 
times,  and  in  a  few  instances  opaque  solu- 
tions  have   accidentally    gotten   into   the 


tions  of  the  tracheobronchial  tree,  the 
latter  more  especially  in  cases  in  which 
more  or  less  pathology  is  present.  A  method 
for  increasing  the  visibility  of  the  tree  is  a 
great  desideratum.  The  author  beheves 
that  intrabronchial  insufflation  of  opaque 
substances  meets  this  requirement  and 
opens  an  enormous  field  for  investigation. 
The  method  consists  in  insufflating  or 

*  Read  before  the  Meeting  of  the  Laryngological, 
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trachea  or  bronchi  from  the  esophagus, 
either  by  overflowing  into  the  larynx  or  by 
leaking  through  a  cancerous  fistula.  ^  Nat- 
urally, no  one  w^ould  care  deliberately  to 
inject  the  living  tree,  unless  either  (a)  the 
absolute  harmlessness  of  the  method  were 
proven,  or  (b)  there  was  a  reasonable  hope 
of  bettering  that  particular  patient's  con- 

'Beeler,  R.  C,  J.  Am.  M.  Ass.,  1915,  LXV,  1 178. 
Rhinological  and  Otological  Society,  May,  1918. 
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dition  at  no  more  than  sHght  risk.  Indis- 
putably to  prove  absolute  harmlessness,  a 
large  number  of  observations  on  all  sorts 
of  patients  will  be  necessary ;  and  this  evi- 
dence must  come  primarily  from  the  sec- 
ond class  of  observations,  namely,  those  in 
which  there  is  a  reasonable  probability  of 
benefiting  a  patient  not  otherwise  reliev- 
able. 

Since  his  first  publication-  in  1907  the 
author  has,  in  a  number  of  cases,  deposited 
a  small  amount  of  bismuth  in  the  bronchi 
for  the  radiographic  localization  of  a  par- 
ticular spot,  to  show  the  relationship  of  the 
spot  to  a  foreign  body  that  was  itself  not 
in  view,  and  for  the  localization  of  bronchi- 
ectatic  and  abscess  cavities,  and  so  forth. 
In  none  of  these  cases  was  there  any  after- 
trouble  from  the  bismuth.  In  using  the 
method  in  a  case  where  we  obtained  the 
mapping  out  of  a  considerable  portion  of 
the  tree  of  one  lung.  Dr.  David  R.  Bowen, 
with  whom  I  was  collaborating,  suggested 
the  advantage  of  stereoscopic  plates  in 
such  a  case. 

In  the  case  of  a  young  man.  twenty- 
three  years  of  age,  with  a  metallic  foreign 
body  ' '  around  the  corner  "  in  an  ascending 
branch  of  the  left  upper-lobe  bronchus, 
bismuth  subcarbonate  was  blown  in  with 
an  insufflation  tube  (see  in  the  accom- 
panying illustration).  A  radiograph,  taken 
by  Dr.  David  R.  Bowen  within  five  min- 
utes after  the  insufflation,  showed  a  map- 
ping out  of  the  stem  bronchus,  the  upper- 
lobe  bronchus,  and  some  of  the  branches. 
One  of  the  bronchi  was  plugged  by  the 
bismuth  and  caused  me  some  uneasiness, 
until  a  radiograph  taken  by  Dr.  Bowen 
twenty-four  hours  later,  showed  that  all 
the  bismuth  had  disappeared.  Occasional 
cough  and  expectoration  for  the  first  six 

Uacksox,  Chevalier,  "Tracheobronchoscopy,  Esophagoscopy 
and  Gastroscopy,"  p.  69. 


or  eight  hours  was  rather  free,  the  sputum 
being  of  milky  whiteness  from  admixture 
of  bismuth.  At  the  end  of  twenty-four 
hours  cough  and  expectoration  ceased,  and 
the  patient  has  been  normal  ever  since 
getting  rid  of  his  foreign  body.  The  plug- 
ging of  a  bronchus  by  the  bismuth  is  doubt- 
less less  likely  to  occur  with  the  broncho- 
scopic  insufflator  (see  in  the  figure),  but 
the  relative  merits  of  each  method  have 
not  as  yet  been  fully  worked  out. 

Conclusions. — i.  In  intrabronchial  in- 
sufflation with  opaque  substances,  in  the 
living,  we  have  a  measure  of  the  greatest 
usefulness  in  mapping  out  the  tracheo- 
bronchial tree  in  foreign-body  cases  where 
a  foreign  body  is  far  in  the  upper-lobe 
bronchi,  or  in  other  small  bronchi  that 
cannot  be  entered  by  the  bronchoscope.  A 
stereoscopic  pair  of  radiographs  will  show 
the  bronchi  in  situ  in  the  living,  and  the 
bronchi  can  also  be  followed  in  the  fluoro- 
scope. 

2.  The  intrabronchial  insufflation  of  dry 
bismuth  subcarbonate  through  the  bron- 
choscope, in  sufficient  quantities  to  cast  a 
shadow,  did  not  produce  any  untoward 
symptoms,  and  the  bismuth  totally  dis- 
appeared from  the  lung  by  expectoration 
in  twenty-four  hours. 

3.  The  insufflation  of  dry  powders  and 
the  injection  of  opaque  fluid  mixtures 
through  the  larynx  give  a  degree  of  visi- 
bility to  the  trachea  and  larger  bronchi  in 
the  radiograph;  but  the  results  are  not  as 
good  as  when  the  insufflation  of  a  dry 
powder  is  done  through  the  broncho- 
scope. 

4.  The  method  opens  up  an  enormous 
field  for  investigation  of  the  action  of  the 
living  cilia,  in  health  and  disease,  the  lym- 
phatic drainage  of  the  lung,  the  mapping 
out  of  bronchiectatic  and  abscess  cavities, 
and  so  forth. 


LOCALIZATION  OF  THE  LOBES  OF  THE  LUNGS  BY  MEANS 
OF  TRANSPARENT  OUTLINE  FILMS 


BY    CHEVALIER   JACKSON,    M.D. 

PHILADELPHIA,    PA. 


CLINICIANS  have  a  very  good  working 
conception  of  the  size,  shape,  and  to- 
pography of  each  of  the  five  lobes  of  the 
lungs,  in  the  living.  But  when  a  foreign 
body  is  seen  in  a  radiograph  there  is  often 


radiographic  negative  have  been  of  great  j 
service  to  me.  Twelve  sizes  of  each  of  four 
points   of  view  are  needed:  front,   back, 
right  lateral,  and  left  lateral  (see  a,  b,  c, 
and  d  in  the  accompanying  illustration). 


a  difference  of  opinion  as  to  which  lobe 
the  intruder  is  in. 

In  the  case  of  a  foreign  body  in  any  of 
the  larger  bronchi,  bronchoscopic  finding 
is  a  very  simple  matter.  In  those  infre- 
quent cases  of  a  foreign  body,  small  in  one 
diameter — such  as  a  pin — and  located  in  a 
small  bronchus  far  out  toward  the  periph- 
ery, the  finding  of  the  foreign  body  may 
be  facilitated  by  very  accurate  localiza- 
tion. The  author's  transparent  positive 
films  have  been  of  great  aid  in  these 
cases. 

In  a  number  of  cases  of  small  foreign 
bodies  far  out  toward  the  periphery,  trans- 
parent   outline    films    for    overlaying    the 


Knowing  the  lobe  invaded,  the  broncho- 
scopist  limits  his  search  for  a  lost  foreign 
body  to  the  branches  of  the  stem  leading 
to  that  lobe. 

Conclusions. — For  mapping  out  the  out- 
lines of  the  lobes  of  the  lungs  in  a  radio- 
graphic negative,  the  overlaying  of  the 
plate  with  a  transparent  positive  outline 
film  is  very  useful.  It  is  necessary  to  have 
about  twelve  sizes  of  outline  films  of  each 
of  four  points  of  view:  front,  back,  right 
lateral,  and  left  lateral.  These,  with  a 
moderate  mental  endowment  of  solid  geom- 
etry, will  be  of  great  help  in  localizing  the 
outlines  of  the  confusingly  irregular  labor 
shapes. 
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SOME  CAUSES  OF  FUNCTIONAL  DISABILITY 
FOLLOWING  FRACTURES 


BY    H.    W.    DACHTLER 


TOLEDO,    OHIO 


DURING  the  last  six  years  I  have  made 
a  systematic  effort  to  reexamine 
fracture  cases  which  I  had  previously 
examined  since  1900,  with  the  object  of 
determining  the  end  result  and,  where 
functional  disability  was  present,  of  ascer- 
taining the  cause,  if  possible.  Since  1900 
all  plates  have  been  filed  and  records  kept 
of  the  original  examinations  so  that  the 
actual  condition  at  the  time  of  the  injury 
could  be  studied,  and  comparisons  made. 
It  seemed  that  if  a  sufficient  number  of 
these  cases  could  be  reexamined,  material 
well  worth  study  would  be  furnished.  This 
expectation  has  been  proven  to  be  correct 
by  the  remarkable  results  shown  in  some 
of  these  cases.  The  total  number  of  cases 
examined  from  1900  to  date  for  suspected 
fracture  was  in  round  numbers  5000.  The 
percentage  of  fractures  found  in  this  series 
was  not  determined,  as  no  cross  index  of 
that  feature  was  made.  Of  the  total  number 
of  original  cases  over  three  hundred  have 
been  reexamined,  some  of  them  a  number 
of  times.  These,  together  with  the  cases 
first  seen  by  me  some  time  after  the  injury 
had  been  sustained  but  not  examined  with 
the  .r-ray  at  the  time  of  injury,  form  a 
series  from  which  some  important  conclu- 
sions regarding  loss  or  impairment  of 
function  can  be  derived.  An  effort  has  been 
made  to  learn  the  ultimate  functional  result 
of  other  cases  that  could  not  be  secured 
for  reexamination.  No  attempt  has  been 
made  to  classify  numerically  the  different 
types  of  fractures  but  they  will  be  con- 
sidered regionally. 

In  fractures  of  the  metacarpals  good 
function  seems  assured  if  reasonable  reduc- 
tion is  obtained.  A  few  cases  were  seen  in 
which  reduction  was  difficult  but  usually 
ordinary  methods  were  adequate.  One 
case  was  seen  in  which  there  was  a  positive 
history  of  fracture  of  the  second,   third, 


fourth,  and  fifth  metacarpals  in  a  patient 
aged  nineteen.  When  examined  forty  years 
later  no  evidence  of  fracture  or  change  in 
the  bone  structure  could  be  detected.  The 
hand  had  been  dressed  with  the  hand 
clasped  around  a  cylinder  about  two  inches 
in  diameter. 

The  typical  automobile  fracture  is  a 
fracture  of  the  radial  styloid,  and  the 
fracture  extends  into  the  wrist  joint. 
Usually  there  is  no  displacement  and  but 
slight  separation,  and  just  what  injury 
the  periosteum  sustains  I  do  not  know,  but 
it  is  probably  slight.  No  callus  is  seen  and 
bony  union  is  slow.  The  fracture  line  can 
usually  be  seen  two  months  after  the  injury 
and,  in  one  case,  was  still  present  four  years 
after  the  injury.  Most  of  the  cases  examined 
from  two  to  five  years  later  showed  a  com- 
plete return  to  the  normal  bone  picture. 
Alost  of  the  patients  examined  were  young 
men  in  perfect  physical  condition  in  whom 
rapid  repair  would  be  expected.  Fixation 
should  not  be  applied  in  these  cases  unless 
the  fragment  is  displaced  and  then  for  a 
few  days  only,  following  reduction.  The 
ultimate  function  is  practically  perfect. 
Not  all  fractures  caused  by  an  automobile 
back-firing  are  of  this  type,  some  being 
typical  Colles'  fractures.  The  exact  nature 
of  the  injury  must  be  known  to  be  intelli- 
gently treated. 

In  Colles'  fractures  several  important 
points  seem  conclusive.  Eighty  per  cent, 
of  these  fractures  show  a  marked  bulging 
of  the  posterior  part  of  the  lower  fragment 
of  the  radius,  owing  to  the  fractured  end 
of  the  shaft  being  driven  into  it  and  causing 
comminution.  The  anteroposterior  diam- 
eter of  the  wrist  is  increased  just  under 
the  dorsal  annular  ligament.  If  the  impac- 
tion is  not  broken  up  and  the  fracture 
reduced,  this  interferes  with  the  use  of 
the  extensor  tendons,  and  loss  of  function 
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may  result.  Usually,  it  is  impossible  to 
reduce  an  impacted  Colics'  fracture  with- 
out giving  an  anesthetic,  and  even  then  it 
may  be  difficult  to  break  up  the  impaction. 
If  perfect  reduction  is  obtained  and  the 


Fig.  I.  Case  No.  6587B.  Lateral  View  of  a  Colles' 
Fracture. 

This  is  put  up  in  the  full  flexed  wrist  position  with 
moulder  posterior  plaster  splint.  At  two  weeks  this 
patient  was  writing  his  records  with  this  hand. 


joint  is  immobilized  for  the  length  of  time 
formerly  thought  necessary  in  treating 
these  fractures,  marked  functional  dis- 
ability will  certainly  occur,  and  it  may  be 
months  before  a  proper  use  of  the  joint 
is  possible!  If  not  properly  reduced  and 
fixation  is  applied  for  a  few  weeks,  most 
certainly  will  loss  of  function  persist  for 
months  and  even  years.  As  flexion  of  the 
wrist  and  fingers  has  been  the  hardest 
motion  to  obtain  following  such  injuries, 
it  is  a  strong  argument  for  the  use  of 
the  full-flexed  wrist  position  recommended 
by  the  late  Dr.  John  Murphy  in  treating 
Colles'  fractures,  even  though  there  is  no 
other  indication  for  its  use.  It,  however, 
offers  the  further  advantage  of  retaining 


the  fragments  in  accurate  position,  with 
less  chance  of  displacement  while  bandag- 
ing than  is  possible  by  other  methods. 
The  ability  to  fully  flex  the  wrist  also 
shows  that  the  posterior  bulging  of  the 
lower  fragment  has  been  corrected.  Ex- 
cessive swelling  may  also  prevent  full 
flexion,  and  in  such  cases  further  x-ray 
examination  will  be  necessary  to  determine 
if  reduction  has  been  obtained.  The  flexed 
wrist  position  is  not  a  disadvantage  in 
this  examination,  as  it  is  only  necessary 
to  make  the  lateral  view  to  determine  if 
reduction  is  satisfactory.  Of  the  many 
cases  I  have  seen  treated  in  this  manner 
not  one  has  had  difficulty  in  extending  the 
wrist  afterward,  and  the  normal  function 
was  obtained  in  a  much  shorter  time  than 
is  usual  after  treatment  in  other  positions. 
It  should  be  noted,  however,  that  in  all 
these  cases  passive  motion  was  begun 
very  early.  This  is  essential  to  good  results. 
One  who  has  noted  the  force  necessary  to 
break  up  the  impaction  in  a  Colles'  frac- 
ture under  anesthesia  cannot  but  marvel 
at  the  fallacy  so  prevalent  among  physi- 
cians concerning  the  necessity  of  immobil- 
izing such  fractures  as  have  not  been  re- 
duced. If  an  anesthetic  is  contraindicated 
and  crepitis  is  not  present,  they  should  be 
treated  as  sprains  and  no  fixation  applied. 


Fig.  2.  Case  No.  6587C.  Same  Case  as  Fig.  i,  Taken 

Seventeen  Days  after  Injury. 

Before  reduction  this  was  one  of  the  worst  com- 
minuted and  displaced  Colles'  fractures  in  my  expe- 
rience. 
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They  can  be  supported  in  a  sling  for  a  few- 
days,  at  the  end  of  which  period  the  patient 
should  be  encouraged  to  use  the  joint. 
Nineteen  cases  were  seen  in  which  the  frac- 
tures had  not  been  previously  recognized, 


Fig.  3.  Case  Xo.  27180.  Same  Case  as  Figs,  i  axd  2, 
Se\'ex  Years  Later. 

Function  perfect.  Plate  stiU  shows  evidence  of  the 
old  fracture  line. 


and  the  patients  used  the  wrists  from  the 
time  of  injury.  There  was  practically  no 
loss  of  function  in  any  of  these  cases, 
although  some  of  them  were  considerably 
deformed.  A  large  and  varied  experience 
with  Colles'  fractures  treated  by  both  old 
and  new  methods  forces  the  impartial 
observer  to  the  conclusion  that  the  large 
percentage  of  cases  with  functional  dis- 
ability were  due  to  the  fixation  applied 
and  not  to  the  injury.  No  lack  of  treatment 
can  produce  the  absolute  disability  I 
have  observed  in  cases  of  Colles'  fracture 
where  fixation  has  been  continued  for  four 
or  more  weeks.  Such  procedure  is  still 
not  uncommon. 

Next  to  the  wrist,  probably  the  elbow 
IS  the  joint  of  the  upper  extremity  most 
often  fractured.  Will  the  study  of  these 
cases  help  us  to  understand  why  such 
good  functional  results  follow  elbow  in- 
juries in  children  and  why  some  loss  of 
function  frequently  follows  injuries  to  the 
adult  elbow?  I  think  it  will.  Eighty  per 
cent  of  the  elbow  injuries  in  children  do 


not  involve  the  joint  at  all.  They  are 
usually  fractures  of  the  lower  end  of  the 
humerus  entirely  above  the  epiphysis,  or 
a  fractured  condyle.  In  the  first  case,  the 
joint  is  not  seriously  injured,  and  even  with 
extensive  displacement  of  the  lower  frag- 
ment and  marked  deformity  no  permanent 
joint  disability  is  experienced.  In  the  early 
days  of  the  .v-ray,  many  of  these  cases  came 
in  diagnosed  as  backward  dislocation  of 
the  elbow  and  showed  a  marked  tendency 
to  recur  after  supposed  reduction.  Thej^ 
were  never  such!  Elbow  dislocations  must 
be  extremely  rare  in  children,  as  only  one 
case  is  found  in  the  series  on  which  these 
observations  are  based.  Allowance  must 
be  made  for  cases  that  may  never  reach 
the  roentgenologist,  owing  to  ease  of 
reduction.  Only  two  cases  of  separation  of 
epiph^^sis  of  the  lower  end  of  the  humerus 
occurred  in  this  series.  One  was  not  re- 
duced, and  the  ultimate  function  will  be 
noted  if  possible.  When  functional  disabil- 
ity exists  after  elbow  injuries  in  children, 
it  is  usually  due  to  marked  change  in  the 
carrving  angle  or  to  rotation  of  the  lower 


Fig.  4.  Case  No.  9256.  Unreduced  Fracture  of 
Lo-ft-ER  ExD  OF  Humerus  in  Patiext  Eight  Years 
Old. 

Picture  taken  five  weeks  after  supposed  reduction. 
(Plate  by  Drs.  Hill  and  Thomas,  Cleveland,  O.) 
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fragment  on  the  shaft  of  the  humerus, 
which,  uniting  in  such  faulty  position, 
causes  some  loss  in  supination.  One  case 
in  which  the  normal  carrying  angle  was 
replaced  by  an  angle  of  twenty-five  degrees 
in  the  opposite  direction  had  perfect 
function  of  the  joint  but,  of  course,  marked 
disability  of  the  arm.  Most  of  these  frac- 
tures are  best  treated  with  the  elbow  fully 
flexed  and  with  the  palm  to  the  shoulder. 
Occasionally  a  case  is  seen  that  can  only 
be  maintained  in  reduction  with  the  arm 
fully  extended.  Such  cases  should  be 
carefully  watched,  however.  The  good 
results  in  these  cases  are  in  marked  con- 
trast to  the  functional  results  following 
injury,  especially  dislocation,  of  the  adult 
elbow.  This  is  due  to  the  fact  that  in  the 
adult  elbow  it  is  the  joint  structures  that 
are  usually  injured.  The  elbow,  more  than 
any  other  articulation,  seems  prone  to  new 
bone  formations  following  slight  trauma. 
This  condition  has  been  described  under 
the  title  of  "Traumatic  Myositis  Ossifi- 
cans." The  study  of  eight  cases  examined 
with  the  x-ray  shortly  after  a  minor  injury 
in  which  no  lesion  was  found  was  of  much 
interest.    These    cases    were    reexamined 


Fig.  6.  Case  No.  1842. 
Forearm  of  boy,  aged  six  years,  examined  three  weeks 
after  injury. 

after   varying   intervals   because   of  some 
loss  of  function  which  gradually  progressed. 


Fig.  5.  Case  No.  9256.  Same  Elbow  Four  Years 
Later. 

Picture  shows  how  perfectly  nature  has  corrected 
the  deformity. 


Fig.  7.  Case  No.  1842.  Same  Case  as  Fig.  6,  Examined 

Eight  Years  Later. 

With  the  exception  of  slight  bowing  no  evidence  of 
the  old  fracture  can  be  detected. 
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'he  disability  was  either  some  loss  of 
exion  or  extension  associated  with  slight 
ain  at  the  extremes  of  motion.  In  all  of 
lem  new  bone  formations  were  present, 
n  a  few  of  these  cases  the  new  bone  for- 


FiG.  8.  Case  Xo.  4859.  Fracture  and  Dislocation 
OF  Lumbar  Spine  in  Male  Aged  23  Years. 

The  transverse  processes  of  the  first,  second,  and  third 
lumbar  vertebrae  were  fractured  and  slightly  separated. 


mations  were  so  marked  that  a  previous 
fracture  would  have  been  suspected  if  I 
had  not  had  the  original  plates  showing  no 
evidence  of  injun.'.  Xo  matter  how  trifling 
the  injur\"  to  the  adult  elbow  I  always 
caution  the  patient  that  later  such  forma- 
tions may  occur.  In  my  experience  loco- 
motive engineers  show  a  marked  tendency 
to  traumatic  myositis  ossificans.  An  injuiy 
breaking  up  the  new  bone  formations  will 
cause  much  pain  and  the  Hmitation  of  mo- 
tion, perhaps  previously  unnoticed,  may 
lead  to  errors  in  physical  diagnosis. 

Fractures  of  the  head  of  the  radius  are 
much  more  common  than  usually  sus- 
pected. My  experience  with  over  one 
hundred  and  fifty  cases  is  that  the 
majority  are  caused  in  the  same  way 
that  a  Colics'  fracture  is  sustained,  by 
falling  upon  the  extended  hand.  Pain 
on  rotation  of  the  forearm  is  marked,  and 


extension  and  flexion  are  limited.  ^Moderate 
extension  or  flexion  may  cause  but  little 
pain.  Strange  as  it  may  seem,  in  a  class  of 
injuries  due  to  the  same  cause,  I  have 
never  observed  a  fracture  of  the  head  of 
the  radius  and  a  Colles'  fracture  in  the 
same  arm.  One  patient  sustained  a  frac- 
ture of  the  head  of  the  radius  on  one  side 
and  a  Colics'  of  the  other  wrist.  In  some 
of  these  cases,  the  head  of  the  radius  is 
completely  shattered,  but  the  ultimate 
function  will  be  good  if  the  patient  will 
persist  in  using  the  elbow  joint. 

Fractures  of  a  condyle  of  the  humerus 
seldom  cause  loss  of  function  unless  asso- 
ciated with  a  dislocation.  Three  cases 
associated  with  dislocation  were  seen  in 
which  the  fractured  condyle  was  drawn 
within  the  elbow  joint,  preventing  reduc- 
tion of  the  dislocation.  Such  cases  are 
serious  and  may  require  operation  for 
the  removal  of  the  fragment.  Some  loss 
of  function  has  resulted  in  all  of  these  cases. 

Reference  to  the  elbow  joint  would  not 
be  complete  without  calling  attention  to 
the   fractures   of   the    shaft    of   the   ulna, 


r  ^ 


Fig.  9.  Case  Xo.  4859.  Same  Case  as  Fig.  8,  Six 
Months  Later. 

Picture  shows  repair  in  spine  and  long  union  of 
transverse  processes  showing  that  the  transverse  proc- 
esses wUl  unite  if  not  too  widely  separated.  This 
patient  has  no  paralysis  and  practically  no  disability. 
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with  overriding  of  the  fractured  ends 
causing  a  dislocation  of  the  head  of  the 
radius.  This  complication  may  easily  be 
overlooked.  One  case  was  observed  in 
which  the  dislocation  recurred  three  tim.es, 


Fig.  10.  Case  No.  24004.  Unimpacted  Fracture  of 
Neck  of  the  Femur  in  Female  Aged  54  Years. 

Picture  taken  four  days  after  injury. 


and  the  ulna  had  to  be  plated  to  hold  it 
in  extension  before  reduction  of  the  dis- 
location could  be  maintained. 

This  series  has  not  furnished  anything 
striking  in  fractures  near  the  shoulder. 
A  large  number  of  cases  have  been  exam- 
ined in  which  there  was  marked  loss  of 
function  but  no  fracture.  This  is  now 
known  to  be  due  to  injuries  to  the  soft  parts, 
and,  as  a  class,  can  be  classified  as  sprains, 
although  the  injuries  were  of  various  kinds 
and  degrees.  In  fractures  of  the  surgical 
neck  the  extent  of  the  injury  to  the  soft 
parts  will  usually  determine  the  loss  of 
function.  Two  cases  of  fracture  of  the 
anatomical  neck  with  displacement  of 
the  fragment,  in  which  the  fragments  were 
resected,  gave  fair  functional  results. 

Marked  fractures  and  dislocations  of 
the  vertebrae  can  occur  with  surprisingly 


little  disability.  Two  cases  were  seen, 
one  with  a  crushing  of  the  body  of  the 
eleventh  dorsal  and  the  other  of  a  crushed 
first  lumbar,  in  which  the  patients  only 
complained  of  symptoms  that  suggested 
a  slightly  sprained  back.  In  both  cases 
only  slight  improvement  was  noted  in 
four  months.  Fractures  of  the  transverse 
processes  of  the  lumbar  vertebrae  leave  the 
patient  with  a  lame  back  of  which  he 
complains  for  a  long  time. 

Fractures  of  the  pelvis  have  shown 
fairly  good  function.  Some  fractured  pelves 
were  found  in  examinations  for  renal  cal- 
culi. In  all  of  these  the  patients  had  been 
injured  when  young,  but  were  not  aware 
that  they  had  sustained  fractures.  Most 
of  them  were  caused  by  falling  astride 
a  fence  or  similar  object.  There  was  no 
evidence  of  disability  in  any  of  these 
patients,  although  some  deformity  of  the 
symphysis  pubis  was  present  in  each  case. 

One  of  the  very  important  regions  with 
which  we  have  had  to  deal  is  the  hip  joint, 
and  the  three  hundred  odd  cases  of  fracture 


Fig.  II.  Case  No.  24004.  Same  Case  as  Fig.  10,  Six 
Months  Later. 


Patient  was  treated,  in  hospital,  by  fixation  w 
operation.    Head   and    neck   al^sorbed.    Picture 
before  patient  had  been  allowed  to  use  the  limb. 


ithout  ' 
taken 
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in  this  location  show  some  interesting  and 
instructive  featm-es.  One  important  fact 
that  seems  proven  is  that,  in  fractures  of 
the  neck  of  the  femur  that  are  completely  in- 
tracapsular, and  not  impacted,  old  methods 


Fig.  12.  Case  Xo.  11673.  Spiral  Oblique  Fracture 
Through  Trochaxters  of  Male,  Aged  65  Years. 


of  treatment  are  worthless.  Such  cases 
do  not  go  on  to  bony  union,  and.  without 
exception,  subsequent  examination  showed 
an  absorption  of  the  neck.  When  I  see  such 
cases  I  feel  justified  in  saying  that  function 
and  weight -bearing  will  not  be  secured 
unless  the  fractiu-e  be  mechanically  fastened 
or  artificially  impacted,  and  in  recommend- 
ing such  procedure  if  the  age  and  condition 
of  the  patient  iustif>"  it.  In  no  other  way 
can  the  fimction  of  weight-bearing  be 
conser\'ed,  and.  if  properly  carried  out 
shortly  after  the  inivuA'.  good  joint  function 
and  weight -bearing  can  be  obtained.  Frac- 
tures at  the  base  of  the  neck  of  the  femur 
are  partly  extracapsular  and  often  impact- 
ed. The  impacted  cases  have  usually  united 
and  show  good  weight -bearing  fimction  after 
six  months.  The  joint  disabihtv'  will  depend 
upon  the  amoiuit  of  shortening,  the  change 
in  the  angle  of  the  neck  and  the  amount 


of  rotation  present.  Fractures  through  the 
trochanters  imite  in  a  remarkably  short 
time.  If  shortening  is  sHght,  good  function 
is  assured.  In  some  of  these  cases  the  lesser 
trochanter  is  markedly-  displaced,  and, 
in  these,  function  may  be  impaired. 

Fractures  of  the  knee  are  likeh'  to 
result  in  some  loss  of  function  as  very 
sHght  displacements  may  interfere  with 
the  weight -bearing  abihty  of  the  joint  or 
cause  severe  muscle  strain.  In  addition,  the 
Ugaments  and  cartilages  are  often  injiu-ed 
and,  even  when  no  fracture  has  been  sus- 
tained, the  joint  is  often  permanently 
weakened.  A  guarded  prognosis  should  be 
made. 

The  most  important  function  of  the 
lower  extremities  is  that  of  weight-bearing. 
If  good  weight-bearing  fimction  without 
undue  muscle  strain  is  retained,  locomotion 
is  usually  assiu-ed  even  though  there  be  a 
stiff  hip,  knee,  or  ankle.  Fault}^  weight - 
bearing  with  the  attending  muscle  dis- 
abihty  will  most  certainly  cause  loss  of 
fiuiction.  From  the  foregoing  one  would 


Fig.  13.  Case  No.  11673.  Same  Case  as  Fig.  12, 
Six  Weeks  Later- 

Bony  union  so  perfect  in  this  short  time  that  fracture 
could  not  be  detected. 
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expect  angular  deformities  of  the  long 
bones  or  of  the  joints  of  the  lower  extrem- 
ities to  interfere  most  seriously  with  func- 


FiG.  14.  Case  Xo.  10454.  Excessive  Callus  Forma- 
tion IX  Hip  of  Female,  Aged  42,  Four  Months 
after  Injury  which  Led  to  a  Clinical  Diagnosis 
OF  Sarcoma. 

In  all  of  the  cases  obser\-ed  showing  this  condition, 
the  shaft  of  the  femur  was  in  contact  with  the  base 
of  the  neck  and  immobilization  was  not  complete. 


tion,  and  this  is  borne  out  by  my  series 
of  cases.  Aloderate  overriding  of  the  long 
bones  and  consequent  shortening  leaves 
but  slight  permanent  disability.  With 
overriding  of  the  fractured  ends  and  conse- 
quent shortening  of  the  muscles  there  is 
much  less  tendency  to  angudar  deformities. 
A  fracture  of  the  middle  third  of  the  femur 
with  the  fractured  ends  overriding  and  in 
opposition,  in  which  the  long  axes  of  the 
two  parts  are  parallel,  gives  good  function 
even  though  the  shortening  be  as  great 
as  two  inches. 

Fractures  in  the  upper  and  lower  thirds 
of  the  femur  are  particularly  hard  to 
handle.   The  method  of  treatment  which 


the  pull  of  strong  muscles  or  you  will  be 
disappointed.  Rather  take  as  much  strain 
from  the  screws  as  possible  by  placing  the 
leg  in  a  position  to  minimize  the  strain. 
Fractures  of  the  femur  just  above  the 
condyles  are  subject  to  displacement  by 
the  pull  of  the  gastrocnemius,  and  the 
fractured  end  of  the  lower  fragment  is 
usually  found  in  the  popliteal  space.  In 
an  early  series  of  fourteen  cases  not  one 
was  reduced  without  an  open  operation. 
While  many  of  them  were  plated,  I  do 
not  think  it  necessary.  In  the  adult,  it  is 
often  impossible  to  reduce  this  fracture 
without  some  form  of  traction  apparatus 
or  by  operation,  prying  the  displaced  lower 
fragment  into  place  with  a  chisel  or  other 
suitable  instrument.  The  tendency  then  is 
to  plate  to  maintain  reduction,  and  the  leg 
is  put  up  in  plaster  in  extension  or  at 
best  with  some  form  of  knee  splint  that 
allows  only  moderate  flexion.  This  I  think 
is   absolutely   contraindicated.    It   puts   a 


Fig.  15. 

■I  ^   ,                    ,                 1        J    .-          ■   •                     1  Showing    proper    angle    for    insertion    of    screw    in 

Dest  prevents  angular  deformities  must  be  mechanically  fastening  a  fracture  of  the  neck  of  the 

used,   and  bone  plating  mav  be  necessary,  femur.   In  this  position  the  weight  of  the  body  will 

-r>w^         .I             ,                   ,        "t  not  be  borne  bv  the  screw  but  bv  the  bone,  the  screw 

UO  not   aepend   upon   the  plate   to   oppose  preventing  the  fracture  ends  from' sliding  on  each  other. 
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severe  strain  upon  the  screws  used  to  fasten 
the  plate.  This  strain  should  always  be 
avoided,  as  far  as  possible,  after  plating 
operations.  The  logical  way  to  treat  these 
fractures  would  seem  to  be  that  used  with 


In  fractures  of  the  lower  leg  the  most 
important  consideration  is  to  preserve  the 
proper  axis  for  weight-bearing  and  to  pre- 
vent a  lateral  tilting  of  the  ankle.  I  always 
make  an  anteroposterior  plate  of  the  ankle 


Fig.  16. 

Fracture  of  the  lower  end  of  the 
femur. 


Fig.  17. 
Case  No.  23073. 

Same  case  in  plaster  cast  with 
leg  fully  flexed  on  the  thigh. 


Fig.  18. 

Same  case  five  weeks  later  when 
cast  was  removed.  Ultimate  func- 
tion nearly  normal. 


such  success  in  fractures  of  the  lower  end 
of  the  humerus,  in  which  the  arm  is  fully 
flexed.  If  the  fracture  is  a  transverse  one, 
as  is  often  the  case,  and  the  leg  is  flexed, 
the  heel  being  drawn  well  back  upon  the 
buttock,  all  tendency  to  displacement  is 
overcome,  and  plating  or  other  fixation 
operation  is  unnecessary.  If  the  fracture 
is  oblique,  a  single  peg  or  screw  can  be 
inserted  if  it  has  been  necessary  to  open 
to  reduce  the  fracture  or,  better  still. 
extension  can  be  applied  to  the  condyles 
of  the  femur  to  overcome  the  shortening. 
If  a  cast  has  been  applied,  shortening  can 
be  avoided  by  keeping  the  knee  upright 
in  bed,  allowing  the  weight  of  the  leg  to 
rest  upon  the  bottom  of  the  foot.  Expe- 
rience has  shown  this  full-flexed  position 
of  the  leg  to  be  comfortable  and  to  have 
no  contraindications.  This  method  has 
given  good  results  in  comminuted  cases  that, 
in  my  opinion,  could  not  have  been  satisfac- 
torilytreatedotherwise.  (SeeFigs.  16-17-18.) 


joint  in  leg  fractures,  as  it  is  important  in 
outhning  the  treatment.  Many  of  these 
cases  were  formerly  left  with  faulty  weight- 
bearing  that  caused  permanent  disability. 
In  Pott's  fractures  and  other  fractures 
near  the  ankle,  do  not  neglect  to  examine 
the  entire  length  of  the  fibula.  In  such 
cases,  the  fibula  is  often  broken  near  the 
head  and,  sometimes,  in  both  upper  and 
lower  thirds.  It  is  often  overlooked,  and 
may  result  in  slight  loss  of  function. 

It  is  with  trepidation  that  I  approach 
the  subject  of  the  operative  treatment 
of  fractures,  having  seen  such  extremes  of 
both  bad  and  good  results.  Truth  compels 
me  to  say  that  many  surgeons  are  poor 
carpenters.  The  surgeon  wishing  to  do 
bone  plating  could  profitably  spend  some 
of  the  time  spent  in  surgical  clinics  in 
watching  a  cabinet  maker  at  work.  We 
have  many  times  been  treated  to  the  spec- 
tacle of  a  screw  half  set,  with  the  head  so 
damaged  that  it  was  impossible  to  remove 
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it  or  to  drive  it  home.  Have  you  ever  seen 
a  surgeon  tr}^  in  a  bone  the  drills  and  screws 
of  a  size  he  expected  to  use  later  in  an 
operation?  If  they  had  done  so,  many  of 
the  failures  I  have  seen  could  have  been 


Fig.  19.  Case  No.  18561.  Fracture  of  the  Leg  in 
Male,  Aged  86,  Fourteen  Years  after  Injury. 

Practically  no  loss  of  function  due  to  the  fact  that 
ankle  position  is  normal. 


avoided.    Some    of   the    mistakes    I    have 
observed  are  as  follows : 

1 .  Not  using  a  drill  of  the  correct  size  for 
the  screw  used.  This  resulted  in  the  screw 
not  giving  the  proper  fixation. 

2.  Using  screws  so  long  they  passed 
entirely  through  the  bone. 

3.  Using  screws  so  thick  they  unneces- 
sarily weakened  the  bone. 

4.  Screws  placed  too  close  to  the  frac- 
tured ends  of  the  bone. 

5.  Short  plates  used  on  long  bones  with 
but  one  screw  on  each  side  of  the  fracture, 
which  did  not  maintain  proper  alignment 
or  fixation. 

6.  Plates  used  on  bones  too  near  the 
surface  of  the  body. 

7.  Improper  fixation  and  support  after 


the  operation,  resulting  in  too  much  strain 
on  the  screws.  Result:  a  broken  plate  or 
absorption  of  bone  around  the  screws, 
causing  them  to  loosen. 

8.  Careless  handling  of  the  patient  after 
operation,  causing  the  plate  to  be  broken. 

Notwithstanding  the  above,  I  believe 
bone  plating  a  safe  and,  at  times,  a  neces- 
sary operation. 

Operation  is  indicated  in  cases  in  which 
reduction  cannot  be  attained  by  other 
means  provided  reduction  is  necessary  to 
secure  function.  A  perfect  anatomical 
result  is  not  always  necessary  to  secure 
good  functional  results.  Operation  is 
seldom  indicated  from  the  anatomical 
standpoint  alone.  If  reduction  can  be  main- 
tained after  operation,  without  mechanical 
fixation,  the  foreign  body  should  be 
omitted.  If  mechanical  fixation  is  neces- 
sary, then  fixation  must  be  absolute  in 
order  to  prevent  bone  absorption  around 
the  screws.  For  this  reason,  wiring  is  seldom 
to  be  considered,  as  absolute  fixation  by 
this  method  is  almost  impossible.  Only 
in  rare  cases  is  wiring  indicated.  Some  types 
formerly  wired  can  better  be  fastened 
by  the  use  of  small  wire  nails  or  brads. 
This  is  especially  true  of  many  fractures 
of  the  olecranon  and  of  the  condyles  of 
the  humerus  and  of  some  ankle  fractures. 
Bone  plugs  require  considerable  manipu- 
lation to  introduce,  do  not  give  fixation, 
and  apparently  offer  no  advantages.  Fixa- 
tion of  the  hip  in  intracapsular  fractures 
is  best  done  by  forcible  impaction  or  with 
one  screw  of  the  proper  length.  The  angle 
in  which  the  screw  is  inserted  is  of  extreme 
importance.  (See  Fig.  15.)  The  screw  should 
not  be  used  to  hold  the  weight  of  the  body 
but  to  hold  the  fractured  ends  together  in 
such  a  manner  that  the  strain  of  weight- 
bearing  is  thro  wn  upon  the  bone  and  not  upon 
the  screw.  This  is  a  very  important  point, 
and  bone  absorption  is  much  less  likely  to 
occur  under  such  circumstances.  Bone  is 
at  least  as  difficult  to  work  as  hard  wood, 
and  at  least  the  same  care  should  be 
observed  in  working  it  if  you  wish  to  be 
successful. 
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Conclusions. — In  Colles'  fracture,  treat- 
ment, and  not  the  injury,  is  responsible 
for  much  of  the  loss  of  function.  Under 
rational  m.ethods  of  treatment  the  eighty 
per  cent,  of  cases  with  functional  disability 


Fig.  20.  Case  Xo.  27491.  Fracture  of  Leg  ix  M.\le, 
Aged  27,  with  ^Marked  Fixctioxal  Disability 
Due  to  Tiltixg  of  the  Axkle. 


formerly  observed  are  practically  elimi- 
nated. 

The  majority  of  elbow  injuries  in  chil- 
dren will  later  result  in  perfect  function 
of  the  joint. 

Injuries  to  the  adult  elbow,  especially 
dislocation,  are  quite  often  followed  by 
new  bone  formations  that  impair  the  func- 
tion of  the  joint. 


In  fractures  of  the  skull  all  evidence 
of  the  fracture  has  usually  disappeared 
within  one  year  following  the  injiu-y. 

Fractures  of  the  spine  may  easily  be 
overlooked,  owing  to  the  slight  disturb- 
ances present.  Lateral  plates  are  always 
necessary  to  exclude  spine  fractures. 

In  fractures  of  the  neck  of  the  femur 
it  is  important  to  know  the  exact  nature 
of  the  injury,  so  that  proper  treatment 
can  be  instituted  immediately.  Delay  in 
diagnosis  will,  in  some  cases,  result  in 
absorption  of  the  neck  and  part  of  the 
head  and  will  preclude  operative  treat- 
ment later. 

In  fractures  of  the  lower  extremity  care 
must  be  taken  to  secure  proper  weight- 
bearing.  If  necessarv^  to  accomplish  this, 
open  methods  of  reduction  and  fixation 
are  indicated. 

Bone  operations  are  major  surgery  of 
the  highest  type.  They  should  only  be 
undertaken  by  those  having  a  proper 
conception  of  the  technique,  and  with 
strict  observance  of  the  fundamental  rules 
laid  down  by  Lane.  I  think  it  well  to  add 
that  unless  a  surgeon  is  possessed  of  con- 
siderable mechanical  ability  he  is  likely 
to  fail. 

The  younger  the  patient,  the  nearer 
will  be  the  return  to  a  normal  bone  picture, 
following  fracture.  Alarked  deformities 
disappear  entirely  so  far  as  bone  structure 
is  concerned. 

The  absolute  disappearance  of  all  signs 
of  fractiu-e  and  a  complete  return  to  nor- 
mal, as  shown  by  some  of  the  cases,  should 
cause  one  to  be  guarded  in  his  statements 
and  testimony  in  medicolegal  injuries. 
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INTRODUCTION.— That  the  roentgen 
examination  of  the  lungs  for  the  detec- 
tion of  the  lesions  of  tuberculosis  will  ever 
become  an  exact  science  is  doubtful. 
Most  of  the  signs  which  have  been  de- 
scribed may  be  defined  as  highly  charac- 
teristic but  not  infallible.  Doubtless  there 
are  certain  signs,  such  as  Dunham's  "fan" 
or  "cone,"  which  when  present  are  path- 
ognomonic, but  the  writer  is  the  more  con- 
vinced with  increasing  experience  that  no 
single  pathognomonic  sign  is  present  in 
all  cases  of  pulmonary  tuberculosis. 

Hence,  in  its  present  state  of  develop- 
ment, the  roentgen  diagnosis  of  tuberculo- 
sis should  be  regarded  as  an  art  which  ap- 
proaches scientific  precision  in  direct  ratio 
to  the  roentgenological  experience  and 
medical  ability  of  the  observer.  The 
necessity  of  correlating  roentgen  signs  with 
those  elicited  by  physical  examination  and 
laboratory  study  thus  becomes  apparent. 
Without  the  proper  coordination  between 
roentgenologist  and  physical  diagnostician 
the  best  results  in  the  diagnosis  of  pul- 
monary tuberculosis  are  not  possible. 

Nor   does   this   statement   weaken   the 


strong  position  of  roentgenology  in  the 
field  of  lung  diagnosis.  It  can  and  will 
remain  the  most  important  factor,  without 
supplanting  in  any  degree  the  methods  of 
the   internist   in   chest   examination. 

The  roentgenologist  who  studies  his 
stereoscopic  lung  roentgenograms  with  care 
will,  however,  find  characteristic  signs  of 
active  pulmonary  tuberculosis  in  many 
cases  which  do  not  manifest  the  typical 
physical  signs  and  clinical  manifestations 
of  phthisis.  And  this  fact  has  led  the 
method  into  much  disrepute  with  many 
clinicians.  It  becomes  highly  essential, 
therefore,  that  a  roentgenological  report 
should  offer  more  than  a  mere  diagnosis  of 
pulmonary  tuberculosis.  It  should  recog- 
nize the  existence  of  variable  clinical  com- 
plexes with  a  common  fundamental  etio- 
logical factor,  and  should  suggest,  if  pos- 
sible, the  probable  complex  or  type  to 
which  the  case  in  hand  belongs. 

To  this  end  the  writer  has  arranged  the 
following  table,  attempting  to  set  forth 
the  roentgenological,  clinical,  and  patho- 
logical characteristics  of  four  types  of 
pulmonary  tuberculosis. 


TABLE 


ROENTGEXOLOGICAL 

Clinical 

Pathological 

Type  A 

1.  Infiltration,  peripheral. 

2.  Infiltration,  peribronchial. 

3.  Tendency    to    unilateral    in- 

volvement. 

4.  Limited  areas  of  involvement. 

I. 

2. 

3- 

4- 

Poor  nutrition.  Exhaustion 
with  slight  exertion. 

Occasionally  slight  temper- 
ature upon  exertion. 

No  physical  signs. 

Reaction  to  subcutaneous 
tuberculin — focal,      gen- 
eral, or  both. 

No  data. 

*  Read  before  the  Nineteenth  Annual  Meeting  of  The  American  Roentgen  Ray  Society,  Chattanooga,  Tenn.,  Sept.,  1918. 
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TABLE— (Continued) 


Roentgenological 

Type  A—{Cont.) 

5.  Dunham  fan  not  constant. 

6.  Areas    of    pre\'ious    in\'oh'e 

ment  indicated  by  increased 
fibrosis. 

7.  Progression  from  one  area  to 

another,  sho'\\Ti  by  obsen^a 
tions  over  period  of  years. 

8.  Absence  of  cavitation. 

Q.  Absence  of  massive  or  con 
glomerate  infiltration. 

Type  B 

1.  Fine  soft  shadows  of  infiltra- 

tion   both    peripheral    and 
peribronchial. 

2.  Direct  extension  to  hilus. 

3.  Characteristic  distribution  in 

ist    and     2nd    interspaces 
(preferably  right). 

4.  Dunham  fan  more  common 

5.  No  cavitation. 

6.  Marked  fibrosis. 

7.  Progression    to    general    in- 

volvement of  one  or  more 
lobes. 

8.  Localized  density  over  apex 

(one  or  both). 


Clinical 


Type  C 

1.  Early  signs  similar  to  Type  B, 

2.  Massive   conglomerate   shad- 

ows make  early  appearance 

3.  Marked  tendency  to  cavita- 

tion. 


Type  D 

1.  Absence  of  characteristic  par- 

enchymal shadows  and  of 
Dunham  fan. 

2.  Areas  or  nodules  of  great  den 

sity  (calcification). 

3.  Broken  lung  fields  (fibrosis). 

4.  Evidence  of  pleuritic  "cap' 

over  one  or  both  apices 
^^'^th  localized  extension  of 
fibrosis-like  shadows  into 
lung  field. 


Improvement  under  tuber- 
culosis management. 


I.  Temperature  cur^^e. 


2.  Intermittent  physical  signs 

3.  Loss  of  weight  with  inter- 

mittent gains. 

4.  Prompt  tuberculin  reaction 

5.  Sputum    frequently    nega 

tive. 

6.  Favorable  influence  of  cli 

mate. 

7.  Infinitel}'  chronic. 


1.  Physical  signs  typical  and 

early. 

2.  Hemoptysis  often  occurs. 

3.  Bacilli  in  sputum  early  and 

constant. 

4.  Progression  unremittent. 

5.  L^nfavorable    response     to 

climate  changes  or  sana- 
torium treatment. 

6.  Frequent  presence  of  focal 

infection  of  tonsils  or 
teeth  (especially  the  for- 
mer). 


Xo  clinical  signs. 


Pathological 


Infiltration. 


Fibrosis. 

Pleuritic    thickening, 
cially  over  apices. 


espe- 


4.  Noncaseating. 

5.  Absence  of  amyloid  changes. 

6.  Absence  of  cavities. 


Infiltration. 

Caseation. 

Cavitation. 

Amyloid. 
Fibrosis. 


Calcification. 

Fibrosis. 
Thickened  pleura. 
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Type  A  may  well  be  regarded  as 
a  distinct  clinical  entity,  because  it  is 
accompanied  by  few  of  the  clinical  mani- 
festations which  characterize  groups  B 
and  C.  The  disease  appears  to  involve 
successively  various  areas  of  the  lung 
fields,  never  rapidly  or  violently  but  in- 
sidiously. One  rarely  sees  more  than  one 
or  two  of  these  areas  actively  involved 
at  the  same  time  but  other  areas  usually 
show  evidence  of  healed  disease.  This  ob- 
servation leads  to  the  conclusion  that  the 
host  is  chronically  and  actively  tuber- 
culous, but  that  the  process  constantly 
tends  to  heal  in  certain  areas  as  it  pro- 
gresses to  others.  That  the  process  under 
discussion  is  in  reality  a  tuberculous  one, 
and  that  it  is  responsible  for  a  long  train 
of  symptoms  in  the  host,  is  a  conviction 
based  solely  upon  a  mass  of  clinical  and 
roentgenological  experience  from  which  is 
deduced  the  following  evidence: 

1 .  The  host  invariably  reacts  to  1 5  mgm. 
of  old  tuberculin  administered  subcutane- 
ously — focal,  general,  or  both.  Conversely, 
all  individuals  in  whom  there  is  a  focal  re- 
action in  the  lung  present  the  characteristic 
variations  in  their  stereoroentgenograms. 

2.  The  roentgenological  signs  observed 
in  the  stereogram  are  closely  similar  to  or 
identical  with  those  observed  in  known 
cases  of  relatively  early  pulmonary  tuber- 
culosis. 

3.  An  indeterminate  percentage  of  cases 
of  Type  A  become  changed  to  Type  C,  fol- 
lowing exposure  or  some  intercurrent  in- 
fection. 

The  writer  has  observed  a  number  of 
such  apparent  transitions,  sufficiently  great 
to  suggest  that  this  may  be  the  usual  se- 
quence when  active  tuberculosis  seems  to 
develop  under  these  circumstances.  The 
probability  is  here  suggested  that  the  dis- 
repute which  the  tuberculin  reaction  suf- 
fers in  many  quarters  is  due  to  the  com- 
mon reactions  obtained  in  this  type  of 
phthisis,  which,  without  roentgenological 
visualization,  would  remain  a  concealed 
process. 

Discussion.— Many  efforts  have  been 


made  to  explain  general  and  focal  reactions 
to  tuberculin  upon  some  hypothesis  other 
than  that  of  a  tuberculous  infection. 
These  efforts  seem  to  have  lacked  the 
power  of  conviction;  whereas  the  close  co- 
ordination of  the  focal  reaction,  at  least, 
with  roentgen  signs  of  pulmonary  involve- 
ment, strongly  indicates  that  the  tuber- 
culosis explanation  is  after  all  the  more 
correct  one  in  most  instances. 

In  Type  A,  as  in  5  and  C,  the  changes 
observed  are  predominantly  unilateral  and 
their  earlier  seat  of  choice  is  in  the  periph- 
ery of  the  1st  and  2nd  interspaces,  some- 
what more  frequently  on  the  right  side. 
It  is  doubtful  whether  the  so-called  cigar- 
ette-smoke-cloud effect  is  ever  observed  in 
this  type,  although  it  is  a  frequent  char- 
acteristic of  Types  B  and  C. 

The  train  of  symptoms  presented  by 
cases  of  this  group  is  that  of  any  low-grade 
infection.  Many  of  them  are  mistakenly 
diagnosed  neurasthenia,  and  doubtless  a 
large  number  of  them  have  been  improved 
or  cured  by  the  Weir-Mitchell  Rest  Cure. 

Sufferers  belonging  to  this  group  are 
worthy  of  our  most  careful  consideration, 
because  they  are  constantly  seeking  help 
from  the  medical  profession,  who,  without 
roentgenological  assistance,  will  continue 
to  grope  blindly,  as  in  the  past,  for  a  diag- 
nostic solution  of  their  problem. 

The  roentgen  signs,  when  typical,  are 
not  easily  mistaken,  and  the  diagnosis  is 
no  less  conclusive  because  the  disease  fails 
to  progress  according  to  accepted  clinical 
laws,  which  seem  to  govern  only  cases  of 
Type  C. 

A  weak  link  in  the  chain  is  an  apparent 
absence  of  pathological  data.  This,  how- 
ever, may  be  due  to  the  simple  fact  that 
these  patients  do  not  die  until  age  has 
transferred  them  to  group  D,  or  until 
some  other  disease  more  interesting  to  the 
necrologist  has  made  its  appearance. 

In  Type  B  the  host  is  more  frankly 
tuberculous,  both  roentgenologically  and 
clinically.  The  process  extends  more  rap- 
idly and  consecutively  than  in  Type  A, 
and  the  tendency  to  become  isolated  and 
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to  heal  out  is  not  so  strong.  Roentgen 
signs  may  be  more  prominent  from  the 
first.  One  never  observes  cavitation,  un- 
less it  is  that  of  a  concurrent  bronchi- 
ectasis. 

Clinically  this  type  may  be  character- 
ized as  a  less  violently  active  process  than 
Type  C.  Sputum  is  not  so  easily  obtained, 
and  bacilli  are  not  constantly  present, 
although  they  are  usually  found  if  per- 
sistently searched  for.  To  this  type  be- 
longs the  individual,  with  whom  we  are 
familiar,  who  often  lives  for  many  3^ears 
in  a  fair  state  of  health  and  well  being, 
if  he  but  remains  in  a  well-chosen  climate. 

Roentgenologically,  one  soon  learns 
rather  distinctive  characteristics  of  the 
type,  which  help  in  its  proper  classifica- 
tion. It  is  not  claimed  that  such  a  differ- 
entiation can  be  made  with  scientific  pre- 
cision. One  suggestive  feature  is  a  rather 
diffuse  dissemination  of  the  lesion  through 
the  upper  lung  at  an  early  stage.  The  ab- 
sence of  an}^  tendency  to  form  conglomerate 
masses  within  the  lung-field  or  to  break 
down  with  resultant  cavitation,  and  the 
evidence  of  a  thick  pleuritic  cap  over  an 
apex  also  aid  in  the  differentiation. 

Type  C  offers  such  a  marked  contrast 
to  Types  A  and  B,  from  roentgen,  clinical, 
and  pathological  standpoints,  that  one  is 
forced  to  the  conclusion  that  some  new 
etiological  factor  has  entered  here.  The 
observation  of  the  pathologist  that  amy- 
loid changes  are  observed  in  certain  tuber- 
culous lungs,  usually  in  association  with 
cavitation,  may  point  to  this  factor,  since 
it  is  well  known  that  amyloid  is  found  in 
the  presence  of  pus  infections.  The  writer 
believes  that  insufficient  attention  is  given 
to  focal  infections  as  a  complication  of 
pulmonary  tuberculosis.  There  seems  to 
he  considerable  evidence  that  the  factor 
of  mixed  infection  differentiates  Type  C 
from  Types  A  and  B  and  completely  alters 
the  prognosis,  as  well  as  the  line  of  thera- 
peutic attack.  Roentgenologically,  one 
can  often  detect  this  factor  by  the  more 
conglomerate  shadows  in  the  stereo- 
roentgenogram   and   by   the   tendency   to 


cavity  formation.  The  typical  signs  of 
tuberculosis  may,  at  an  early  stage,  be 
covered  up  by  these  massive  shadows 
which  have  none  of  the  characteristics 
which  distinguish  that  disease  roentgeno- 
logically in  its  more  imcomplicated  state. 
This  fact  ma}^  render  the  type  under  dis- 
cussion a  difficult  one  to  differentiate  from 
certain  nontuberculous  affections  such  as 
pneumonoconiosis  or  bronchiectasis ;  hut  one 
can  usually  find  some  area  in  the  lung  field 
where  the  u?i complicated  tuherculoiis  process 
manifests  itself. 

The  writer  believes  that  he  has  observed 
cases  of  Type  C  revert  to  Type  B  and  pro- 
ceed to  symptomatic  recovery  after  the 
enucleation  of  caseating  tonsils.  Probably 
the  same  thing  occurs  after  the  elimination 
of  dental  foci,  when  these  are  responsible 
for  the  secondary  infection. 

The  explanation  of  the  type  under  con- 
sideration is,  so  far  as  the  writer  knows, 
purely  hypothetical.  However,  we,  as 
roentgenologists,  are  more  concerned  with 
the  fact  that  such  a  type  exists  with  its 
characteristic  roentgenological  signs  than 
we  are  with  its  etiological  explanation. 
It  is  frequently  possible  to  differentiate 
the  type  at  a  relatively  early  stage  by 
means  of  the  signs  enumerated.  And  since 
the  prognosis  differs  materially  from  that 
of  the  other  types  it  is  highly  important 
that  an  attempt  be  made  to  do  so. 

While  Type  D,  or  healed  tuberculosis, 
has  no  clinical  significance,  it  is  of  roentgen- 
ological importance  because  its  signs  may 
be  misinterpreted  as  those  of  active  dis- 
ease. When  the  observer  is  convinced  that 
no  active  lesion  is  present,  it  is  perhaps 
better  to  ignore  these  signs  of  healed  dis- 
ease, lest  to  them  be  attributed  undue 
importance  by  the  clinician.  However, 
there  is  often  a  possibility  that  an  active 
process  may  be  partially  covered  up  or 
rendered  indistinct  and  atypical  by  the 
shadows  of  healed  lesions,  and  then  the 
question  of  activity  must  be  left  indeter- 
minate. In  the  final  analysis,  in  any  event, 
clinical  evidence  will  usually  outweigh 
roentgenological  evidence  in  the  determi- 
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nation  of  the  degree  of  activity  of  a  known 
lesion. 

The  term  ''latent  pulmonary  tuberculo- 
sis" becomes  obsolete  under  the  present 
conception  of  the  disease,  because  latency 
signifies  inactivity  and  the  only  inactive 
lesion  is  a  healed  one.  This  term  has 
frequently  been  applied  to  that  form  of 
tuberculosis  herein  described  as  Type  A, 
but  since  this  type  of  lesion  is  productive 
of  symptoms  and  since  there  is  abundant 
roentgen  evidence  that  it  is  a  progressive 
process,  the  term  is  patently  misapplied. 

It  must  be  conceded  that  certain  non- 
tuberculous  conditions  may  produce 
changes  in  the  lung  fields  which  closely 
simulate  those  of  tuberculosis — Type  A. 
There  are  usually  certain  essential  differ- 
ences, however,  which  aid  materially  in  the 
diagnosis.  Thus  there  is  not  the  same 
tendency  to  localization,  the  infiltrating 
process  appearing  more  evenly  distributed 
through  the  lung  fields,  chiefiy  along  the 
bronchi,  and  only  appearing  in  the  periph- 
ery beyond  the  bronchi  when  involvement 
is  very  extensive.  This  is  especially  true 
of  pneumonoconiosis.  The  lung  changes 
due  to  chronic  congestion  of  mitral  stenosis 


have  chiefly  their  diffuse  distribution  to 
distinguish  them.  The  tuberculous  lesion 
in  its  early  active  state  offers  less  obstruc- 
tion to  the  rays,  and  hence  casts  a  shadow 
of  less  density  than  other  chronic  proc- 
esses. 

Concurrent  with  certain  pyogenic  in- 
fections of  the  lower  lobes  and  pleura  one 
may  sometimes  observe  in  the  upper  lobes 
the  type  of  shadow  seen  early  in  tuber- 
culosis. Since  this  is  by  no  means  a  con- 
stant finding  in  empyema  or  lung  abscess 
cases,  the  writer  has  been  inclined  to  the 
view  that  in  such  instances  the  process  is 
in  fact  a  tuberculous  one. 

If  the  contention  presented  in  this  com- 
munication is  sustained  by  future  experi- 
ence and  study,  it  but  reemphasizes  the 
necessity  of  close  correlation  of  the  efforts 
of  roentgenologist  and  clinician.  For  the 
signs  of  tuberculosis  found  in  the  stereo- 
gram of  the  lungs  increase  in  diagnostic 
value  as  they  are  supplemented  and  en- 
riched by  clinical  signs  and  symptoms. 

Finally,  the  writer  wishes  to  acknowl- 
edge the  helpful  suggestions  of  Dr.  E.  T. 
Bell,  of  the  Department  of  Pathology, 
Universitv  of  Minnesota. 
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A  DEQUATE  protection  from  the  .v-rays 
-^  ^  is  of  increasing  importance  since  the 
advent  of  the  high-powered  interrupterless 
-v-ray  machine  and  the  CooHdge  tube.  By 
these  means,  .v-rays  of  such  intensity  can 
be  produced  that  protective  devices  which 
were  previously  suitable  may  not  now  give 
sufficient  protection.  In  view  of  the  proved 
harmfulness  of  undue  exposure  to  the  rays 
and  of  the  possibility  of  the  existence  of 
effects,  of  which  as  yet  we  know  nothing, 
the  subject  of  .x-ray  protective  materials 
deserves  considerable  attention. 

When  the  study  of  these  materials  was 
initiated  at  the  Bureau  of  Standards,  one 


of  the  first  steps  taken  was  to  ascertain 
the  current  practice  concerning  them.  In 
addition,  specimens  were  procured  in  the 
open  market  from  most  of  the  dealers  in 
.v-ray  apparatus  and  supplies  and  samples 
obtained  from  various  manufacturers.  As 
a  rule  no  quantitative  statement  as  to 
composition,  or  protective  power,  of  these 
materials  could  be  obtained  from  dealers. 
Statements  as  to  composition  could  gener- 
ally be  had  from  manufacturers  when  these 
were  known.  About  the  only  information 
available  from  dealers  were  statements 
that  the  protective  powers  of  this  or  that 
piece  of  material  were  "adequate." 
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,    It  is  obviously  desirable  that  the  pur- 
chaser have  information  which  will  enable 
'lim  to  decide  to  what  extent  the  material 
|:urnished    meets    his    requirements,    and. 
further,    to   judge   the   relative   merits   of 
'materials  obtained  from  different  sources. 
The  important  thing  is  the  extent  to  which 
the   piece   of   material    used    absorbs    the 
i.v-rays  incident  upon   it.    The   amount    of 
jsuch  absorption  depends  upon  the  compo- 
sition of  the  incident  rays,  and  upon  the 
amount  and  kind  of  the  elements  which 
I  compose  the  protective  material.  A  knowl- 
{edge  of  these  last  would  enable  the  user  to 
j  calculate  the  absorption  of  his  particular 
i  piece  of  protective  material,  whenever  de- 
j  tailed  knowledge  of  the  absorption  of  the 
elements  composing  it  and  the  composition 
of  the  incident  .v-radiation  became    avail- 
able.   Practically  all  protective    materials 
hitherto  used  owe  their  absorbing  power 
I  almost  entirely  to  the  presence  in  them  of 
I  lead.    Consequently    they    should    absorb 
!  x-rays  of  all  kinds  in  a  like  manner  with 
'  lead ;  and  the  absorbing  power  of  any  piece 
of    such    niaterial    should    be    practically 
equivalent     to     a     certain     thickness     of 
'  lead. 

I  The  simplest  method,  then,  of  assigning 
a  value  to  the  absorbing  power  of  a  piece 
of  protective  material  is  to  find  the  thick- 
ness of  lead  which  will  absorb  .v-rays  to 
the  same  extent.  This  method,  which  has 
been  somewhat  widely  used,  has  been 
studied  in  some  detail  at  the  Bureau  of 
Standards.  The  procedure  is  simply  to 
prepare  a  scale  consisting  of  a  series  of 
different  thicknesses  of  lead.  This  scale 
is  placed  side  by  side  with  the  piece  of 
protective  material  to  be  examined  upon 
an  .x-ray  plate,  the  plate  being  in  the  usual 
double  envelope.  An  exposure  of  proper 
duration  is  made  and  the  areas  of  equal 
density  on  the  plate  are  then  determined. 
A  piece  of  material  is  said  to  be  equivalent 
in  protective  power  to  a  thickness  of  lead 
giving  the  same  density  of  image;  this 
thickness  of  lead  is  called  the  equivalent 
thickness  of  lead  or  briefly,  the  lead  equiv- 
alent of  the  piece  of  material.  Fig.   i  is  re- 


produced from  a  representative  plate  made 
in  the  manner  described. 

While  our  knowledge  of  the  absorption 
of  .v-rays  by  matter  seemed  to  indicate  that 
the  protective  material  and  its  equivalent 
thickness  of  lead  should  absorb  the  incident 
beam  of  rays  to  the  same  extent,^  still 
the  matter  was  tested  in  several  ways. 
The  quality  and  intensity  of  the  incident 
beam  were  changed  by  varying  the  parallel 
spark  gap  at  which  the  tube  was 
operating  over  the  range  from  three  to 
nine  inches  and  by  using  filters  of  from 
o  to  3  mm.  of  aluminum  for  each  value 
of  the  spark  gap.  The  value  of  the  equiva- 
lent thickness  of  lead  was  unaffected  by 
these  changes,  showing  that  material  and 
lead  transmitted  the  same  amount  of 
energ}'  as  measured  photographically.  It 
is,  of  course,  possible  that  the  two  beams 
of  .v-rays  simultaneously  transmitted  by 
the  lead  and  by  the  material  may  affect  the 
photographic  plate  to  the  same  extent  and 


Fig. I. 


1  This,  of  course,  would  not  be  true  if  the  protective  material 
depended  upon  any  element  other  than  lead  for  its  efifectiveness. 
Xo  commercial  protective  material  which  does  not  depend  upon 
lead  for  its  opacity  has  come  to  the  attention  of  the  author. 
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yet  be  different  in  quality  and  quantity. 
In  this  case,  the  use  of  a  different  detector 
for  the  rays  should  result  in  a  different 
value  for  the  equivalent  thickness  of  lead. 
A  fluorescent  screen  was  used  in  place  of 
the  photographic  plate  but  without  appre- 
ciable effect  upon  the  results.  (It  should 
be  remarked  in  this  connection  that  mea- 
surements made  with  the  fluorescent  screen 
are  not  quite  as  accurate  as  those  made 
with  the  photographic  plate;  the  principal 
reason  for  this  is  the  feeble  illumination 
of  the  screen  due  to  the  great  absorption 
of  the  x-rays  by  the  protective  material.) 
The  possible  presence  of  soft  secondary 
radiation  in  different  amounts  from  the 
lead  and  from  the  material  was  investigated 
for  representative  specimens  of  glass  and 
rubber  by  placing  an  aluminum  plate  (i 
mm.  thick)  between  the  photographic  plate 
and  the  object  being  examined;  no  change 
due  to  its  presence  could  be  detected.  The 
presence  of  extremely  soft  radiation  which 
would  be  stopped  by  the  usual  double 
envelope  surrounding  the  plate  was  investi- 
gated, for  the  same  specimens,  by  placing 
the  lead  scale  and  the  protective  material 
in  direct  contact  with  the  plate.  When  this 
was  done  with  lead  rubber  no  change  in 
the  apparent  equivalent  thickness  of  lead 
could  be  detected.  With  lead  glass  a  decided 
change  was  noticed.  The  apparent  equiva- 
lent thickness  of  lead  was  decreased — for 
some  specimens  by  as  much  as  30  per  cent. 
This  effect  is  obviously  due  to  soft  radia- 
tion coming  in  greater  amount  from  the 
glass  than  from  the  lead.  This  soft  radia- 
tion was  investigated  by  interposing  layers 
of  tissue  paper  between  the  plate  and  the 
protective  material  and  scale.  One  layer 
caused  a  marked  decrease  in  the  density 
of  the  plate — the  exposure,  development, 
etc.,  remaining  the  same — but  produced 
little  effect  on  the  apparent  equivalent 
thickness  of  lead.  Ten  layers  placed  upon 
the  plate  would  always  cause  the  equiva- 
lent thickness  of  lead  to  resume  its  normal 
value,  indicating  the  absorption  of  the 
larger  part  of  this  excess  soft  radiation  by 
the  thickness  of  tissue  paper  mentioned. 


Each  sheet  of  this  paper  had  a  mass  of  1.68 
milligrams  per  square  centimeter;  its  min- 
eral content  was  insignificant  as  was  shown 
by  a  direct  comparison  with  an  "ashless" 
filter  paper,  the  two  papers  being  placed 
side  by  side  between  the  lead  glass  and  the 
x-ray  plate.  This  result  was  confirmed 
by  a  determination  of  the  amount  of  ash 
of  the  paper  in  question.  The  thickness  of 
air  necessary  to  absorb  this  excess  soft 
radiation  can  easily  be  calculated  from  the 
above  data.  As  the  elements  in  paper  and 
air  have  not  very  different  atomic  weights 
we  can,  as  a  first  approximation,  assume 
that  equal  masses  absorb  equally.  The 
thickness  of  air  having  the  same  mass  as 
ten  thicknesses  of  tissue  paper  is  about 
14  cm.  under  ordinary  conditions. 

The  conclusions  of  the  preceding  para- 
graph apply  only  to  the  difference  between 
the  soft  radiation  given  off  by  the  protec- 
tive material  and  that  given  off  by  the  lead. 
Some  idea  of  the  amount  and  absorbability 
of  this  soft  radiation  from  the  lead  glass 
alone  (which  gives  off  much  more  of  it 
than  does  lead  rubber)  was  obtained  in 
the  following  way:  A  scale  was  prepared 
consisting  of  a  series  of  different  thicknesses 
of  tissue  paper  from  one  to  ten.  This  scale 
was  placed  between  the  lead  glass  and  the 
x-ray  plate,  the  scale  being  in  immediate 
contact  with  both  plate  and  glass,  and  an 
exposure  of  proper  duration  made.  The 
first  thickness  of  paper  caused  a  marked 
decrease  in  the  density  of  the  plate.  The 
successive  decreases  due  to  the  immediately 
succeeding  layers  were  marked,  but  each 
was  less  than  the  preceding  one.  After  the 
seventh  layer,  the  different  layers  could 
not  be  distinguished  one  from  the  other. 
A  piece  of  stout  cardboard,  1.5  mm.  thick, 
placed  below  part  of  the  tenth  step  of  the 
scale  caused  a  further  decrease  of  density 
which  could  be  detected  but  which  was 
very  small.  From  the  above  observations 
the  conclusion  is  warranted  that  the  ten 
thicknesses  of  tissue  paper  absorb  prac- 
tically all  of  the  very  soft  secondary  radia- 
tions from  the  representative  specimens  of 
protective  material  examined.  The  density 
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f  the  bare  plate  under  the  lead  glass  is 
ery  large  while  that  under  the  ten  thick- 
esses  of  tissue   paper    is   comparatively 
mall,  consequently  the  amount  of  these 
ery    soft    secondary    radiations    is    very 
luch  larger  (photographically  measured) 
han   the    amount    of    the    primary    and 
lenetrating  secondary  rays  emerging  from 
he  glass.  As  the  blackness  of  the  plate 
inder    these    conditions    is    due    almost 
;ntirely    to    the    soft    secondary    rays,    a 
neasurement    (photographic)   of  their 
imount    could    easily    be    carried    out    if 
liesired. 

Deductions  from  the  foregoing  would 
ndicate  the  wisdom  of  keeping  any  part 
Df  the  body  at  least  15  cm.  away  from  the 
isual  protective  materials,  particularly 
glass,  when  there  is  nothing  but  air  be- 
tween the  protective  material  and  the  body. 
'■  The  effect,  if  any,  of  variations  in  expo- 
sure and  development  has  not  been  investi- 
gated in  a  systematic  manner.  In  the 
course  of  the  work  numerous  specimens 
of  protective  materials  have  been  examined 
on  different  days  under  different  conditions 
of  exposure  and  development,  but  the 
variation  in  results  has  been  no  greater 
than  with  several  plates  all  of  which  have 
been  given  the  same  exposure  and  have 
been  developed  together.  The  variations 
that  occur  under  these  latter  conditions 
are  probably  due  to  variations  in  the  thick- 
ness of  the  sensitive  film.  It  is  well  known 
that  variations  of  as  much  as  ten  per  cent, 
may  occur  in  the  thickness  of  the  film, 
due  to  want  of  flatness  in  the  glass. 

The  lead  scales  used  in  ascertaining  the 
lead  equivalents  of  protective  materials 
had  steps  one  centimeter  wide.  The  dif- 
ference in  thickness  from  one  step  to  the 
next  was  o.i  mm.  for  total  thicknesses 
in  the  neighborhood  of  0.5  mm.  For  lesser 
thicknesses  the  difference  in  thickness  from 
step  to  step  was  less  than  o.i  mm.,  and 
for  greater  thicknesses  the  difference  was 
greater  than  0.1  mm.  A  large  part  of  the 
specimens  studied  had  equivalent  thick- 
nesses of  lead  in  the  neighborhood  of  0.5 
inm.  The  thickness  of  the  various  steps  was 


measured  with  a  micrometer  caliper,  and 
so  could  be  determined  to  the  hundredth 
part  of  a  millimeter.  The  thickness  of  each 
step  was  constant  to  0.0 1  mm.  The  lead 
used  for  the  scales  was  commercial  sheet 
lead,  which  is  known  to  have  a  small 
percentage  of  impurities  (less  than  one 
per  cent.).  The  densities  of  several  speci- 
mens of  commercial  sheet  lead  were  deter- 
mined. The  greatest  difference  in  density 
between  any  two  of  the  specimens  was  one 
per  cent. 

The  comparison  of  the  density  of  image 
under  the  material  with  the  density  of 
image  under  the  scale  can  be  carried  out 
in  several  ways.  A  very  rough  method  is 
to  view  the  plate  as  a  whole.  If  this  is  done 
it  is  difficult  to  judge  when  equality  of 
density  has  been  reached,  and  errors  of  as 
much  as  one  step,  or  even  more,  may  be 
made,  even  with  a  properly  exposed  plate, 
unless  great  care  is  taken;  at  that,  much 
experience  is  needed  if  reliable  results  are 
to  be  obtained. 

A  better  method  is  to  use  a  screen  which 
has  in  it  an  opening  just  large  enough  to 
include  one  step  of  the  scale  and  an  equal 
area  of  the  protective  material.  This  would 
be  sufficient  were  it  not  for  the  delicate 
nature  of  the  thin  lead  scale  which 
makes  a  support  around  its  edges  desir- 
able. The  image  of  this  support  on  the 
plate  causes  the  areas  to  be  compared 
to  be  separated  by  a  certain  distance, 
which  interferes  with  the  accuracy  of  the 
comparison.  With  this  method  no  errors 
of  more  than  one-half  step  are  likely,  if 
due  care  be  taken  in  making  the  observa- 
tions. 

In  order  to  secure  the  best  conditions 
the  areas  must  be  brought  into  contact 
in  the  field  of  view.  To  do  this  an  optical 
device  is  necessary.  The  one  used  at  the 
Bureau  of  Standards  consists  simply  of 
two  glass  prisms,  with  their  edges  in  con- 
tact, at  a  distance  of  a  few  centimeters 
from  the  plate.  It  has  proved  very  satis- 
factory. With  the  use  of  a  device  such  as 
this  an  entirely  inexperienced  observer 
has   no   trouble   at   all,    with   a  properly 
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exposed  plate,  in  deciding  at  once  which 
step  of  the  scale  has  the  same  density  as 
the  material  being  examined,  or,  as  is 
generally  the  case,  between  which  two 
steps  of  the  scale  the  density  lies.  A  little 
experience  will  enable  the  observer  to  say 
whether  he  considers  the  density  to  corre- 
spond to  a  thickness  of  lead  half  way  be- 
tween that  of  the  two  steps,  whether  it 
is  nearer  one  step  than  the  other,  or 
whether  it  almost  coincides  with  one  of 
the  steps.  This  procedure  amounts  to 
splitting  the  steps  into  six  parts,  and  may 
seem  hardly  justifiable  at  first  sight,  but 
with  a  little  experience  observers  seldom 
differ  by  more  than  one  of  the  above- 
named  parts.  The  numerical  values  to  be 
assigned  to  these  various  judgments  are 
somewhat  arbitrary;  those  used  in  the 
present  work  were  3^,  3^,  Yi^Yz^  and  Ve 
of  the  difference  from  one  step  to  the  next. 
A  representative  series  of  measurements 
on  a  set  of  six  plates  all  taken  with  the  same 
piece  of  protective  material  follow: 

Experienced  observer 
•45,  .46,  .47,  .44,  .46,  .42  mean  0.450 

Inexperienced  observer 
.50,  .45,  .47,  .46,  .47,  .41  mean  0.460 
It  is  seen  that  the  maximum  difference  in 
the  readings  on  any  one  plate  is  only  0.05 
mm.,  which  is  11  per  cent,  of  the  mean 
value.  The  mean  values  by  the  two  ob- 
servers differ  by  0,01  mm.  It  will  be  noted 
that  in  the  readings  taken  by  an  expe- 
rienced observer  the  largest  deviation  from 
the  mean  amounted  to  somewhat  less  than 
7  per  cent.  The  probable  error  of  the  mean 
value  in  the  particular  series  of  observa- 
tions given  above  is  i.i  per  cent,  and  the 
probable  error  of  any  one  observation  is 
2.7  per  cent.  For  values  of  the  equivalent 
thickness  of  lead  slightly  larger  than 
those  given  in  the  above  example  the 
percentage  error  would  be  slightly  less, 
and  for  smaller  values  would  be  slightly 
larger  than  that  given  above. 

Various  metals  besides  lead  have  been 
used  to  estimate  the  protection  offered 
by  x-ray  protective  materials.  The  use  of 
such  metals  is  not  to  be  recommended,  as 


the  thickness  of  metal  necessary  to  absorhi 
the  beam  of  x-rays  to  the  same  extent  asl 
does  the  protective  material  is  not  a  con-j 
stant  but  depends  upon  the  quality  oil 
the  beam.  It  is  understood  that  aluminun:: 
has  occasionally  been  used  for  estimating 
the  protective  power  of  protective  mate-j 
rials.  Aluminum,  of  course,  is  entire!;^ 
unsuited  for  this  piirpose,  if  for  no  other 
reason  than  the  great  thickness  necessary,'' 
which  is  roughly  100  times  the  equivalent) 
thickness  of  lead.  | 

It  is  convenient  to  have  a  name  by  which 
to  designate  the  quality  of  a  material  as; 
far  as  its  protective  power  is  concerned. 
The  name  "protective  coefficient"  has, 
tentatively  been  selected  to  designate  the, 
ratio  for  any  piece  of  material,  of  the 
equivalent  thickness  of  lead  to  the  thick- 
ness of  the  piece.  This  ratio  is  independent 
of  the  thickness  of  the  material,  and  is 
approximately  the  percentage  lead  content 
hy  thickness.  \ 

The  amount  of  lead  contained  in  any; 
piece  of  protective  material  can  be  esti- 
mated roughly  by  considering  that  it  is^ 
given  directly  by  the  equivalent  thickness 
of  lead.  A  more  accurate  estimate  is  possi- 
ble by  using  the  following  method:  The 
equivalent  thickness  of  lead  is  subtracted 
from  the  thickness  of  the  material,  the 
difference  giving  approximately  the  thick- 
ness occupied  by  the  constituents  of  the 
material  other  than  the  lead.  The  assump- 
tion is  made  that  the  absorption  of  these 
residual  constituents  is  the  same  as  that 
of  an  equal  thickness  of  ordinary  glass  or 
rubber  as  the  case  may  be.  The  equivalent 
thickness  of  lead  for  this  thickness  of  ordi- 
nary glass  or  rubber  is  subtracted  from 
the  equivalent  thickness  of  lead  for  the 
piece,  the  difference  giving  the  thickness 
of  a  sheet  of  lead  having  the  same  amount 
of  lead  per  square  centimeter  as  the  pro- 
tective material^.  The  table  following  gives 
the  percentage  lead  content  for  various 
materials    as    determined    by    the    latter 

*  It  has  come  to  the  attention  of  the  Bureau  of  Standards  that 
in  at  least  one  case,  it  was  assumed  that  a  sheet  of  lead  glass  would 
give  the  same  protection  as  a  sheet  of  lead  having  the  same  area 
and  weight.  This  amounts  to  assuming  that  the  lead  glass  is  com- 
posed  entirely  of  lead,  which  is,  of  course,  not  by  any  means  true. 
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method  and  as  given  by  the  maniifacturers. 

The  difference  in  the  results  obtained  by 

the  two  above-outUned  methods  does  not 

exceed  eight  per  cent  for  lead  glass,  having 

a  protective  coefficient  of  ten  per  cent. 

For  better  lead  glass  and  for  practically 

all  lead  rubber  the  difference  is  less  than 

this. 

Percentage  Percentage 
Material  by  weight,  by  weight,  Remarks 

of  lead,       of  lead, 
mfr. 
30 
20+7%Ba 


Glass 


B.S. 
35 
35 


Rubber 


42 
42 

74 
74 
71 
71 
46 

54 
78 
77 
77 
85 
83 
91 
85 


40 
42 

70 

67 
70 
58 
49 

55 
78 
77 
74 
85 
88 

94 

84 


Commercial  x-ray  pro- 
tective glass. 

Improved    protective 
plate  glass. 

Experimental  lead 
glasses  of  irregular 
thickness. 

Improved    lead    plate 

glass. 
Improved  tube  shield. 

>  Commercial  lead  rub- 
{      ber. 


•  Experimental  lead  rub- 
ber. 


At  the  beginning  of  the  present  investi- 
gation 12  pieces  of  lead  glass  were  pur- 
chased in  the  open  market  from  represen- 
tative dealers.  The  range  of  equivalent 
thickness  of  lead  for  these  pieces  was 
from  0.70  to  0.30  mm.  The  protective 
coefficient  of  all  but  two  of  the  glasses 
ranged  from  9  per  cent,  to  11.  per  cent., 
the  average  value  being  10  per  cent.  Two 
pieces  were  found  to  offer  no  more  pro- 
tection than  ordinary  plate  glass.  The 
protective  coefficient  of  these  pieces  was 
0.9  per  cent,  and  the  equivalent  thickness 
of  lead  0.05  mm.  Samples  of  lead  rubber 
were  received  from  various  manufacturers 
and  dealers.  The  protective  coefficients 
of  these  materials  ranged  from  19  to  32 
per  cent.,  the  average  being  23  per  cent. 

Any  desired  protection  from  the  :x;-rays 
can,  of  coiu-se,  be  obtained  simply  by 
increasing  the  thickness  of  protective 
material  employed.  This,  however,  is  ob- 
jectionable from  many  standpoints.  The 
desirable  method  is  to  obtain  the  increased 
protection  by  increasing  the  lead  content. 


and  consequently,  the  protective  coeffi- 
cient, of  the  material.  In  view  of  the 
importance  of  the  matter,,  the  Bureau  of 
Standards  corresponded  with  various  man- 
ufacturers in  the  endeavor  to  have  them 
experiment  with  the  object  of  producing 
improved  materials.  The  manufacturers 
cooperated  in  a  most  gratifying  manner 
and  great  improvements  were  made.  Lead 
plate  glass  of  satisfactory  optical  quality 
was  made  having  a  protective  coefficient 
of  18  per  cent.,  which  is  an  80  per  cent, 
increase  over  the  previous  average  value 
of  10  per  cent.  Lead  rubber  was  made 
having  a  protective  coefficient  of  48  per 
cent.,  an  increase  of  more  than  100  per  cent. 
over  the  previous  average  value  of  23  per 
cent.  The  actual  lead  content  of  the  glass 
and  rubber  mentioned  was  49  and  94  per 
cent,  respectively,  as  determined  by  the 
method  of  the  present  article,  and  46  and 
91  per  cent,  respectively,  as  given  by  the 
manufacturers. 

Some  of  the  improved  varieties  of  lead 
rubber  are  as  flexible  as  any  of  the  kinds 
of  commercial  .x-ray  rubber  hitherto  ob- 
tainable; it  is  probable  that  protective 
garments  of  increased  protective  power 
can  be  made  from  these  materials. 

In  the  case  of  nearly  aU  of  the  protective 
materials  which  have  been  tested  at  the 
Bureau  of  Standards,  meastirements  of  the 
density  have  been  made.  In  the  case  of 
materials  of  regular  shape  this  was  done 
by  measuring  the  dimensions  and  weighing ; 
the  density  of  pieces  of  irregular  shape  was 
determined  by  weighing  in  water.  A  simple. 
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approximately  linear,  relation  was  found 
to  exist  between  the  density  and  the  pro- 
tective coefficient.  The  results  are  shown 
in  Figs.  2  and  3. 


^.  OA 


I" 


RUBBER 

/ 

./ 

,/' 

'' 

/ 

./ 

^ 

DENSITY 

Fig.  3. 

The  results  of  the  work  may  be  summar- 
ized as  follows: 

I.  The  method  of  testing  .T-ray  protec- 
tive materials  by  comparing  them  with 
sheet  lead  has  been  investigated.   It  has 


been  shown  that,  for  all  the  materials 
examined,  it  is  possible  to  find  a  certain 
thickness  of  lead  which  will  have  closely 
the  same  effect  on  a  beam  of  .x-rays  of  the 
sort  used  in  practice  as  will  the  material 
itself,  and  that,  consequently,  the  material 
may  be  said  to  have  the  same  protective 
power  as  the  thickness  of  lead  mentioned; 
this  thickness  of  lead  has  been  called  the 
"equivalent  thickness  of  lead"  for  the 
piece  of  material  in  question. 

2.  A  representative  assortment  of  the 
x-ray  protective  materials  on  the  market 
in  19 1 7  has  been  examined. 

3.  Considerable  improvements  in  pro- 
tective materials  have  been  made,  at  the 
suggestion  of  the  Bureau  of  Standards,  by 
several  manufacturers  of  such  materials. 

Acknowledgment  is  due  to  the  Corning 
Glass  Works,  Pittsburgh  Plate  Glass  Co., 
The  B.  F.  Goodrich  Co.,  Manhattan 
Rubber  Mfg.  Co.,  and  Price  Electric  Co. 
for  their  hearty  cooperation  in  this  inves- 
tigation. 


COMMUNICATION  FROM  THE  WAR  INDUSTRIES  BOARD 

UTILIZATION    OF    PLATINUM    IN    UNUSED    INSTRUMENTS 


I .  In  view  of  the  limited  supply  of  plat- 
inum in  the  country  and  of  the  urgent 
demand  for  war  purposes,  it  is  requested 
that  every  doctor  and  dentist  in  the  coun- 
try go  carefully  over  his  instruments  and 
pick  out  EVERY  SCRAP  OF  PLATI- 
NUM that  is  not  absolutely  essential  to 
his  work.  These  scraps,  however  small 
and  in  whatever  condition,  should  reach 
Governmental  sources  without  delay, 
through  one  of  two  channels: 

(a)  They  can  be  given  to  proper  accred- 
ited representatives  of  the  Red  Cross  who 
will  shortly  make  a  canvass  for  that  pur- 
pose. 

(b)  They  may  be  sold  to  the  Govern- 
ment through  any  bank  under  the  super- 
vision of  the  Federal  Reserve  Board.  Such 
banks  will  receive  and  pay  current  prices 
for  platinum. 


By  giving  this  immediate  attention  you 
will  definitely  aid  in  the  war  program. 

2.  It  is  recognized  that  certain  dental 
and  surgical  instruments  requiring  plat- 
inum are  necessary,  and  from  time  to 
time  platinum  is  released  for  that  purpose. 
It  is  hoped,  however,  that  every  physician 
and  every  dentist  will  use  substitutes  for 
platinum  for  such  purposes  wherever  pos- 
sible. 

3.  You  Are  Warned  against  giving 
your  scrap  platinum  to  any  one  who  calls 
at  your  office  without  full  assurance  that 
that  individual  is  authorized  to  represent 
the  Red  Cross  in  the  matter. 

(Signed)  F.  F.  Simpson, 
Lieutenant  Colonel,  M.C.,  N.A., 

Chiej  of  Section  of  Medical  Industry. 


PULMONARY  METASTASIS 


BY    A.    W.    CRANE,    M.D. 


KALAMAZOO,  MICH. 


ONE  of  the  substantial  contributions  of 
roentgenolog}'  to  clinical  medicine  is 
the  ready  diagnosis  of  pulmonary  metas- 
tasis in  malignant  disease.  In  pre-roentgen 
days  carcinoma  or  sarcoma  of  the  lungs 
was  reported  almost  exclusively  from  post- 
mortem findings.  The  diagnosis  could  rare- 
ly be  final  in  the  absence  of  an  autopsy, 
and  the  frequency  of  piilmonar}'  invasion 
was  a  matter  of  statistical  conjecture.  But 
now  the  diagnosis  can  be  made  at  an  early 
stage  by  the  .v-ray  plate  with  a  precision 
unexcelled  b}'  the  roentgen  diagnosis  of 
any  other  pulmonar}'  lesion. 

The  detection  of  a  pulmonary'  metastasis 
is  of  decisive  surgical  importance.  The 
question  of  the  nature  of  the  primary' 
lesion,  the  question  of  operability  and  the 
question  of  prognosis  are  thus  settled.  For 
this  reason  the  .v-ray  examination  of  the 
lungs  has  been  established  as  a  routine  in 
some  surgical  clinics  in  cases  of  suspected 
malignancy  am^where  in  the  body. 

One  avenue  of  the  invasion  of  the  lungs 
is  from  the  upper  peritoneal  cavity  through 
the  central  tendon  of  the  diaphragm  into 
the  mediastinum  and  thence  to  the  pul- 
monary^ fields.  This  is  a  lymphatic  route, 
which  was  beautifully  demonstrated  by 
Clark  1  in  1901  in  its  relation  to  pulmonary 
infection  following  abdominal  sepsis.  It  is 
one  explanation  of  postoperative  pneumo- 
nitis and  is  the  chief  reason  for  the  Fowler's 
position  after  laparotomy,  whereby  the 
mediastinal  lymph  current  could  be  retard- 
ed. The  lymphatic  drainage,  therefore, 
from  the  upper  abdomen  is  into  the  medi- 
astinal system,  precisely  as  the  drainage 
from  the  arm  is  into  the  axillan,'  and  from 
the  leg  into  the  inguinal  glands. 

It  would  be  a  matter  of  logical  sequence 
for  the  diagnostician  to  examine  the  medi- 

*  Elimination  of  Peritoneal  Infection  and  Preventions  of  Surgical 
Peritonitis.  Jour.  A.M.A.  igor,  vol.  xxxvii,  page  360. 


astinal  glands  for  signs  of  upper  abdominal 
metastasis,  just  as  he  examines  the  glands 
of  the  rectal  shelf  for  signs  of  lower  ab- 
dominal metastasis.  But  the  mediastinum 
is  accessible  only  to  the  .x-ray.  The  differ- 
entiation of  an  inflammatory^  adenopathy 
from  a  sarcomatous  invasion,  when  con- 
fined to  the  mediastinum,  offers  some 
difficulties,  but  the  iinhesitating  extension 
of  a  carcinomatous  invasion  throughout 
both  lungs  simultaneously  furnishes  path- 
ognomonic signs  on  the  x-ray  plate.  Thus 
a  case  of  suspected  carcinoma  of  the  liver 
without  pulmonary  symptoms  may  never- 
theless show  marked  pulmonar}^  metastasis. 
For  example.  Mrs.  W — had  a  clear-cut  his- 
tor\^  extending  back  many  ^^ears,  of  gall- 
stone coHcs  wdth  deep  jaundice.  A  tumor 
could  be  palpated  in  the  region  of  the 
gall-bladder.  A  routine  screen  inspection 
followed  bv  a  stereo-set  of  the  chest  re- 
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I.   Carcinoma  of  both  Lungs  secondary  to 
Carcinoma  of  the  Liver. 


*  Read  at  the  Mid-Winter  Session  of  Western  Roentgenologists,  Toledo,  O.,  February  22,  1918. 
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Carcinoma  of   both  Lungs   secondary  to 
Carcinoma  of  the  right  Breast. 


vealed  an  evenly  distributed  carcinomatous 
invasion  of  both  lungs  (Fig.  i)  although 
no  pulmonary  symptoms  were  present. 
Without  the  roentgen  study  of  the  chest 


the  gallstones  might  have  been  removed 
without  satisfaction  to  patient,  family, 
surgeon  or  diagnostician. 

Metastasis  of  the  lungs  following  mam- 
mary carcinoma  shows  a  generalized  pul- 
monary invasion  indistinguishable  from  a 
metastatic  extension  from  the  liver  (Fig. 
2).  There  is  here  a  suggestion  a  little  short 
only  of  a  demonstration  that  the  pul- 
monary invasion  proceeds,  not  by  direct 
extension  through  the  chest  wall,  but  by  a 
circuitous  route  whereby  the  carcinoma 
reaches  the  lymph  channels  which  drain 
into  the  mediastinumx.  The  later  day  prac- 
tice of  surgeons  in  following  down  the 
muscle  sheaths  from  the  mamma  to  the 
abdominal  parietes  is  a  confirmation  of 
this  hypothesis. 

Parallel  to  pulmonary  metastasis  is  the 
extension  of  abdominal  tuberculosis  via 
the  mediastinum  into  the  lungs.  This  is 
beautifully  illustrated  by  the  pericarditic 
pseudocirrhosis  of  the  liver  of  Pick  (Fig.  3) 
in  which  case  tuberculosis  extends  from  the 
liver  into  the  mediastinum  and  thence 
throughout    both    lungs    exactly    as    does 


Fig.  3.  Adherent  Pericardium,  Mediastinitis  and 
Pltlmonary  Tuberculosis.  Chest  in  a  Case  of 
Pericarditic  Pseudocirrhosis  of  the  Liver  of 
Pick  showing  clinically  marked  cedema  of  legs 
and  feet  ^VITH  ascites.  The  scanty  sputum  was 
loaded  with  tubercle  bacilli. 


Fig.  4.  Pulmonary  Tuberclxosis  following  Tuber- 
cutlosis  of  the  peritoneum.  cough  and  sputum 

came   LATE    IN   THE   CASE.    TUBERCLE    BACILLI    WERE 
FINALLY  FOUND  IN  ABUNDANCE. 
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carcinoma.  In  Pick's  disease,  however,  we 
have  a  distinctive  sign  in  adherent  peri- 
cardium, although  other  intrinsic  charac- 
ters  make    differentiation   positive.    Such 


Fig.  5.  Carcinoma  of  Sacrum  and  Spine  Secondary 

TO  C.\RCINOMA  of  THE  PROSTATE.  CaLCIUM  HAS 
BEEN  DISSOLVED  OUT  OF  PORTIONS  OF  BONE  TO  BE 
REDEPOSITED  IN  OTHER  PORTIONS  OF  THE  SKELETON 
.A.ND  .A.LSO  IN  THE  LUNG.  BONE  STRUCTURE  HAS  BEEN 
LARGELY  OBLITERATED. 


cases  may  consistently  be  termed  tuber- 
culous metastasis. 

Pick's  disease  with  its  peculiarities  is  be- 
lieved to  be  due  to  the  avian  type  of  the 
tubercle  bacillus,  but  mediastinal  infection 
with  extension  to  the  lungs  is  also  true  in 
ordinary  peritoneal  tuberculosis  (Fig.  4). 
In  such  patients  cough  and  expectoration 
are  late  symptoms  and  the  .v-ray  may  give 
the  first  definite  sign  of  the  involvement. 
This  is  one  of  many  reasons  why  an  exam- 
ination of  the  chest  should  never  be  omit- 
ted in  abdominal  cases. 

There  is  a  third  form  of  pulmonary 
metastasis  which  is  rare  but  nevertheless 
of  real  importance  in  roentgenology.  This 
is  the  "calcium  metastasis"  of  Virchow. 
In  malignant  disease  of  bones  whether 
metastatic  or  primary  and  in  other  bone 


diseases  with  disturbed  calcium  metabo- 
hsm,  calcium  salts  may  be  dissolved  out 
to  be  redeposited  in  distant  tissues.  This 
process  of  redeposition  may  take  place  in 
the  lungs  to  a  greater  or  less  extent,  some- 
times to  an  extreme  extent.  At  autopsy  the 
lungs  may  be  found  of  a  stiff  woody  tex- 
ture owing  to  the  thorough  infiltration  by 
calcium.  Such  lungs  are  not  the  subject  of 
either  mahgnant  or  bacterial  disease,  and 
while  the  process  is  known  as  a  "calcium 
metastasis  "  it  is  obviously  not  a  secondary 
transplantation  of  a  disease.  The  import- 
ance of  the  condition  in  roentgen  diagnos- 
tics lies  in  ready  detection  of  calcium  de- 
posits in  lung  tissue  and  in  the  indication 
of  serious  bone  disease  somewhere  in  the 
body. 

In  one  case  of  pulmonary  calcium  metas- 
tasis illustrated  in  this  paper  the  bone  dis- 
ease was  metastatic,  the  primary  affection 
being  a  carcinoma  of  the  prostate,  so  that 
the  lung  conditions  were  the  third  remove. 
The  patient  had  a  cough  with  a  scanty 
expectoration  which  was  intermittently 
blood  stained  but  contained  no  tubercle 


Fig.  6.  Plxmonary  Calcium  Metastasis  secondary 
TO  Carcinoma  of  bone  in  a  case  of  Carcinoma 
OF  THE  Prostate.  The  Calcium  in  the  lung  tissue 
IS  IN  the  form  of  a  flaky  dissemination. 
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bacilli.  He  also  complained  of  pain  in  the 
small  of  the  back  and  down  both  legs. 
He  had  been  troubled  with  an  enlarged 
prostate  for  a  number  of  3'ears  and  the 


Fig.  7.  Pulmonary  Calcium  Metastasis  secondary 
TO   syphilis   w'hich   presumably   affected   some 

portion  of  the  SKELETON.  ThE  STEREOSCOPIC 
plates  show  a  flaky  DISSEMINATION  OF  THE  CAL- 
CIUM THROUGHOUT  BOTH  LUNGS.  ThE  DISTRIBUTION 
IS  SYMMETRICAL  WITH  RELATION  TO  THE  HILUM  ON 
EACH  SIDE.  Xo  PULMONARY  SYMPTOMS  OF  ANY  KIND 
WERE  PRESENT. 


catheter  had  become  a  necessity.  The 
digital  examination  of  the  prostate  showed 
an  irregular  enlargement  suggestive  of 
malignanc}^  A  plate  was  made  of  the 
sacrolumbar  region  for  signs  of  metastasis 
(Fig.  5) .  The  bones  were  honeycombed  and 
the  normal  osseous  structure  largely  de- 
stroyed. A  screen  inspection  of  the  lungs 
showed  extensive  changes  and  a  plate 
was  made  (Fig.  6).  A  study  of  this  plate 
showed  a  fiak}^  calcium  infiltration  gener- 


alized in  both  lungs.  The  distinctive  signs 
of  pulmonary  carcinoma  were  absent  and 
the  case  was  considered  one  of  "calcium 
metastasis."  Another  case  (Fig.  7)  is  still 
more  distinctive  but  was  not  associated 
with  carcinoma.  A  four-plus  Wassermann 
was  present  and  a  bone  involvement  was 
probable  although  not  demonstrated. 

A  consideration  of  lung  metastasis  em- 
phasizes the  fact  that  the  diaphragm  is 
merely  an  anatomic  separation  of  the  two 
great  cavities  of  the  body  and  that  the 
chest  can  rarely  be  ignored  no  matter  where 
the  disease  may  be  located. 

Another  corollary  lies  in  the  interpreta- 
tion of  the  hilus  shadows  upon  plates  of 
the  chest.  These  are  usually  considered  to 
be  the  result  of  drainage  from  lungs  and 
bronchi,  but  it  is  evident  that  the  line  of 
demarcation  between  a  mediastinal  and  a 
hilus  adenopathy,  even  upon  stereoscopic 
plates,  is  impossible.  An  anatomic  separa- 
tion and  distinction  of  the  lymph  channels 
seem  at  present  equally  impossible;  so 
that  the  usual  interpretation  of  the  hilus 
clusters,  without  a  consideration  of  pre- 
vious abdominal  infections,  needs  revision. 

Furthermore  the  presence  of  calcified 
foci  in  the  hilus  or  pulmonary  areas  is  not 
to  be  taken  as  unequivocal  evidence  of  a 
healed  tubercular  process.  Calcium  may  be 
deposited  in  any  necrotic  bit  of  tissue.  An 
old,  inclosed  bloodclot  may  become  calci- 
fied. The  calcified  focus  anywhere  in  the 
body,  the  lungs  not  excepted,  in  about  30 
per  cent,  of  cases,  goes  on  to  actual  ossifica- 
tion. Disturbed  calcium  metabolism  re- 
sults, as  we  have  seen,  in  the  redeposition 
of  calcium  in  lung  tissue.  Thus  it  is  appar- 
ent that  in  roentgenology'  as  in  the  medicine 
of  Hippocratic  times,  "Experience  is  falla- 
cious  and   judgment   difficult." 
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ANATOMY 


ANATOMIE 


1.  Head   

2.  Eye   

3.  Nose  

4.  Ear   

5.  Mouth    

6.  Tongue    

7.  Tooth   

8.  Lip   

9.  Scalp   

10.  Skull    

11.  Brain    

12.  Forehead    . . . . 

13.  Face    

14.  Cheek  

15.  Nostril    , 

16.  Jaw  

17.  Chin    

18.  Orbit   

19.  Pupil    

20.  Cornea  

21.  Hair    

22.  Moustache    .  ■. 

23.  Beard   

24.  Mastoid   

25.  Neck    

26.  Throat   

27.  Larynx    

28.  Trachea    .... 

29.  Bronchus    . . . 

30.  Lung    

31.  Pleura    

32.  Diaphragm    . . 

33.  Chest    

34.  Heart   

35.  Pericardium 

36.  Aorta    

37.  Blood   

38.  Artery    

39.  Vein    

40.  Blood-vessel 

41.  Pharynx   

42.  CEsophagus    . 

43.  Cardia    

44.  Stomach    

45.  Pylorus  

46.  Duodenal  cap 

47.  Duodenum    . . 

48.  Intestines    . .  . 

49.  Appendix    . . . 

50.  Colon    

51.  Rectum    

52.  Abdomen    . . . 

53.  Liver   

54.  Gallbladder    . 

55.  Spleen    

56.  Kidney , 

57.  Ureter    

58.  Bladder    . . . . 

59.  Rib    

60.  Sternum    ... 

61.  Clavicle    

62.  Shoulder    . . . 

63.  Scapula    

64.  Arm    

65.  Elbow   

66.  Fore-arm    . . . 

67.  Wrist    


La  tete.  68.  Hand    La  main. 

L'oeil,   m.  69.  Finger  Le  doigt. 

Le  nez.  70.  Thumb  Le  pouce. 

L'oreille,  /.  71.  Humerus    L'humerus,   mi. 

La  bouche.  72.  Radius    Le  radius. 

La  langue.  73.  Ulna    Le  cubitus. 

La  dent.  74.  Back    Le  dos. 

La  levre.  75.  Spinal   column    La  colonne  vertebrale. 

Le  cuir    chevelu.  76.  Vertebra    La  vertebre. 

Le  crane.  77.  Pelvis    Le  bassin. 

Le  cerveau.  78.  Hip   La  hanche. 

Le  front.  79.  Thigh    La  cuisse. 

La  face.  80.  Femur    Le  femur. 

La  joue.  81.  Knee    Le  genou. 

La  narine.  82.  Patella    La  rotule. 

La  machoire.  83.  Leg   La  jambe. 

Le  menton.  84.  Calf    Le  mollet. 

L'orbite,  /.  85.  Ankle   La  cheville. 

La  pupille.  86.  Heel    Le  talon. 

La  cornee.  87.  Toe    L'orteil,  m. 

Les  cheveux.  88.  Tibia    Le  tibia. 

La  moustache.  89.  Fibula    Le  perone. 

La  barbe.  90.  Bone  L'os,  iii. 

La  mastoide.  91.  Joint    L'articulation,  /. 

Le  cou.  92.  Muscle   Le  muscle. 

La  gorge.  93.  Tendon    Le  tendon. 

Le  larynx.  94.  Fascia    L'aponevrose,  /. 

La  trachee.  95.  Nerve    Le  nerf. 

La  bronche.  96.  Skin    La  peau. 

Le  poumon.  97.  Axilla    L'aisselle,  /. 

La  plevre.  98.  Groin    L'aine,  /. 

Le  diaphragme.  99.  Buttock    La  fesse. 

La  poitrine.  100.  Foot    Le  pied. 

Le  coeur.  101.  Scaphoid    Le  scaphoide. 

Le  pericarde.  102.  Semi-lunar    Le  semi-lunaire. 

L'aorte,  /.  103.  Cuneiform    Le  pyramidal. 

Le  sang.  104.  Pisiform    Le  pisiforme. 

L'artere,  /.  105.  Trapezium    Le  trapeze. 

La  veine.  106.  Trapezoid    Le  trapezoide. 

Le    vaisseau     (sanguin).      107.  Magnum    Le  grand  os. 

Le  pharynx.  108.  Unciform    L'os  crochu,  in. 

L'oesophage,  w.  109.  Palm    La  paume. 

Le  cardia.  110.  Astragulus    L'astragale,  /. 

L'estomac,  m.  111.  Calcis    Le  calcaneum. 

Le  pylore.  112.  Cuboid    Le  cuboide. 

Le  bulbe  duodenal.  113.  Internal    cuneiform.  Le  premier   cuneiforme. 

Le  duodenum.  114.  Middle    cuneiform..  Le  deuxieme  cuneiforme. 

L'intestin.  m.  115.  External  cuneiform.  Le  troisieme  cuneiforme. 

L'appendice,  m.  116.  Instep   L'avant-pied,  m. 

Le  colon.  117.  Sole   La  plante    (dupied). 

Le  rectum. 

L'abdomen,  m.  PATHOLOGY                      PATHOLOGIE 

Le  foie. 

La  vesicule  biliaire.  1.  Projectile    . . . . .' Le  projectile. 

La  rate.  2.  Foreign   body    Le  corps  etranger. 

Le  rein.  3.  Fracture    La  fracture. 

L'uretere,   «J.  4.  Dislocation    La  subluxation. 

La  vessie  5.  Subluxation     La  luxation. 

La  cote.      •  6.  Fragment    Le  fragment. 

Le    sternum                                7.  Metallic  dust   Les      poussieres      metal- 
La  clavicule.  ,  liques. 

L'epaule,   /.  8.  Impaction    L  engrenement,  m. 

L'omoplate,  /.  9.  Periosteitis    La  penostite. 

Le  bras.  10.  Osteomyelitis    L'osteomyelite,   /. 

Le  coude.  H.  Callus    Le  cal. 

L'avant-bras,   wi.  12.  Decalcification    La  decalcification. 

Le  poienet.  13.  Sequestrum     Le  sequestre. 

See  "Instruction  of  War  Roentgenologists,"  by  R.  Ledoux-Lebard,  page  433. 
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14.  Gangrene    La  gangrene. 

15.  Ankylosis    L'ankylose,  /. 

16.  Exostosis    L'exostose,  /. 

17.  Tumor    La  tumeur. 

18.  Cyst    Le  kyste. 

19.  Displacement   Le  deplacement. 

20.  Metastasis    La  metastase. 

21.  Abscess    L'abces,  w. 

22.  Sclerosis    La  sclerose. 

2i.  Infiltration    L'infiltration,  ;. 

24.  Solidification    La  solidification. 

25.  Cavity    La  cavite. 

26.  Fluid    Le  liquide. 

27.  Pus    Le  pus. 

28.  Eflfusion L'epanchement,  m. 

29.  Pleurisy    La  pleuresie. 

30.  Pneumonia   La  pneumonia. 

31.  Adhesion    L'adherence,  /. 

2i2.  Empyema  L'empyeme,  w. 

2)Z.  Pneumothorax    Lepneumothorax. 

34.  Dilatation    La  dilatation. 

35.  Aneurism    L'anevrysme,  m. 

36.  Diverticulum    Le  diverticule. 

Zl .  Ulcer    L'ulcere,  m. 

38.  Incisura    L'echancrure,  /. 

39.  Perforation    La  perforation. 

40.  Penetration    La  penetration. 

41.  Hour-glass    Le  sablier. 

42.  Biloculation    La  biloculation. 

43.  Gall-stones    Les  calculs  biliaires. 

44.  Obstruction    L'obstruction,  /. 

45.  Peristalsis   Le  peristaltisme. 

46.  Retention    La  retention. 

47.  Residue    Le  residu. 

48.  Motility   La  motilite. 

49.  Appendicitis    L'appendicite, /. 

50.  Calculus    Le  calcul. 

51.  Calcified  gland Le  ganglion   calcific. 

52.  Arthritis    L'arthrite,  /. 

^2).  Strain    L'entorse,  /. 

54.  Splint   ; La  gouttiere. 

55.  Bandage    La  bande. 

56.  Plaster  cast   Le  platre. 

57.  Drain    Le  drain. 

58.  Fistula    La  fistule. 

59.  Tuberculosis    La  tuberculosa. 

60.  Acute    Aigu. 

61.  Chronic    Chronique. 

62.  Active    Actif. 

dZ.  Inactive  process   Le  processus    eteint. 

64.  Cancer    Le  cancer. 


PHYSICS 


PHYSIQUE 


1.  Electricity   L'electricite,  /. 

2.  Positive    rays    Les   rayons  positifs. 

3.  Cathode  rays   Les    rayons    cathodiques. 

4.  X-rays    Les  rayons  X. 

5.  Secondary    rays    Les    rayons    secondaires. 

6.  Normal  ray   Le  rayon    normal. 

7.  Volt    Le  volt. 

8.  Kilovolt   Le  kilovolt. 

9.  Ampere    L'ampere.  wi. 

10.  Milliampere    Le  milliampere. 

11-  Ohm    L'ohm,  vi. 

12.  Watt  Le  watt. 

13.  Kilowatt    Le  kilowatt. 

14.  Electro-motive  force.  La  force  electro-motrice. 

15.  Current    Le  courant. 


16.  Direct   current    Le  courant  continu. 

17.  Alternating  current..  Le  courant    alternatif. 

18.  Resistance    La  resistance. 

19.  Polarity   La  polarite. 

20.  Positive  pole   Le  pole   positif. 

21.  Negative  pole   Le  pole  negatif. 

22.  Alternation  L'alternance,   /. 

23.  Spark L'etincelle,  /. 

24.  Spark  gap L'etincelle    equivalente. 

25.  Inverse    L'inverse,  m. 

26.  Induction   L'induction, /. 

27.  Shunt   En  derivation. 

28.  Arc   L'arc,  m. 

29.  Vacuum Le  vide. 

30.  Velocity    La  vitesse. 

31.  Ground-wire    Le  fil  de  terre. 

32.  Series  connection  ...  La  connexion    en    serie. 
ZZ.  Parallel  connection..  La  connexion    en    paral- 

lele. 

34.  Phase   La  phase. 

35.  "Step-up"    L'elevateur  de  tension,  m. 

Z(>.  "Step-down"   L'abaisseur  de  tension,  m. 

Z7.  Frequency  La  frequence. 

38.  Electron    L'electron,  m. 

39.  Circuit    Le  circuit. 

40.  Make.   To    (circuit).  Fermer.  (Le 

41.  Break.  To    (circuit).  Ouvrir.  circuit.) 

42.  Revolution    Le  tour. 

43.  Terminal   La  borne. 

44.  Size    La  dimension. 

45.  Shape    La  forme. 

46.  Position    La  position. 

47.  Angle   L'angle,  m. 

48.  Weight    Le  poids. 

49.  Length   La  longueur. 

50.  Width    La  largeur. 

51.  Thickness    L'epaisseur,  /. 

52.  Density    La  densite 

53.  Atomic  weight    Le  poids  atomique. 

54.  Distance    La  distance. 

55.  Color    La  couleur. 

56.  Depth   La  profondeur. 

57.  Radiation    La  radiation. 

58.  Absorption    L'absorption,  /. 

59.  Time    Le  ternps. 

60.  Exposure    L'exposition,  /. 

61.  Reduction    La  reduction. 

62.  Metal    Le  metal. 

63.  Coal  gas    Le  gaz  d'eclairage. 

64.  Ether  vapor  La  vapeur    d'ether. 

65.  Alcohol  vapor  La  vapeur  d'alcool. 

66.  Mercury   Le  mercure. 

67.  Lead   Le  plomb. 

68.  Copper   Le  cuivre. 

69.  Iron   Le  f er. 

70.  Steel   L'acier,    m. 

71.  Aluminium    L'aluminium,  m. 

72.  Tin    L'etain,  m. 

7Z.  Brass    La  laiton. 

74.  Vertical    Vertical,  e. 

75.  Horizontal  Horizontal,  e. 

76.  Oblique    Oblique. 

77.  Round    Rond,  e. 

78.  Square    Carre,  e. 

79.  Circle    Le  cercle. 

80.  Black    Noir,  e. 

81.  White    Blanc,  he. 

8J.  Violet  Violet,  te. 

83.  Indigo    Indigo. 

84.  Blue    Bleu,  e. 
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5.  Green    Vert,  e. 

6.  Yellow    Jaune. 

j7.  Orange    Orange,  e. 

;8.  Red  Rouge. 

'9.  Fluorescence    La  fluorescence. 


PHOTOGRAPHY 


PHOTOGRAPHIE 


1.  Plate La  plaque ;    le   cliche. 

2.  Film    Le  film. 

3.  Tank   La  cuve. 

4.  Tray  La  cuvette. 

5.  Developer   Le  revelateur. 

6.  Fixer    Le  fixateur. 

7.  Reducer    L'affaiblisseur. 

8.  Intensifier   Le  renf orqateur. 

j  9.  Dark-room    La  chambre   noire. 

'10.  Red  lamp    La  lanterne    rouge. 

IL  Paper   Le  papier. 

12.  Print   Le  positif. 

13.  Envelope    L'enveloppe,  /. 

14.  Box    La  boite. 

15.  Lead  box   La  boite  plombee. 


APPARATUS 


APPAREILLAGE 


1.  Transformer    Le  transformateur. 

2.  Induction  coil   La  bobine. 

3.  Table La  table. 

4.  Tube    Le  tube. 

5.  Valve  tube   La  soupape. 

6.  Rheostat    Le  rheostat. 

7.  Switch    Le  coupe-circuit. 

8.  Time   switch    Le  relais  a  temps. 

9.  Fuses    Les  plombs    (fusibles) . 

10.  Wire    Le  fil. 

11.  Interrupter   L'interrupteur,  tn. 

12.  Foot-switch    La  commande  a  pedale. 

13.  Milliammeter    Le  milliamperemetre. 

14.  Level    Le  niveau. 

15.  Screen    L'ecran,  vi. 

fluorescent    fluorescent. 

reinforcing    renforgateur. 

16.  Diaphragm    Le  diaphragme. 

17.  Pulley    La  poulie. 

18.  Counterweight Le  contrepoids. 

19.  Cone    Le  limitateur. 

20.  Tube-shield   La  cupule. 

21.  Tube-holder   L'etrier,   m. 

22.  Tube-stand    Le  pied. 

23.  Filament    Le  filament. 

24.  Sand-bag Le  sac  de  sable. 

25.  Plate-holder    Le  chassis. 

26.  Armature    L'armature,  /. 

27.  Gloves     Les  gants. 

28.  Apron    Le  tablier. 

29.  Glasses    Les  lunettes. 

30.  Binding-post    L'antenne,  tit. 

31.  Condenser Le  condensateur. 

32.  Nail   Le  clou. 

33.  Screw  , La  vis. 

34.  Nut   L'ecrou,  vt. 

35.  Bolt    Le  boulon. 

36.  Insolation    L'isolement,  in. 

37.  Reel    L'enrouleur,  m. 

38.  Clock    L'horloge,  /. 

39.  Watch    La  montre. 


40.  Instrument    L'instrument,  m. 

41.  Trolley    Le  trolley, 

42.  Stool    Le  tabouret. 

43.  Chair    La  chaise. 

44.  Tool    L'outil,  m. 

45.  Screwdriver    Le  tournevis. 

46.  Pliers    La  pince. 

47.  Needle   L'aiguille,  /. 

48.  Casette    Le  chassis  porteecran. 

49.  Illuminating  box    ...  Le  negatoscope. 

50.  Ink    L'encre,  /. 

51.  Tattoo  ink   L'encre  a  tatouer. 

52.  Handle La  poignee. 

53.  Flame    La  flamme. 

54.  Regulator    Le  regulateur. 

55.  Floor    Le  plancher. 

56.  Wall    Le  mur. 

57.  Ceiling  Le  plafond. 

58.  Knife    Le  bistouri. 

59.  Scissors    Les  ciseaux,  m. 

60.  Forceps    La  pince. 

61.  Pointer    L'aiguille    indicatrice,    /. 

62.  Magnet    L'aimant,  m.^ 

63.  Compress   La  compresse. 

64.  Towell   La  serviette.  '^ 

65.  Cloth    Le  champ.      | 

66.  Blanket    Le  drap. 

67.  Pillow    L'oreiller,  m. 


PHRASES 


PHRASES 


1.  Will   you?    Voulez-vous? 

2.  Please    S'il  vous  plait. 

3.  Hold    your    breath..  Ne  respirez  plus. 

4.  Breathe    quietly    Respirez    doucement. 

5.  Take  a  deep  breath.  Respirez  fort. 

6.  Cough    Toussez. 

7.  Hold  perfectly  still..  Ne  bougez  plus. 

8.  Turn    around    Tournez-vous. 

9.  Move   to   the   right..  Allez  a  droite. 

10.  Move  to  the  left Allez  a  gauche. 

11.  Get  on  the  table Montez  sur  la  table. 

12.  Lie   on  your  back. . .  Couchez-vous  sur  le  dos. 

13.  Lie  on  your  stomach.  Couchez-vous      sur     le 

ventre. 

14.  Lie     on     your     right  Couchez-vous  sur  le  cote 

side    droit.                           ^  , 

15.  Lie  on  your  left  side.  Couchez-vous  sur  le  cote 

gauche. 

16.  Turn  over    Retournez-vous. 

17.  Move     toward     the  Remontez  plus  haut  sur 

head  of  the  table..  la  table. 

18.  Move      toward      the  Descendez    plus   bas    sur 

foot  of  the  table..  la  table. 

19.  Bend   vour    elbow...  Pliez  le  coude. 

20.  Bend    your    knee....  Pliez  le  genou. 

21.  Turn      your      hand 

over    Tournez  la  mam. 

22.  Open    your    mouth..  Ouvrez  la  bouche. 

23.  Close  your  mouth...  Fermez  la  bouche. 

24.  Draw     in      the     ab- 

domen      Rentrez   le   ventre. 

25.  Fill  out  the  abdomen .  Gonflez   le  ventre. 

26.  Relax    Laissez-vous  aller. 

27.  Where      a  r  e      y  o  u  , ,      . , 

hurt  ?    Oil  etes-vous  blesse  ? 

28.  Is  it  very  painful?..  Souflfrez-vous  beaucoup? 

29.  Do  I  hurt  you? Est-ce  que  je  vous   fais 

mal? 
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PERSONEL 


LE    PERSONNEL 


30.  What  wounded  3-ou?.  Par    quoi    avez-vous    ete 

blesse? 

31.  Have     you     had     an 

X-ray     examina-  Avez-vous     d  e  j  a    passe 

tion  ?     aux  rayons  X  ? 

32.  How    many   times?..  Combien  de  fois? 

33.  It  is  a  bullet C'est  une  balle. 

34.  It    is    shrapnel C'est  une  balle  de  shrap- 

nel. 

35.  It     is     a     shell-frag- 

ment      C'est  un  eclad  d'obus. 

36.  When      were      you  Quand     avez-vous     ete 

wounded  ?   blesse  ? 

37.  Do   not  be  afraid...  N'ayez  pas  peur. 

38.  I  will  not  hurt  you..  Je  ne  vous  ferai  pas  de 

mal. 

39.  Drink    this Buvez  ceci. 

40.  When  I  tell  you Quand  je  vous  le  dirai. 

41.  Hold     the     glass     in  Prenez  le  verre   dans  la 

your    left    hand...  main  gauche. 

42.  Turn  off  the   light..  fiteignez. 

43.  Turn   on   the    light..  Allumez. 

44.  A  little  more  current.  Un  pen  plus  de  courant. 

45.  A  little  less  current.  Un   peu   moins   de   cour- 

ant. 

46.  More  penetration Plus  dur. 

47.  Less    penetration....  Moins  dur. 

48.  The  tube  is  too  hard.  Le  tube  est  trop  dur. 

49.  The  tube  is  too  soft.  Le  tube  est  trop  mou. 

50.  Shut   the    door Fermez  la  porte. 

51.  Toward    you Vers  vous. 

52.  Toward    me Vers  moi. 

53.  To  your  right A  votre  droite. 

54.  To  your  left A  votre  gauche. 

55.  You  are  just  right...  Vous  y  etes. 

56.  This    is    the    nearest  C'est    le    point*  le    plus 

point  proche.  ^ 

57.  There      are      several  II    y    a    plusieurs    frag- 

fragments    ments. 

58.  There  is  some  metal-  II    y    a    des    poussieres 

lie   dust metalliques. 

59.  It  is  smooth II  est  lisse. 

60.  It    is    irregular II  est  irregulier. 

61.  Do  you  see  it? Le  voyez-vous? 

62.  How   long   have  you  Depuis  combien  de  temps 

been  ill?    etes-vous  malade? 

63.  Take  off  your  clothes  Deshabillez-vous. 

64.  Put   on   your   clothes  Rhabillez-vous. 

65.  Sit   down    Asseyez-vous. 

66.  Stand   up    Levez-vous. 


PERSONEL 

1.  Patient    

2.  Wounded  patient 


LE    PERSONNEL 

Le  malade. 
Le  blesse. 


3.  Soldier  Le  soldat. 

4.  Officer    L'officier,  m. 

5.  Litter-bearer    Le  brancardier. 

6.  Anaesthetist    '. . . .  L'anesthesiste,   m. 

7.  Surgeon   Le  chirurgien. 

8.  Assistant     L'aide,  m. 

9.  Nurse 

male L'infirmier,   w. 

female L'infirmiere,  /. 

10.  Sister    La  soeur. 

11.  Technician    Le  rnanipulateur. 

12.  Radiologist  Le  radiologiste. 

13.  Photographer Le  photographe. 

14.  Electrician   L'electricien,  m. 

15.  Stenographer   La  dactylographe. 

16.  Orderly    L'ordonnance,    m. 


WEIGHTS 
AND    MEASURES 


POIDS 

ET   MESURES 


1  Grain   (Av.)    64,8  milligrammes. 

15.4324  Grains    1  gramme. 

1  Pound  0,453592  kilogramme. 

1.10231    Pounds    1  livre. 

2.20462   Pounds    1  kilogramme. 

14  Pounds  =  1   Stone..  6,350288  kilogrammes. 


0.0393  Inches    1  millimetre. 

0.393     (approx.     2/5) 

Inches    1  centimetre. 

3.93   Inches    1    decimetre. 

12   Inches  =   1    foot....  0,304801  metre. 

3.   Feet   =    1   yard 0.914402  metre. 

3  Feet  3.37  Inches 1  metre. 

3280.8     Feet      (aporox. 

0.621  Mile)    1  kilometre. 

5280  Feet  =  1  Mile....  1.60935  kilometre. 


1  Minim  0.061610  c   c. 

1  dram  =  60  minims...  3.696  c   c 

1  Fluidounce  =  8  drams  29.573  c   c. 
16  Fluidounces  =  1  Pint  473.17  c   c. 

2  Pints  =  1  Quart 946.33  c   c. 

1.05671    Quarts    1  litre. 

1     Quart.     1  Fluidounce, 

391.1   Minims    1  litre. 

4  Quarts  =  1  Gallon...  3.785S3  litres 
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The  Camp  Greenleaf  Meeting 

The  nineteenth  annual  meeting  of  the 
American  Roentgen  Ray  Society,  held  at 
Camp  Greenleaf,  Fort  Oglethorpe,  Geor- 
gia, on  September  6,  7,  8,  and  9,  was  a 
most  interesting  one,  due  in  part  to  the 
historical  setting  and  the  military  sur- 
roundings. The  attendance  of  members 
was  larger  than  expected  and  was  greatly 
augmented  by  instructors  and  students 
from  the  various  special  schools  of  medical 
instruction  there  located,  especially  from 
the  school  of  Military  Roentgenolog}^ 
The  following  program  was  presented; 
and  papers  will  be  published  in  forthcoming 
issues  of  the  Journal. 


Wednesday,  September  4th 

Morning  Session — 9  a.m. — at 
Camp  Greenleaf 

1.  ADDRESS 

By  the  Commandant,  Camp  Greenleaf 

2.  THE  ROENTGEN  RAYS  IN  THE  DIAG- 
NOSIS OF  CHRONIC  APPENDICITIS  AND 
OTHER  CONDITIONS  IN  THE  APPEN- 
DICULAR REGION 

Geo.  C.  Pfahler,  M.D.,  Philadelphia,  Pa.* 

3.  LESIONS    AT    THE    DUODENO-JEJUNAL 

ANGLE 

Harry  M.  Imboden,  M.D.,  New  York  City 

4.  ROENTGEN  RAY  EXAMINATION  OF  THE 

URETERS 

John  H.  Edmonson,  M.D.,  Birmingham,  Ala. 

5.  DIAGNOSTIC  ERRORS  FROM  OVER- 
LOOKING SIMULTANEOUS   LESIONS 

A.  W.  Crane,  M.D.,  Kalamazoo,  Mich. 

6.  COOPERATION  BETWEEN  THE  ROENT- 
GENOLOGIST     AND      OTHER      MEDICAL 

OFFICERS 

Captain  M.  B.  P.\lmer,  M.C,  U.S.A. 

Afternoon  Session — 1.30  p.m. — at 
Camp  Greenleaf 

1.  OSTEOMYELITIS 

Major  F.  H.  Baetjer,  M.C,  U.S.A. 

2.  HISTOLOGICAL  APPEARANCES  IN  A 
SERIES  OF  BONE  TUMORS  COMPARED 
WITH    THE    ROENTGEN    RAY   FINDINGS 

Major  L.  T.  Le  Wald,  M.C,  U.S.A. 

3.  OSTEOxMALACIA ITS       ROENTGENO- 

GRAPHIC    APPEARANCE    AND     CLASSI- 
FICATION 

Geo.  W.  Holmes,  M.D.,  Boston,  Mass. 

4.  SOME  OBSERVATIONS  OF  MASTOID 
STRUCTURE  AS  REVEALED  BY  ROENT- 
GEN   RAY    EXAMINATION.^ 

Isaac  Gerber,  M.D.,  Providence,  R.  I. 

5.  THE  X-RAY  INDICATIONS  FOR  EXTRAC- 
TION OF  TEETH 

Byron  C  Darling,  M.D.,  New  York  City 

*Read  by  title  only. 
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6.  A  ROENTGENOLOGICAL  CONTRIBUTION 
TO  THE  POSSIBLE  CAUSE  OF  HEREDI- 
TARY OPTICAL  ATROPHY 

H.  K.  Pancoast,  M.D.,  Philadelphia,  Pa. 

Evening  Session — 8  p.m. — at 
Hotel  Patten 

executive  session followed  by 

lantern  slide  demonstration 
inspection  of  commercial  exhibits 

Thursday,  September  5th 

Morning  Session — g  a.m. — at 
Camp  GreenleaJ 

EXECUTIVE   SESSION 
SCIENTIFIC  SESSION 

I. "^MOBILE  X-RAY  APPARATUS 

Lieut.  Colonel  A.  C.  Christie,  M.C,  U.S.A. 

2.  LOCALIZATION  OF  FOREIGN  BODIES, 
WITH  SPECIAL  REFERENCE  TO  INFOR- 
MATION GIVEN  TO  THE  SURGEON 

Major  Percy  Brown,  M.C,  U.S.A. 

3.  SIMPLIFIED  ADAPTATION  OF  CROSS- 
SECTION  ANATOMY  LOCALIZATION 

Captain  E.  S.  Blaine,  M.C,  U.S.A. 

4.  THE  TRAINING  OF  MANIPULATORS 

Major  H.  E.  Ashbury,  M.C,  U.S.A. 

5.  INTERPRETATION     BY     A      LINEAR 

METHOD 

Major  A.  W.  George,  M.C,  U.S.A. 

6.  HYDRO-PNEUMO-CRANIUM  AND  AL- 
LIED   PHENOMENA,    WITH    REPORT   OF 

A   CASE 

H.  E.  Potter,  M.D.,  Chicago,  111. 

Afternoon  Session — 1.30  p.m. — at 
Camp  GreenleaJ 

1.  STREPTOCOCCUS    EMPYEMA A  STUDY 

OF  THE  CONDITION  AS   REVEALED   BY 

THE  X-RAY 

Major  W.  H.  Stewart,  M.C,  U.S.A. 

2.  SOME  NON-TUBERCULUS  PULMO- 
NARY  LESIONS 

Major  A.  W.  Gray,  M.C,  U.S.A. 

3.  CONCERNING    A     ROENTGENOLOGICAL 
CONCEPTION   OF   PULMONARY  TUBER- 
CULOSIS 

F.  S.  BissELL,  M.D.,  Minneapolis,  Minn. 


4.  THE  UNSUSPECTED  FOREIGN  BODY  AS 

A      FREQUENT      CAUSE      OF      CHRONIC 

BRONCHITIS 

D.  R.  BowEN,  M.D.,  Philadelphia,  Pa. 

5.  PLEURITIS     FROM     THE     STANDPOINT; 
OF    THE    PATHOLOGIST  \ 

Major  R.  E.  Keilty,  M.C,  U.S.A. 

6.  THE  VALUE  OF  THE  ROENTGEN  RAY 
EXAMINATION  IN  STUDYING  THE 
COURSE  OF  PULMONARY  AND  CARDIAC 

PATHOLOGY 

Major  L.  G.  Cole,  M.C,  U.S.A. 

7.  THE       SIGNIFICANCE       OF       ANNULAR 

SHADOWS   ON   CHEST  PLATES 

William  A.  Evans,  M.D.,  Detroit,  Mich. 

Evening  Session — 8  p.m. — at 
Hotel  Patten 

ANNUAL   DINNER. 
INSPECTION    OF    COMMERCIAL    EXHIBITS.! 

FRIDAY,    SEPTEMBER  6tH 

Morning  Session — 9  a.m. — at 
Hotel  Patten 

EXECUTIVE   SESSION 

SCIENTIFIC   SESSION  ; 

1.  THE  USE  AND  ABUSE  OF  ROENTGEN' 

RAY  TUBES 

C  N.  Moore,  Schenectady,  N.Y. 

2.  THE  PRACTICAL  USE  OF  THE  WHEAT- 
STONE    STEREOSCOPE 

H.  C  Snook,  Chicago,  111. 

3.  THE     PHOTOGRAPHIC     MEASUREMENT 

OF   X-RAY  DOSAGE 

L.  P.  Larkin,  Ithaca,  N.Y. 

4.  THE  PHYSICAL  CHARACTERISTICS  OF 
FLUORESCENT  INTENSIFYING  SCREENS 
AS  APPLIED  TO  ROENTGENOLOGY 

M.  B.  Hodgson,  Rochester,  N.Y. 

5.  ROENTGENOLOGY     IN     ITS     RELATION 

TO   ORTHOPEDIC   SURGERY 

Major  John  Ridlon,  M.C,  U.S.A.* 

6.  SKIN  LESIONS  IN  SOLDIERS  SUCCESS- 
FULLY TREATED   BY  ROENTGEN   RAYS 

G.  M.  McKee,  M.D.,  New  York  City* 

*  Read  by  title  only 
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AJternoon  Session — 1.30  p.m. — at 
Hotel  Patten 

1.  X-R.\Y   WORK   IN  THE   NAVY 

L.  Marsh  Dalloway,  P.A.Surg.,  U.S.N.R.F. 

2.  A  RESUME  OF  THE  ROENTGEN  FIND- 
INGS OF  205  CHEST  EXAMINATIONS 
AT  A  BASE  HOSPITAL  IN  FRANCE 

Lieutenant  R.  G.  .\llison,  ^LC.,  U.S.A.* 

3.  LE     MAL     DES      IRRADIATIONS     PENE- 

TRANTES  [The  penetrating  Irradia- 
tions Sickness]  * 

MEDEax  A.  Beclere  of  the  Academy  of  Medicine, 
Paris 

4.  ADDRESS  AU  MEDECINE  RADIOLO- 
GISTES    DE    LA    SOCIETE    AMERICAINE 

ROENTGEN  [Greetings  to  the  Ameri- 
can Roentgen  Ray  Society]  * 

Medecin-Major  (first  class)  Haret 


PERTHES 

TIS 


DISEASE OSTEOCHONDRI- 


Lieut.  E.  L.  Jenkinson,  M.C,  U.S.A.* 

*  Arriving  too  late  to  be  read  in  their  entirety,  the  starred  numbers 
were  read  by  title  only — as  was  also  a  paper  on  the  "Instruction  of 
War  Roentgenologists"  by  Major  Ledoux-Lebard  of  Tours,  France, 
which  appears  in  this  issue  of  the  Journal. 


Another  Avenue  of  Conservation 

The  especial  attention  of  all  users  of 
Roentgen  Ray  tubes  is  directed  to  the  re- 
quest for  platinum  which  is  made  by  the 
War  Industrial  Board  and  which  is  printed 
on  page  478  of  this  number  of  the  Journal. 
Platinum  is  found  in  all  gas  tubes  in  the 
"seal  in"  portion  of  the  terminals.  All  of 
us  have  a  nmnber  of  gas  tubes  which  are 
punctured,  broken,  cranky  or  for  some 
other  reason  have  been  passed  to  the  junk 
pile.  The  Board  urges  that  the  platinum 
in  these  tubes  be  recovered  and  made 
available  for  government  purpose. 

Greeting 

The  Western  Roentgen  Ray  Society  felt 

that  it  would  fill  a  wider  field  of  usefulness 
by  having  its  own  official  organ.  Accord- 
ingly they  have  put  forth  The  Journal 
OF  Roentgenology.  The  May  Number 
being  Number  i  of  Volume  i  we  bid  it 
welcome  to  the  field  of  American  roent- 
genological journalism  and  hope  it  may 
have  a  steady  growth  and  a  useful  career. 


rRAKSLAriOKS  &'  ABSTRACTS 


Pool,  E.  H.,  Lee,  B.  J.,  and  Dineen,  P.  A., 
Surger}'  of  Soft  Parts,  Bones,  and  Joints. 
At  a  Front  Hospital.  (Surg.,  Gynec.  &"  Obst., 
Vol.  XXVII,  No.  3,  1918,  p.  289.) 

"The  Ambulance  I'Ocean  at  La  Panne, 
Belgitim,  under  the  management  of  Colonel 
Depage,  is  one  of  the  best  known  hospitals  in 
Europe. " 

"La  Panne  is  a  small  summer  resort  on  the 
coast  of  Flanders,  East  of  Dunkerque  and 
Calais  and  about  six  miles  from  Nieuport- 
Bains,  which  marks  the  northern  limit  of  the 
Western  Front.  It  is  composed  of  a  former 
hotel  wnth  surrounding  villas  and  a  ntimber  of 
recently  built  wooden  barracks.  It  can  accom- 
modate about  1,000  patients.  An  auxiliary 
hospital  is  in  course  of  construction  at  Vinckem, 
about  nine  miles  south  of  La  Panne,  and  about 
six  miles  west  of  Dixmude,  the  center  of  the 
Belgian  lines.  The  hospital  at  Vinckem  con- 
sists of  frame  buildings  of  the  barrack  type. 
It  is  planned  for  1,400  beds  and  can  be  readily 
expanded  to  a  larger  capacity." 

The  admitting  officer  is  a  roentgenologist 
who  is  also  the  director  and  is  responsible  for 
the  cooperation  of  -the  assistants  and  the 
coordination  of  the  work. 

The  roentgenological  department  is  of  neces- 
sity one  of  the  most  important  features  in 
such  a  hospital.  Practically  all  cases  must  pass 
through  it,  and  the  results  of  the  early  opera- 
tions depend  largely  upon  the  thoroughness  of 
the  roentgenologist's  examination  and  the 
accuracy  of  his  findings  and  report.  The 
efficiency  of  such  a  department  depends  largely 
upon  the  abiHty  and  trustworthiness  of  the 
man  doing  the  work.  At  La  Panne  a  roent- 
genologist is  always  on  duty. 

A  patient  is  taken  to  the  x-Ta.y  room  as 
soon  as  possible  after  admission,  before  or 
after  being  put  to  bed  according  to  the  indi- 
cations of  the  case.  The  routine  method  em- 
ployed in  a  new  case  depends  upon  the  site  of 
injury.  Thus,  in  difficult  cases,  such  as  shoulder, 
hip,  gluteal  region,  thigh,  thorax,  and  abdomen, 
the  bathymetre  of  DessaneS  is  used.  For  the 
craniiun,  plates  are  always  made  at  once, 
because  it  is  often  difficult  to  recognize  small 
foreign  bodies.  For  simple  cases,  such  as  leg, 
forearm  and  arm,  the  Ledoux-Lebard  bonnet 


is  employed;  the  part  is  examined  from  differ- 
ent angles  and  the  depth  estimated.  In  most 
cases,  an  effort  is  made  to  cause  the  foreign 
body  to  move  during  fluoroscopy.  For  this 
purpose,  pressure  is  made  on  the  skin  over  the 
foreign  body  ^dth  the  tip  of  a  curved  metal 
rod.  Where  the  foreign  body  moves  most  freely, 
it  is  probably  closest  to  the  skin. 

In  an  incredibly  short  time,  Dr.  Peremans 
localizes  all  eclats.  He  marks  on  the  skin  the 
point  under  which  each  one  lies,  making  the 
mark  as  nearly  as  possible  in  the  line  of,  or. 
in  relation  to,  the  probable  incision.  This  is 
usually  quite  accurately  done  because  the 
roentgenologist  in  question  has  a  good  knowl- 
edge of  war  surgery  and  keeps  in  close  touch 
with  the  surgical  work  of  the  institution.  Such 
cooperation  between  the  surgical  and  roent- 
genological departments  is  of  great  value,  but 
it  necessitates  the  employment  of  a  broadly 
trained  medical  man  as  roentgenologist.  It 
appears  imperative  in  a  hospital  doing  a  large 
amount  of  work. 

On  the  history  chart,  which  has  already  been 
filled  out,  is  made  a  note  somewhat  as  follows: 
"Right  thigh,  eclat  10x55  millimetres,  65 
millimetres  in  depth,  under  the  point  marked 
on  skin."  Or  in  a  case  with  fracture,  "left  leg, 
fracture  of  both  bones,  middle  third,  much 
comminution." 

Plates  of  fractured  bones  are  also  made,  as  a 
rule,  at  the  time  of  the  first  examination. 
If  the  operator  \\dshes  further  information.  Dr. 
Peremans  is  always  available  and  goes  to  the 
operating  room  where  his  advice  is  often  of 
much  value.  With  experience  the  operator 
acquires  the  knack  of  finding  foreign  bodies 
quite  readily  when  they  have  been  localized 
as  above  indicated.  One  should  remember, 
however,  to  mark  with  a  scalpel  the  points 
indicated  on  the  skin  before  painting  vnth 
iodine.  For  localization  in  later  cases,  especially 
in  difficult  regions,  such  as  thorax,  brain  or  pel- 
vis, reliance  is  placed  chiefly  on  the  Hirtz 
compass.  We  saw  astonishingly  accurate  locali- 
zations by  this  method.  One  of  us  removed  an 
eclat  about  one  centimeter  in  diameter  from 
the  psoas  muscle  within  the  pelvis  through  a 
trephine  opening  in  the  ileum.  The  foreign 
body  had  been  localized  exactly  as  to  depth  and 
closely  as  to  direction  by  this  method.   We 
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likewise  saw  a  small  eclat,  which  lay  at  the 
base  of  the  brain  in  the  middle  fossa,  removed 
through  a  trephine  opening  in  the  temporal 
region.  In  this  case,  the  central  rod  of  the 
Hirtz  compass  was  introduced  to  the  depth 
and  in  the  direction  established  before  the 
operation,  the  legs  of  the  compass  being  on 
the  respective  points  previously  marked  on  the 
skin.  A  powerfid  electromagnet  was  then 
placed  in  contact  wnth  the  rod  which  was 
withdra-«Ti.  Attached  to  it  was  the  foreign 
body. 

For  the  late  removal  of  foreign  bodies  from 
regions  in  which  the  field  of  dissection  is  not 
of  necessity  Umited,  especially  for  very  small 
foreign  bodies,  the  method  of  Ombredanne- 
Ledoux-Lebard  is  often  employed.  For  this 
purpose  an  operating  room  is  attached  to  the 
x-ray  Department.  The  room,  which  can  be 
darkened  by  shades,  is  next  to  the  night 
operating  room,  from  which  supplies  are 
furnished.  The  table  is  the  Ledoux-Lebard 
pattern  with  bulb  beneath,  and  protected  on 
three  sides  by  lead  aprons. 

Plates  are  always  made  in  examinations  sub- 
sequent to  the  initial  fluoroscopic  obser\'ation. 
In  the  case  of  fractures,  frequent  obser\'ations 
are  made. 

A  movable  apparatus  is  available  for  use  in 
the  wards.  For  the.  localization  of  foreign 
bodies  it  is  little  used.  Even  bad  cases  are 
brought  to  the  X-ray  room,  because  localization 
is  much  better  done  on  a  fixed  table.  For 
fractvires,  however,  the  movable  apparatus  is 
imperative;  proper  treatment  in  a  large  pro- 
portion of  cases  demands  frequent  x-tslv 
■examinations  ■v\dthout  disturbing  the  patient. 

Records  of  plates  for  filing  with  histories  are 
made  on  tracing  paper.  The  bones  are  filled  in 
with  a  soft  carbon  pencil  and  this  is  covered 
with  varnish  to  prevent  smearing.  ^  Beautiful 
and  quite  accurate  records  are  thus  made. 

The  roentgenological  department  is  man- 
aged by  two  doctors  (Dr.  Henrad  and  Dr. 
.  Peremans),  assisted  by  two  brancardiers,  who 
•develop  the  plates.  There  is  no  clerk  or 
stenographer. 

An  estimate  of  the  work  demanded  may  be 
had  from  the  following  figures : 

650  consecutive  cases;  no  patients  a;-rayed 
with  plates,  average  3  plates;  35c  fluoroscopic 
'examinations. 

The  apparatus  is  the  grand  Contact  Tour- 

'  Venice  turpentine  6%   per     cent,  in  alccJcl. 


nant  de  Gaiffe,  220  volts,  direct.  Coolidge  tubes 
are  used  exclusively.  The  Bilot  table  is  used 
in  the  main  room,  the  Ledoux-Lebard  table  in 
the  operating  room." 

Japiot.    The    Posterior    Malleolus.    {Pr ogres 
med.,  March,  1918,  p.  104.) 

The  author  gives  the  name  of  posterior 
malleolus  or  the  third  malleolus  to  the  posterior 
lip  of  the  tibia,  a  bony  projection  which  very 
plainly  projects  farther  do\\Ti  than  the  anterior 
border  of  the  bone.  He  claims  that  the  posterior 
malleolus  impedes  displacement  of  the  foot 
posteriorly  when  jiunping. 

For  the  roentgenographic  examination  of 
the  posterior  malleolus,  two  plates  are  neces- 
sar}%  one  anteroposterior  and  one  lateral. 
For  the  lateral  plate,  the  internal  malleolus 
rests  on  the  plate  and  the  tube  is  centered  over 
the  middle  of  the  joint  space.  For  the  antero- 
posterior plate  the  heel  rests  on  the  plate  and 
the  tube  is  centered  over  the  middle  of  the  joint 
space.  To  show  better  the  posterior  malleolus 
it  is  very  good  to  have  a  small  sand  bag  under 
the  heel. 

In  the  lateral  roentgenograph  the  shadow 
of  the  posterior  malleolus  is  superimposed  upon 
the  shadow  of  the  exterior  malleolus  from  which 
it  is  very  difficult  to  differentiate  when  there 
is  a  fracture  present.  To  differentiate  between 
the  two,  it  is  necessary  to  trace  the  contour 
of  the  malleolus  and  the  posterior  surface  of 
the  third  malleolus  by  tracing  down  the  poste- 
rior border  of  the  tibia.  In  tracing  the  anterior 
border  of  the  third  malleolus  in  the  anterior 
posterior  plate,  two  landmarks  are  found;  the 
posterior  lip  of  the  tibial  surface  and  the  pos- 
terior tubercle  of  the  tibiofibular  groove. 

The  posterior  lip  of  the  tibial  surface  is 
almost  parallel  to  the  other  lines,  which  are 
the  articular  surface  itself  and  the  astragalus. 
If  the  foot  is  sufficiently  elevated  the  posterior 
lip  is  superimposed  over  the  shadow  of  the 
astragalus  or  the  anterior  malleolus  which 
borders  this  side  of  the  third  malleolus.  Of 
the  two  tubercles  which  border  the  tibiofibidar 
groove,  the  anterior  one,  farthest  away  from 
the  plate,  is  the  greater  and  projects  over  the 
shadow  of  the  fibiila;  the  posterior  one,  closer 
to  the  plate  and  therefore  less  distorted,  is 
more  marked.  It  describes  a  cur\^e  more  accen- 
tuated a  few  millimeters  at  the  side  of  the 
fibula. 
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These  relations  of  the  posterior  tubercle  to 
the  fibula  on  an  anteroposterior  roentgeno- 
graph must  always  be  verv'  carefully  observ^ed. 
It  is  a  very  important  diagnostic  fact  in  the 
condition  of  the  posterior  malleolus  and,  espe- 
cially, by  the  relation  of  the  astragalus  to  the 
lateral  malleoli.  These  findings  are  important 
when  we  have  to  do  vnth  a  fracture  of  the  pos- 
terior border  or  the  third  malleolus  (Destot). 
In  an  important  case  of  a  posterior  fracture 
of  the  foot  and  in  ever\'  fracture  of  both  malleoli 
of  the  ankle  joint,  it  is  very  important  to  ascer- 
tain the  condition  of  the  posterior  malleolus. 
The  fracture  of  the  posterior  malleolus  alone 
is  probably  always  so  rare  because  it  is  not 
sufficiently  looked  for..  It  is  usually  hidden 
under  the  signs  of  a  sprain  and  a  systematic 
roentgenographic  examination  of  a  serious 
sprain  would  without  doubt  reveal  a  much 
larger  nimiber  of  isolated  posterior  fractirres 
of  the  malleolus.  P.  Lund 


Kantor,  John  L.  A  Study  of  Atmospheric  Air 
in  the  Upper  Digestive  Tract.  (Am.  J.  M. 
Sc,  Jime,  1918,  p.  S29.) 

I.  From  the  earliest  ages  of  medicine  the 
presence  of  air  in  the  digestive  tract  has  played 
a  certain  significant  part,  and  the  literature 
on  this  subject  is  very  voluminous.  Hippoc- 
rates wrote  a  book  on  "Winds  and  Flatuosi- 
ties"  and  many  other  ancient  -un-iters  wrote 
extensively  on  this  subject.  In  the  last  century 
men  like  Ewald,  Schultz,  Boas  and  many 
others,  mostly  Germans,  were  interested  in 
the  investigation  of  gases  of  fermentation  and 
putrefaction  in  the  stomach.  Although  these 
contributions  were  interesting,  they  threw 
light  only  on  one  pathological  condition, 
namely,  pyloric  obstruction  with  gastric  fer- 
mentation. Of  far  greater  importance  were 
the  later  experiments  of  Schierbeck,  Giglio, 
and  Yllpo,  showing  that  the  basis  of  gastric 
gases  under  normal  conditions  is  constituted 
by  swallowed  atmospheric  air.  Magendie 
found  that  air-swallo\\dng  was  a  rather  frequent 
and,  in  many  cases,  an  acquired  condition. 
Although  man}'-  great  physiologists  have  stud- 
ied this  question  thoroughly,  it  was  never  fully 
understood  that  air-swallowing  is  a  perfectly 
normal  physiological  process,  until  Bouveret 
in    1 89 1    published   his   experiments   on   this 


subject,  and  his  expression  "aerophagia"  and 
his  views  were  accepted  and  confirmed  by  a 
large  amount  of  workers.  The  .T-ray  observa- 
tions were  first  reported  by  Abrams  in  1898, 
and  later  on  by  a  great  number  of  roentgenolo- 
gists. 

2.  Although  it  is  now  generally  recognized  : 
that  aerophagia  is  a  normal  condition,  there 
is  still  a  doubt  that  the  derivation  of  the  stom- 
ach gases  is  entirely  from  the  atmospheric  air. 
Some  -^Titers  claim  that  this  is  the  case,  while 
others  are  of  the  opinion  that  there  is  a  sudden 
relaxation  of  the  pylorus  wath  regurgitation 
of  intestinal  gases  or  of  alkaline  duodenal 
contents  into  the  acid  stomach  with  a  conse- 
quent liberation  of  carbon  dioxide.  Hoppe- 
Seyler's  theory  is  that  there  is  a  marked  differ- 
ence in  the  amount  of  carbon  dioxide  found  in 
the  stomach  and  in  the  amount  in  the  atmos- 
phere. The  amount  regained  from  the  stomach 
was  at  least  equal  to,  if  not  larger  than,  the 
carbon  dioxide  in  the  atmosphere:  this  is  a 
proof  of  the  old  theory  of  "alimentary  res- 
piration." 

3.  Air  Swallowing. — The  author  found  that 
this  physiological  action  is  present  in  a  great 
majority  of  people;  while  some  people  are 
unable  to  perform  it,  others  do  it  unconsciously 
all  the  time.  This  act  can  either  be  conscious 
or  volitional,  subconscious  or  reflex.  Air  enters 
the  stomach  in  two  ways,  either  with  food  or 
alone.  The  first  way  occurs  in. every  individual 
and  is  a  subconscious  act ;  it  is  found  by  experi- 
menting that  the  second  swallowing  sound, 
heard  over  the  cardia  5-7  seconds  after  deglu- 
tition, was  caused  by  the  entrance  of  air  into 
the  cardia  (Meltzer  and  ICronecker,  1883, 
1887).  Hertz  (1907)  and  Kraus  (1912)  tried  to 
show  iinder  the  fluoroscope  how  the  second 
soimd  was  caused  by  air  penetrating  into  the 
stomach.  To  establish  more  precisely  the  re- 
lation of  penetration  of  air  into  the  stomach 
to  the  swallowing  sound,  the  author  studied 
ten  normal  men  with  a  combined  fluoroscope 
and  auscultating  procedure,  while  giving  them 
the  standard  opaque  meal.  He  found  that  the 
bubble  of  air  was  always  present  on  top  of 
the  food,  while  going  through  the  esophagus, 
and  that  the  second  swallowing  sound  was 
always  heard  with  the  disappearance  of  the 
last  portion  of  food;  it  was,  of  course,  impossi- 
ble to  recognize  as  such  the  passage  of  air  into 
the  stomach  when  it  preceded  and  even  fol- 
lowed the  opaque  shadow,  but  when  a  bubble 
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of  air  was  completely  incorporated  wnthin  the 
bolus  the  characteristic  sound  was  heard  as 
it  passed  the  cardiac  boundary.  When  the 
observation  was  made  in  the  reclining  position, 
a  succession  of  sounds  was  heard  as  the  whole 
bolus  divided  up  in  fractions  and  the  air  also 
passed  through  the  cardia  in  fragments.  The 
production  of  the  swallowing  sound  seems  to 
be  due  to  two  factors:  the  presence  of  air  in 
the  bolus  and  the  force  of  gravity.  If  the  cardia 
is  open  when  the  bolus  of  food  arrives,  some  of 
the  air  may  precede  the  food,  and  so  produce 
the  first  swallowing  sound,  while  if  the  cardia 
is  contracted,  the  air  rises  to  the  top  of  the 
fluid,  and  we  get  only  one  sound,  the  second 
swallowing  sound. 

In  the  fasting  condition  there  is,  as  a  rule, 
no  distinct  Magenhlase  or  air  bubble.  With  the 
first  swallowing  sound  a  clearly  defined  bubble 
of  air  appears  and  increases  in  dimensions  after 
each  swallowing.  In  the  stout  individuals  with 
high  oblique  stomachs  the  Magenblase  appears 
flat,  and  the  swallowing  sound  becomes  fainter 
and  fainter  until  the  air  is  discharged  and  the 
swallowing  soimd  restored.  On  the  other  hand, 
in  individuals  with  ptotic  stomachs,  the  Magen- 
blase retained  its  roiind  form,  and  the  swallow- 
ing sound  was  loud  and  unchanged  throughout 
the  entire  filling. 

The  actual  amount  of  gas  ingested  seems 
to  depend  very  much  on  the  condition  of  the 
cardia.  If  the  swallowing  soimd  is  heard  after 
each  deglutition,  the  cardia  is  patent,  while  if 
it  is  less  relaxed,  a  smaller  amount  of  air  is 
admitted  and  only  one  swallowing  sound  is 
heard  when  the  whole  colimm  of  food  from 
many  deglutitions  enters  the  stomach. 

The  swallowing  of  air  alone  or  "air  gulping" 
is  the  second  way  of  aerophagia;  if  the  cardia 
is  relaxed  and  a  good  force  is  applied  to  a  so- 
called  "empty"  swallow,  one  may  see  the  air 
enter  the  stomach  two  seconds  after  the  empty 
deglutition.  Many  writers  claim  that  certain 
respiratory  phenomena  accompany  the  air- 
swallowing,  but  the  author  finds  that  air  enters 
into  the  stomach  as  easily  during  deep  inspira- 
tion as  in  deep  expiration. 

4.  Fate  of  air  in  the  stomach:  Most  of  the 
air  escapes  through  the  esophagus  by  eructa- 
tion— a  true  reflex  act  caused  by  different 
factors,  such  as  the  intragastric  pressure,  the 
gastrohyperesthesia,  posture,  acidity,  periph- 
eral reflexes,  belching  and  further  aerophagia. 
Some  air  might  escape  into  the  intestines,  or 


be  absorbed  by  the  mucosa,  especially  if  there 
is  oxygen. 

The  siunmary  of  Dr.  Kantor's  experiments 
and  studies  leads  us  to  the  following  few 
main  points: 

1 .  Gaseous  accumulations  in  upper  digestive 
tract  have  atmospheric  air  as  their  basis. 

2.  Air  is  introduced  with  food  or  by  "gulp- 
ing." 

3.  Gra\dty  causes  the  difference  between 
the  swallowing  of  air  and  of  food. 

4.  By  fluoroscopic  observ^ations  it  is  demon- 
strated that  the  so-called  swallowing  sounds 
are  produced  by  the  entrance  of  air  into  the 
stomach. 

5.  The  act  of  deglutition  consists  of  three 
instead  of  two  classic  periods ;  beside  the  bucco- 
pharyngeal and  the  esophageal,  we  have  the 
period  of  the  receptive  relaxation  of  the 
stomach  and  the  inhibition  in  cardiac  tone — 
the  cardiogastric  period. 


Mantoux  and  Magnot.  Les  images  cavitaires 
dans  la  tuberculose  pulmonaire.  (Revue  de 
La  Presse  Medicate.  Arch,  d'' electric  med.) 

The  authors,  experts  in  the  roentgenography 
of  tuberculosis  of  the  lungs,  describe  the  varied 
aspects  of  the  cavity  according  to  its  content 
of  fluid  or  air,  or  to  the  position  of  the  patient. 
These  are  the  shadows  which  Bouchard  de- 
scribed, but  the  present  authors  give  the  fol- 
lowing roentgenographic  interpretations : 

"On  an  area  more  or  less  extensive,  rather 
dense  in  character,  are  seen  darker  lines,  form- 
ing a  series  of  incomplete  circles,  which  super- 
impose on  one  another  and  circumscribe  clearer 
areas.  The  whole  reminds  one  of  cnmibs  of 
bread  well  raised,  with  its  unequal  and  mtdti- 
ple  alveoli;  therefore,  let  us  give  this  the  name 
"bread-crumb  appearance."  At  the  moment 
of  coughing  the  bread-crumb  image  is  liable 
to  change  its  appearance  and  outline. 

Another  appearance  of  cavities  is  described. 
The  shadow^  is  markedly  different,  all  the  clear 
spaces  having  almost  the  same  dimensions, 
about  I  centimeter  in  diameter.  Often  the 
smaller  ones  have  a  polygonal  shape,  and  are 
ver}'  slightly  separated  and  occur  only  a  few 
in  a  group;  they  are  usually  seen  on  a  gray 
shadow  and  on  account  of  their  shape  they 
are  named  the  "honeycomb  appearance." 


494 


Translations  and  Abstracts 


The  "honeycomb"  appears  mostly  in  the 
upper  half  of  the  lungs.  It  is  not  seen  fiuoro- 
scopically  and  is  \asible  only  on  plates.  At  the 
moment  of  coughing  the  "honeycomb"  shadow 
changes  less  in  position  than  the  "bread-crumb" 
shadow. 

These  two  classes  of  roentgenographic  shad- 
ows are  characteristic.  The  "bread-crumb" 
appearance  is  more  frequent  than  the  "honey- 
comb." The  bread-crumb  and  honeycomb 
appearances  coincide  very  often  vrith  the  air- 
bubble  shadow  and  are  found  only  in  one 
of  seven  cases  of  confirmed  fresh  tuberculosis. 


They  did  not  appear  once  in  250  healed  up 
and  suspect  cases  of  tuberculosis. 

The  auscultating  signs  confirm  in  four-fifths 
of  the  cases  the  presence  of  cavities  revealed 
by  bread-cnimb  and  honeycomb  shadows.  The 
post-mortem  examinations  have  constantly 
sho\\m  small  or  middle-sized  cavities  in  the 
region  of  the  lungs  where  the  a;-ray  had  re- 
vealed these  shadows. 

Without  stating  that  the  bread-crumb  or 
honeycomb  shadows  are  'pathognomonic  of 
tuberculous  cavities,  they  might  be  considered 
most  characteristic  signs.  P.  Lund 
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THE  war  has  brought  home  even  to  the 
least  observant  the  enormous  utiHty 
of  roentgen-rays  when  properly  applied. 
The  essentials  of  proper  application  under 
military  conditions  are,  in  the  first  place, 
standardization  of  apparatus,  and,  in  the 
second,  instruction  of  operators.  It  is  a 
matter  of  great  satisfaction  to  the  writer 
to  find  that  the  American  army  is  pro- 
ceeding upon  such  excellent  lines  in  both 
these  respects.  Their  field  apparatus  em- 
bodies the  new  Coolidge  tube  of  the  "Ra- 
diator*' type,  which  possesses  such  marked 
advantages  for  use  with  portable  sets  in 
field  work.  Thus  they  have  an  instrumen- 
tation which  is  at  once  reliable  and  con- 
venient. The  introduction  of  the  Coolidge 
tube  has  entirely  revolutionized  roentgen- 
ray  work,  and  has  opened  up  a  number  of 
fresh  possibilities.  The  gas  tubes,  however 
good  they  may  be  in  themselves,  can  in  no 
way  compete  with  it,  either  from  the  point 
of  view  of  efficiency  or  durability,  and  see- 
ing that  the  tube  is  the  most  crucial  and 
very  often  the  weakest  point  in  the  roent- 
gen-ray  outfit,  it  is  a  pleasure  for  us  over 
here  to  observe  with  what  characteristic 
resolution  and  thoroughness  American 
engineering  has  tackled  the  problem. 

In  the  second  respect,  that  of  teaching 
the  operator,  the  American  method  again 


sets  us  all  a  good  example.  The  establish- 
ment of  teaching  centers  for  roentgen-ray 
medical  officers  is  an  admirable  policy,  and 
it  would  be  well  if  our  British  War  Office 
had  adopted  a  similar  course  of  action; 
but  "better  late  than  never."  We  in  Eng- 
land have  recently  formed  a  "British  As- 
sociation of  Radiology  and  Physiotherapy," 
whose  object  is  to  ensure  .proper  teaching 
for  roentgen-ray  workers.  It  is  hoped  be- 
fore long  to  have  not  only  excellent  teach- 
ing centers  established  in  London,  and 
possibly  also  in  the  provinces,  but  to  enable 
the  student  to  obtain  the  Cambridge 
'Diploma,  in  the  matter  of  which  the  Uni- 
versity has  been  most  helpful  and  sym- 
pathetic. This  movement  ought  to  attract 
many  workers  from  the  Colonies,  and 
possibly  also  from  the  United  States.  One 
aim  of  the  Society  will  be  to  try  to  arrange 
for  the  education  and  regulation  of  lay 
assistants,  a  matter  of  great  importance 
in  view  of  the  unfortunate  encroachments 
which  have  been  made  upon  ptirely  medical 
domains.  It  goes  without  saying  that  the 
work  of  lay  assistants  must  be  carried  out 
under  a  system  of  the  most  complete  con- 
trol and  supervision  by  properly  qualified 
medical  men.  It  is  also  proposed  to  estab- 
lish a  central  institute  for  post-graduate 
teaching,  arranging  for  the  various  hospitals 
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to  cooperate  in  the  scheme.  This  ought  to 
be  welcomed  by  our  visitors  from  overseas. 

Apparatus  for  Rapid  Localization. — War 
conditions  have  also  emphasized  the  need 
for  speed  in  x-ray  examination,  though 
never  at  the  cost  of  precision,  and  the  ex- 
treme importance  of  exact  localization  of 
foreign  bodies  on  the  screen.  The  use  of 
the  screen  for  rapid  diagnosis  at  the  front 
seems  to  be  essential,  as  it  often  happens 
that  there  is  not  time  to  take  roentgeno- 
grams: though  it  must  never  be  lost  sight 
of  that  a  good  negative  is  enormously 
superior  to  any  shadow  on  the  screen, 
however  good  the  latter  may  be.  It  seemed 
advisable,  therefore,  to  construct  an  appa- 
ratus which,  while  enabling  the  most 
precise  localization  of  foreign  bodies  to 
be  carried  out,  should  yet  be  so  simple 
that  any  ordinary  roentgen-ray  worker 
could  be  rapidly  instructed  in  its  use  and 
be  able  in  a  short  time  to  produce  results 
for  the  surgeon.  The  apparatus  which  the 
writer  has  devised  for  this  purpose  con- 
sists in  the  first  place  of  a  couch  or  an  or- 
dinary army  stretcher  with  a  roentgen- 
ray  tube  supported  below,  the  latter  being 
surroimded  by  a  protective  shield  or  con- 
tained in  a  lead-lined  box.  By  means  of 
two  arms  which  are  carried  outside  the 
tube-box  through  a  zigzag  opening,  the 
tube  can  be  raised  and  lowered  easily. 
These  arms  are  attached  to  an  upright 
supporting  pillar  from  the  upper  part  of 
which  is  carried  a  hinged  horizontal  piece 
projecting  over  the  couch  by  a  rack-and- 
pinion  arrangement  moving  in  exact  con- 
formity with  the  tube  below,  so  that  the 
distance  between  them  is  constant.  At 
the  end  of  this  horizontal  piece  is  a  square 
frame  holding  a  hinged  fluorescent  screen 
together  with  the  cross-wire  device,  the 
wires  intersecting  exactly  above  the  spot 
on  the  anticathode  of  the  tube  at  which 
the  rays  originate. 

To  use  this  apparatus,  the  tube  is  first 
roughly  adjusted  to  the  required  position, 
and  the  final  centering  is  done  by  suspend- 
ing a  small  pliunb-bob  from  the  intersec- 
tion of  the  wires.  The  screen  is  then  closed 


down  upon  the  wires,  with  the  plumb-bob 
hanging  two  or  three  inches  below,  and! 
when  the  tube  is  excited,  the  circular: 
shadow  of  the  plumb-bob  is  observed.  By, 
the  ttu^n  of  a  screw  the  point  of  intersec-l 
tion  and  the  center  of  the  shadow  of  thei 
plumb -bob  are  brought  into  relation,  and; 
when  this  has  been  done  the  adjustment  is  I 
perfect,  and  the  tightening  of  a  clamp' 
makes  displacement  impossible.  In  order' 
to  locate  the  foreign  body,  the  patient  is| 
placed  in  position,  and  the  operator,  hold-! 
ing  the  handles  of  the  two  arms  already  j 
described,  moves  the  tube-box  underneath  I 
backwards  and  forwards  and  across,  so  that  j 
the  patient  can  be  examined  if  necessary 
from  head  to  foot.  When  the  foreign  body 
is  detected,  the  apparatus  is  carefully  ad- 
justed until  the  shadow  of  this  foreign 
body  coincides  with  the  intersection  of  the 
cross-wires,  whereupon  the  tube-box  is 
clamped,  the  screen  hinged  back,  and  the 
patient  marked  at  the  point  of  intersec- 
tion, vertically  below  which,  of  course,  the 
foreign  body  is  lying. 

It  remains  to  ascertain  the  depth  of  the 
foreign  body  below  the  surface,  and  the 
manipulation  in  this  case  is  as  simple  as 
in  the  other.  The  screen  is  replaced;  the 
upright  T-piece  is  rotated  counter-clock- 
wise, and  the  tube-box  and  support  are 
thereupon  displaced  to  the  left,  to  the  pre- 
cise distance  of  6  cm.,  thus  causing  the 
shadow  of  the  foreign  body,  which  had 
been  previously  accurately  centered,  to  be 
displaced  to  the  right  of  the  intersection. 
As  the  distance  between  the  tube  and  the 
cross- wires  is  always  known  and  constant 
{e.g.,  50  cm.),  the  displacement  of  the 
shadow  varies  with  the  depth  and  can 
easily  be  calibrated.  To  measure  the 
amount  of  displacement,  a  very  fine  mi- 
crometer wire  is  made  to  travel  across  the 
screen  horizontally,  parallel  with  one  of 
the  fixed  cross- wires,  by  being  attached  to 
the  nut  of  a  two-thread  screw.  When  the 
position  of  this  wire  corresponds  with  that 
of  the  displaced  shadow  of  the  foreign 
body  (or  with  that  part  of  it  which  was 
originally  centered  by  the  cross-wires),  an 
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rrow-head  indicator  on  a  calibrated  scale 

imishes  automatically  the  depth  of  the 

)reign  body,  that  is  to  say,  the  distance 

f  the  foreign  body  from  the  cross-wires 

In  the  supporting  frame.  It  shotdd  be  add- 

d  that  it  is  quite  a  simple  matter  to  ar- 

ange    this    apparatus    for    photography, 

'ither  for  the  single  picture  or  the  stereo- 

icopic  pair.  The  point  where  the  wires  in- 

ersect  indicates  the  vertical  ray,  and  this 

)eing  directly  over  the  area  which  is  to  be 

i)hotographed,  a  little  mark  can  be  made 

:)n  the   skin  vertically   below   the   cross- 

Ivires,  the  horizontal  arm  in  its  entirety 

hen  swimg  back,  the  plate  in  its  holder 

)laced  as  usual  in  this  position  on  the  pa- 

,,ient's  skin,  and  the  exposure  made,  to- 

ijether  with  a  second  exposure  after  the 

.;ube  shift. 

I  Proposed  LocaUzing  Statid  for  Working 
I'vith  the  Tube  w  Three  Positions. — In  order 
otill  further  to  simplify  and  "mobilize"' 
;liis  method  of  localization,  the  author 
proposes  constructing  a  tube-and-screen 
stand,  which  shall  move  on  castors  so  as 
to  permit  of  ready  manoeuvre  in  any  rela- 
tion to  the  couch.  This  stand  will  have 
near  its  base  an  arm  carrying  the  tube, 
and  from  its  upper  part  will  project  an- 
other arm  carrying  cross-wires  and  screen. 
These  two  horizontal  pieces  will  always  be 
a  fixed  distance  apart,  and  can  be  raised 
or  lowered  conjointly  as  required.  The  pro- 
cedure of  getting  the  shadow  of  the  for- 
eign body  in  the  center  of  the  cross-wires 
and  marking  the  patient's  skin  at  that 
point  is  carried  out  in  the  ordinary  way. 
However,  an  arrangement  will  be  incor- 
porated in  this  mechanism  by  which  the 
arm  carr^dng  the  tube  can  be  swung  to  one 
side  like  a  penduliun,  still  maintaining  a 
fixed  distance  from  the  other  arm  holding 
the  screen.  When  this  is  done,  the  shadow 
on  the  screen  is,  of  course,  corresponding- 
ly shifted  in  the  opposite  direction,  and 
by  means  of  the  calibrated  indicator,  the 
depth  is  ascertained  forthwith.  The  ad- 
vantage of  this  pendulum  action  is  that 
the  tube,  in  being  shifted  to  one  side,  is 
moved  not  linearly  but  along  the  arc  of  a 
circle,  so  that  if  a  fine  stop  is  in  front  of 


the  tube  the  central  ray  can  be  directed 
through  the  center  of  the  aperture. 

A  stand  of  this  kind  has  the  additional 
recommendation  that  the  tube  can  be 
swung  further,  even  to  an  angle  of  90  de- 
grees, occupying  a  vertical  instead  of  a 
horizontal  position  in  relation  to  the  cen- 
tral pillar,  and  the  arm  holding  the  screen 
is,  of  course,  swung  at  the  same  time  and 
by  the  same  movement.  This  furnishes  all 
the  arrangement  necessary  for  examining 
the  patient  in  the  upright  position.  It  is 
even  possible  to  carry  this  principle  still 
fiu-ther,  and  to  swing  the  tube  another  90 
degrees,  so  that  it  then  occupies  a  position 
above  the  screen-supporting  apparatus  in- 
stead of,  as  formerly,  below  it,  thereby 
permitting  the  work  to  be  done  from  above 
instead  of  from  beneath.  In  this  way  the 
stand,  if  properly  made,  with  a  good  soHd 
bearing  for  the  arm  support,  can  be  used 
for  working  at  will  with  the  tube  below  the 
patient,  at  the  side  of  the  patient,  or 
above  the  patient — all  by  the  simple  rota- 
tion of  the  tube  support. 

One  of  the  chief  advantages  of  a  stand 
of  this  kind  is  that  it  could  not  only  be 
used  for  a  patient  on  a  stretcher  or  for  a 
patient  sitting  up,  but  could  also  be  used 
under  an  operating  couch,  and  the  surgeon 
could  at  any  moment,  by  viewing  through 
a  hood  or  by  darkening  the  room  for  a 
while,  ascertain  the  exact  position  and 
depth  of  the  foreign  body  as  measured 
from  any  instrument  he  chose  to  intro- 
duce into  the  wound.  The  observing  screen 
need  never  touch  the  woimd,  so  that  no 
question  of  disinfection  could  arise,  and 
the  accuracy  of  the  measurements  is  not 
influenced  in  any  way  by  the  distance  of 
the  wound  from  the  screen.  Simplicity  in 
procedure  and  extreme  accuracy  in  result 
are  the  two  desiderata^in  any  roentgen- 
ray  method  for  deaUng  with  war  casualties, 
and  the  writer  believes  that  these  have  been 
achieved  in  the  method  he  has  indicated. 
However  lengthy  and  tedious  the  proce- 
dtu-e  may  appear  in  description,  it  is  a 
matter  of  only  one  or  two  mechanical  ad- 
justments in  actual  practice,  and  occu- 
pies but  a  few  seconds. 
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IN  admitting  me  to  its  list  of  honorar}^ 
members,  The  American  Roentgen  Ray 
Society  has  bestowed  upon  me  a  favor  of 
whose  worth  I  am  keenly  appreciative, 
and  for  which  I  am  most  grateful.  I  am 
sending  this  paper  as  a  modest  testimony 
of  my  gratitude,  and  to  show  its  members 
with  what  interest  I  am  following  then- 
productions. 

The  war,  while  it  has  more  firmly  bound 
together  the  ancient  bonds  of  friendship 
and  of  fraternity  of  arms  between  the 
United  States  and  France,  has  at  the  same 
time  revived  the  warm  union  between  the 
radiologists  of  the  two  countries.  As  a 
matter  of  fact  I  read  The  American 
Journal  of  Roentgenology  with  great 
pleasure;  and  it  was  with  equal  dehght 
that  I  had  an  opportunity  recently  of 
seeing  in  Paris  its  editors,  my  excellent 
friends  Colonel  Case  and  Major  Hickey, 
and  of  admiring  the  remarkable  activity 
that  they  are  displaying  in  the  organiza- 
tion and  the  direction  of  the  roentgen- 
ological service  of  the  American  army  on 
French  soil. 

In  the  Journal  of  last  January  I  read 
with  a  very  special  interest  the  article 
written  by  m}^  friend  Dr.  Pfahler  on 
"The  Cause  and  Prevention  of  the  Consti- 
tutional Effects  Associated  with  the  Mas- 
sive Doses  of  Deep  Roentgenotherapy," 
and  also  the  article  on  the  same  subject  by 
Doctors  Llewellyn  Jones  and  Paul  Roth 
based  upon  experimental  researches  in- 
spired by  Dr.  Case.  These  two  papers  have 
suggested  some  thoughts  to  me  which  I 
wish  to  present  to  the  American  Roentgen 
Ray  Society. 

The  group  of  more  or  less  disagreeable 
disturbances  w^hich  sometimes  follow  ses- 
sions of  roentgenotherapy  constitute  a  mor- 


bid picture — a  syndrome — which  deserves, 
to  be  called  by  a  special  name.  The  Ger-, 
man  authors  call  it  ''Roe^iigenkater."  The' 
German  word  "kater"  means  "the  dis- 
tiu-bance  which  follows  an  excessive, 
amoinit  of  wine  or  beer."  Without  doubt, 
they  found  some  analogy  between  this! 
type  of  upset  and  the  disagreeable  syn- 
drome sometimes  provoked  by  roentgeno- 
therapy. 

The  morbid  state  in  question  is  not  pro- 
voked by  the  therapeutic  use  of  the  roent-l 
gen  rays  alone,  but  also  by  the  use  of  the 
salts  of  radium  and  of  other  radio-active, 
substances.  In  the  latter  case  the  Germani 
authors  call  it  "Radiumrausch,"  which 
means  literally  "a  drunkenness  from  ra- 
dium," and  makes  a  very  worthy  addition 
to  "Roentgenkater.''  , 

Professor  Sebastian  Recasens  of  Madrid' 
and  Dr.  Victor  Conill  of  Barcelona,  in 
their  work  "Radioaterpia  profunda  y 
Radiumaterpia  in  Ginecologia,"  do  notj 
accept  the  terms  employed  in  Germany,  { 
and  the  reasons  for  their  refusal  are  very 
interesting. 

The  proverbial  sobriety  of  their  country-  i 
men  is  the  reason,  they  say,  why  there  is' 
no  equivalent  in  the  Spanish  language, 
rich  as  it  is,  for  the  German  word  ^^Kater"; 
and  they  do  not  wish  to  inflict  a  barbarism 
on  this  harmonious  language.  Besides,  the 
comparison  between  the  disturbances 
which  follow  an  excess  of  Hquors  and  those 
which  are  produced  by  roentgenotherapy 
appears  to  them  not  only  inexact,  but  also 
discourteous  to  the  sick  people  who  are 
thus  afflicted. 

They  therefore  call  the  language  of 
Hippocrates  to  their  aid,  and  with  the 
Greek  word  "aterpos''  (disagreeable)  they 
manufactiu"e   the   new  words   "roeutgena- 
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terpia"  and  "radiiimaierpia,"  which  they 
use  in  opposition  to  the  "  Roentgen kaier" 
and  " Radiumrausch"  of  the  Germans. 

In  preference  to  this  word  "aterpie,'' 
whose  sound  is  too  similar  to  "iherapie," 
and  in  order  to  avoid  confusion,  may  I 
be  permitted  to  propose  a  new  term, 
The  '  'Penetrating-Irradiations-Sickness^ ' 
(Le  mal  des  irradiations  penetrantes) . 

This  term,  if  it  were  adopted,  would 
have  the  advantage  of  uniting  and  includ- 
ing together  the  disturbances  caused  by 
roentgenotherapy  and  by  radiotherapy. 
!  Likewise,  without  attempting  in  any  way 
to  presume  the  intimate  mechanism,  still 
obscure,  of  the  morbid  state  in  question,  it 
would  bring  to  mind  another  universally 
I  known  disturbance  to  which  it  bears,  I 
I  think,  much  closer  resemblance  than  to 
drunkenness  or  the  effects  of  excessive 
drinking;  I  refer  to  "sea-sickness"  (mal 
de  mer). 

Although  it  is  not  necessary  here  to 
enter  into  a  detailed  discussion  of  its 
multiple  elements  and  of  its  various  degrees 
of  intensity,  it  may  be  stated  that  the 
syndrome  in  question  consists  essentially, 
just  as  does  sea-sickness,  in  a  general 
malaise,  characterized  chiefly  by  a  state 
of  nausea,  which  sometimes  ends  in  vomit- 
ing, and  sometimes  does  not. 

In  attempting  to  solve  the  problem  of 
the  etiology  of  this  mysterious  syndrome, 
it  is  not  improper  to  take  into  considera- 
tion all  the  possible  sources  of  information ; 
the  data  of  normal  and  of  pathological 
physiology;  the  clinical  observation  of  the 
sick  people;  and  the  results  of  animal 
experimentation . 

A?iatomo-physioIogicaI  data. — What  are 
the  teachings  of  physiology  with  regard 
to  this  condition? 

We  know  that  vomiting  is  an  involun- 
tary movement,  a  reflex  act,  whose  center 
is  in  the  medtilla.  We  know  also  that  the 
centripetal  excitation  of  this  reflex  arrives 
sometimes  by  a  nervous  path,  over  the 
sensory  nerves,  when  their  periphery  un- 
dergoes some  irritation;  and  sometimes 
through   the   vascular   system,    when   the 


arterial  blood  is  loaded  with  substances 
such  as  tartar  emetic.  This  was  the  condi- 
tion in  the  old  and  famous  experiment  of 
Magendie,  who  provoked  vomiting  in  the 
dog  by  an  injection  of  this  emetic  into 
the  veins.  The  action  of  apomorphine  is 
also  similar,  although  of  much  more  recent 
discovery.   ' 

Among  these  substances,  known  as 
emetics,  whose  introduction  into  the  blood- 
stream,, by  whatever  route,  provokes  the 
state  of  nausea  and  vomiting,  there  may 
be  classed  nicotine.  This  classification 
seems  logical  because  the  distiirbance 
brought  about  in  the  novice  by  the  inhala- 
tion of  tobacco  smoke  presents  a  striking 
resemblance  to  sea-sickness,  and  to  the 
disease  studied  in  this  paper. 

With  regard  to  the  vomiting  succeeding 
an  excitation  of  the  nervous  system,  all 
sensory  nerves  do  not  seem  to  provoke 
this  reflex  with  equal  promptness. 

Among  the  cranial  nerves,  more  particu- 
larly among  the  nerves  of  special  sense,  the 
reflex  is  produced  very  easily,  and  in  the 
following  order  of  frequency:  the  nerves 
of  smell,  taste  and  sight;  that  is  the  olfac- 
tory nerves,  the  glosso-pharyngeal,  the 
chorda  tympani,  and  the  optic. 

Thus  we  speak  commonly  of  nauseating 
odors,  of  nauseating  flavors,  and  of  nau- 
seating spectacles;  yet  we  never  speak  of 
nauseating  sounds  or  noises.  At  the  same 
time,  it  must  be  remembered  that  in  the 
labyrinth  of  the  internal  ear,  certain  lesions 
of  the  auditory  nerve  may  produce  a  com- 
bination of  disturbances,  the  syndrome  of 
Meniere,  in  which  vertigo,  the  nauseous 
state  and  vomiting  play  a  prominent 
part. 

On  the  other  hand*  the  general  sensory 
nerve  such  as  the  trigeminal  and  the 
peripheral  branches  of  the  spinal  nerves, 
produce  vomiting  only  exceptionally.  The 
sharpest  neuralgia,  either  facial  or  sciatic, 
or  the  most  violent  attack  of  gout  is  hardly 
ever  accompanied  by  a  nauseous  state. 
However,  a  slight  blow  against  the  inner 
portion  of  the  olecranon,  on  the  ulnar 
nerve,  may  be  enough  to  produce  in  addi- 
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tion  to  the  ordinary  feeHng  of  pain,  another 
special  sensation  of  being  "sick  in  the 
stomach." 

The  nerves  which  govern  the  obscure 
and  compHcated  sensibility  of  the  viscera, 
are  very  frequently  the  paths  over  which 
travel  excitations  towards  vomiting.  These 
are  the  centripetal  fibres,  which  are  very 
closely  united  and  anastomosed  partly 
to  the  vagus  system,  which  supplies  sensi- 
biHty  to  the  heart,  the  respiratory  appara- 
tus, and  to  a  large  part  of  the  digestive 
tract;  and  partly  to  the  great  sympathetic 
system,  whose  domain  covers  all  the 
viscera,  from  the  pharynx  to  the  pelvic 
organs. 

From  the  pathological  point  of  view, 
we  know  how  frequently  a  more  or  less 
painful  and  often  unconscious  irritation 
of  the  mucous  membrane  of  the  pharynx, 
the  stomach  or  the  intestine,  the  passage 
of  a  stone  through  the  biliary  or  urinary 
tracts,  or  the  presence  of  a  foreign  body 
in  the  uterine  cavity  may  be  the  basis 
for  the  production  of  this  reflex. 

From  the  physiological  point  of  view, 
we  know  how  frequently  pregnancy,  espe- 
cially in  its  early  stages,  is  accompanied 
by  nausea  and  vomiting.  This  symptom, 
although  it  may  be  regarded  as  normal 
when  it  is  moderate,  can  become  under 
certain  circumstances,  by  its  persistency 
and  intensity,  one  of  the  most  serious 
compHcations  of  pregnancy. 

Although  this  nauseous  state  of  preg- 
nancy constitutes  an  essential^  physio- 
logical condition,  seen  daily  among  many 
yoimg  and  healthy  women,  its  mechanism 
is  by  no  means  clearly  understood.  Writers 
are  not  at  all  in  agreement.  \Miile  some 
believe  the  bulbar  excitation  is  of  nervous 
origin,  produced  by  irritation  of  the  sensory 
nerves  in  the  uterus,  others  maintain  it 
is  of  vascular  origin,  and  is  the  result  of 
a  true  chemical  intoxication,  not  very 
clearly  defined,  the  autointoxication  of 
the  gravid. 

In  concluding  this  short  review  of  the 
anatomo-physiological  data  which  furnish 
a  comparison  of  the  more  common  naus- 


eous states,  I  will  mention  a  phenomenon 
which  it  is  important  to  bear  in  mind. 

Every  nauseous  state,  whether  produced 
from  the  uterus,  the  stomach  or  elsewhere, 
manifests  itself,  among  other  symptoms, 
by  an  extraordinary  hypersensibiHty  of 
smell,  so  that  the  slightest  bad  odor, 
although  only  barely  perceptible,  may  be 
enough  to  precipitate  an  attack  of  vomiting 
which  up  to  that  time  had  only  been 
threatening.  Under  these  conditions  it  is 
not  rare  that  the  patient,  ignorant  of  the 
primary  cause  of  his  trouble,  should  attri- 
bute it  to  an  odor,  when  the  physician  can 
only  consider  the  latter  as  an  accessory 
or  secondary  cause. 

In  seasickness  particularly,  the  chief 
cause  is  the  rocking  of  the  body  produced 
by  the  oscillations  of  the  boat.  Disagree- 
able odors — especially  those  from  fish,  and, 
since  the  invention  of  steamboats,  those 
from  the  engines — only  constitute  an 
exciting  cause  in  the  production  of  the 
vomiting.  In  spite  of  its  secondary  charac- 
ter, however,  among  very  nervous  subjects 
this  cause  may  assume  such  an  importance 
that  even  when  on  terra  firma  an  odor 
of  sea-fish  may  be  enough  to  evoke  the 
first  symptoms  of  sea-sickness. 

Clinical  Data. — The  mere  clinical  obser- 
vation of  these  patients  will  not  by  any 
means  be  sufficient  to  solve  the  causal 
problem.  We  will  gain  some  very  valuable 
information,  however,  if  we  set  about 
making  our  observations  precise  and  de- 
tailed—without any  preconceived  bias —  | 
noting  with  care  the  conditions  inherent  i 
in  the  patient  himself:  age,  sex,  constitu- 
tion, state  of  nutrition  and  strength,  , 
mental  and  ph^'sical  states,  functional  i 
conditions  of  the  various  organs,  the 
disease  treated,  the  region  irradiated,  the 
sensations  experienced  in  the  course  of 
the  treatment,  the  time  of  appearance  of 
the  first  trouble,  the  character,  evolution 
and  duration  of  the  symptoms,  etc.; 
likewise  the  various  extrinsic  conditions, 
the  choice  and  penetrative  power  of  the 
therapeutic  rays,  the  method  of  employ- 
ment,  the  dose  given,   the  duration  and 
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the  time  of  repetition  of  treatments,  et 
cetera. 

First  of  all  in  the  interpretation  of  these 
phenomena  it  is  important  to  note  the 
psychic  factor,  as  Dr.  Pfahler  has  justly 
remarked.  I  mentioned  the  action  of  this 
factor  in  those  hypersensitive  people  to 
whom  the  smell  of  sea-food  or  even  the 
sight  of  a  boat  was  enough  to  start  an 
attack  of  "sea-sickness."  It  also  certainly 
played  a  part  with  the  patient  mentioned 
by  Dr.  Pfahler  who  could  never  smell 
the  odor  of  an  automobile  without  having 
the  same  disturbance  as  after  a  treatment. 
One  may  even  speak  of  autosuggestion 
in  regard  to  that  other  patient,  described 
by  the  same  observer,  who  had  only  to 
cross  the  threshold  of  his  physician's 
office,  in  order  to  feel  all  the  disagreeable 
disturbances  in  question. 

Aside  from  this  psychic  feature,  the 
only  other  important  factor  in  the  room 
where  roentgen  irradiations  are  taking 
place  is  the  air,  which  is  subjected  to  many 
complicated  changes  unnecessary  for  me 
to  recount  here.  It  is  sufficient  to  state  that 
these  alterations  are  manifested  by  a 
complex  odor,  in  which  that  of  ozone  pre- 
dominates. Most  of  the  patients  treated 
notice  and  pick  out  this  odor;  many  of 
them  complain  of  it  strongly;  some  even 
blame  it  for  all  the  sickness  they  feel 
during  or  after  the  treatments. 

It  is  to  the  action  of  this  odor,  or  more 
exactly  to  the  inhalation  of  the  noxious 
gases  which  produce  the  odor,  that  Dr. 
Pfahler  attributes  the  chief  cause  (he 
does  not  say  the  only  cause)  of  the  "pene- 
trating-irradiations-sickness." His  various 
publications  on  this  subject  bear  out  this 
idea. 

This  opinion  of  Dr.  Pfahler,  which  is 
very  important  because  of  the  just  au- 
thority of  the  author,  doubtless  contains 
some  truth,  as  is  proved  by  the  following 
observation:  from  the  moment  that  he  set 
out  to  assiure  himself  of  the  purity  of  the 
air  in  his  treatment  room,  even  though 
this  was  only  imperfectly  done,  the  pro- 
portion of  patients  affected  with  a  reaction 


— which  previously  had  been  one  in  four — 
dropped  to  one  in  ten. 

In  spite  of  this  good  result,  and  without 
in  the  least  detracting  from  the  practical 
value  of  the  rules  which  he  foUows,  it  may 
be  stated  that  in  this  sickness,  just  as  with 
sea-sickness,  the  inhalation  of  a  vitiated 
or  bad  smelling  air  serves  only  as  a 
secondary  or  accessory  cause.  We  must 
still  look  for  the  primary  cause,  the  only 
one  which  really  deserves  to  be  so  con- 
sidered. 

With  perfect  good  faith,  Dr.  Pfahler  has 
reported  an  observation  which  contradicts 
his  own  opinion.  This  was  the  case  of  a 
woman  with  a  fibroid  of  the  uterus,  in 
whom  all  the  treatments  provoked  reac- 
tions, with  the  exception  of  the  one  in 
which  he  interposed  a  lead  screen  to  absorb 
all  the  rays,  without  changing  any  of  the 
other  conditions  of  the  apparatus.  It  is 
true  that  this  experiment  was  unique  and 
incomplete.  The  interposition  of  the  lead 
screen  took  place  only  when  the  patient 
was  cured,  and  diuing  her  last  treatment. 
It  would  be  very  important  to  repeat  this 
experiment  with  other  patients  equally 
predisposed  to  penetrating-irradiations- 
sickness,  frequently  alternating  a  fictitious 
with  a  real  treatment,  without  the  patient's 
knowledge. 

Dr.  Jones  has  already  properly  objected 
that  the  roentgenotherapeutist,  his  assist- 
ants, and  all  those  who  are  present  as  mere 
spectators  of  the  treatments,  remain  free 
from  the  reactions  which  are  produced 
in  the  patients  by  the  direct  irradiations. 

To  this  irrefutable  objection  I  may  add 
that  the  physician  and  his  assistants  are 
able  to  inhale  with  impunity,  daily  and  for 
many  hours  each  day,  those  gases  whose 
inhalation  for  only  a  few  minutes,  and  at 
long  intervals,  is  said  to  be  so  noxious  for 
the  irradiated  patients. 

I  will  conclude  with  what  I  believe  to 
be  the  chief  argument.  In  a  woman  who 
has  an  organic  disease  of  the  uterus,  treated 
by  the  introduction  into  the  cavity  of 
the  uterus  of  a  metalUc  holder  containing 
some  salts  of  radium  or  other  radioactive 
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substances,  we  may  observe  exactly  the 
same  symptoms  as  with  a  woman  subjected 
to  the  :x;-rays.  This  is  decisive  proof  that  it 
is  not  necessary  to  look  for  the  true  cause 
of  the  symptoms  in  the  atmosphere  of  the 
treatment  room,  in  the  form  of  odor  or 
of  gas.  They  may  be  attributed  solely  to 
the  penetrating  irradiations  themselves,, 
whether  in  the  form  of  roentgen  rays  or 
in  the  form  of  the  gamma  rays  of  radium. 

Thus  I  believe  that  the  title  of  the 
present  paper  is  justified.  Since  we  know 
today  that  the  roentgen  rays  and  the 
gamma  rays  of  radium  are  of  the  same 
nature,  and  in  proportion  to  their  penetra- 
tive power  have  practically  the  same  prop- 
erties, their  only  real  difference  consisting 
in  an  inequality  of  wave-length — there- 
fore a  type  of  action  which  is  demonstrated 
to  occur  with  one  should  also  exist  with  the 
other. 

Limiting  myself  here  to  a  discussion  of 
the  roentgen  rays:  By  what  mechanism 
of  action  are  they  able  to  affect  deep- 
seated  organs  so  as  to  produce  the  state 
of  nausea  and  vomiting?  There  appear 
to  be  two  hypotheses.  Either  they  irritate 
the  periphery  of  the  sensory  nervous  sys- 
tem, or  they  provoke  the  passage  into  the 
blood-stream  of  soluble  substances  en- 
dowed with  emetic  properties. 

Let  us  examine  the  first  hypothesis. 
From  the  physiological  point  of  view,  the 
x-rays  would  appear  to  be  incapable  of 
affecting  the  organs  of  special  sense,  since 
in  the  normal  individual  who  is  exposed 
to  their  action  no  sensation  occurs  that 
he  is  able  to  notice.  However,  this  rule 
appears  to  have  some  exceptions;  and  I 
am  led  to  suspect  that  such  is  the  case 
w^hen  there  is  a  pathological  condition 
present,  such  as  a  neuritis  of  the  peripheral 
nerves,  which  makes  them  hypersensitive. 
I  have  had  the  opportunity  of  observing 
two  persons,  one  a  maker  of  instnmients 
and  the  other  a  physician,  both  of  whom 
had  a  chronic  radiodermatitis  of  the  fingers, 
which  presented  obstinate  ulcers,  very 
sensitive  to  the  least  touch.  Whenever 
these  diseased  fingers  w^ere  in  a  field  of 


radiation  from  an  x-ray  tube  they  im.me- , 
diately  became  the  seat  of  a  very  disagree- 1 
able  pricking  sensation,   together  with  a  j 
feeling    of    crawling,    which    disappeared ' 
with    the   interruption    of   the   radiation. 
In  addition,  I  have  been  told  that  among  i 
the  large  number  of  wounded  soldiers  who  '' 
have    had    limbs    amputated    and    whose 
stumps  have  been  roentgenographed,  cer- 
tain of  them  complain,  during  the  exposure, 
of  disagreeable,  and  even  of  painful  sen- 
sations in  the  region  radiated.   I  believe  \ 
that  if  any  roentgenologist  would  seriously  | 
devote  himself  to  a  really  scientific  study  I 
of  this  problem,  he  would  not  fail  to  make  j 
many  interesting  discoveries. 

In  the  course  of  treatments,  the  region } 
exposed  is  not  as  a  rule  the  seat  of  any ! 
sensation.    This  rule,   however,  has  some  ■ 
exceptions.  Of  the  very  few  cases  of  this 
sort  that  I  have  seen,  the  following  is  the  j 
most    striking :    I    had    a    young    woman  j 
patient,   whose  left  breast  had  been  re- ! 
moved  on  account  of  cancer.  The  disease  i 
had   recurred,    and   the   entire   precordial : 
region  was  covered  with  numerous  nodules,  i 
some  in  the  skin  and  some  in  the  sub-  ■ 
cutaneous    tissues,     the    latter    adherent 
both  to  the  skin  and  to  the  ribs  and  adja-  j 
cent  rib-cartilages.  The  patient,  who  lived  I 
in  Switzerland,  was  treated  there  regularly,  j 
It  .was  during  her  trips  to  Paris  that  li 
treated  her  four  times  in  the  course  of! 
thirteen     months.  She     was     reasonable, 
courageous,    knew   her   disease,    and   was 
willing  to  do  everything  to  help  cure  it. 
Yet  she  really  feared  the  courses  of  treat- 
ment  more   than   she   desired   them — for 
each   treatment,   whether  in   Paris   or  in 
Switzerland,    led    invariably    to    painful 
symptoms  which  resembled  both   angina 
pectoris  and  a  febrile  chill.  A  short  time 
after  the  beginning  of  the  treatment  the 
precordial   region,    which   had   been   irra- 
diated, became  the  seat  of  a  very  painful 
sense  of  constriction,   which  soon  spread, 
into  both  upper  limbs  in  the  form  of  tin-t 
gling.  The  patient  meanwhile  felt  a  general; 
sensation  of  cold,  and  one  could  see  her- 
teeth  chatter.   The  appearance  was  very 


The  ''Penetrating-Irradiations-Sickness " 


503 


much  Hke  that  of  a  malarial  chill,  but  there 
was  no  effect  whatever  on  the  temperature. 
All  these  phenomena  gradually  increased 
in  intensity  during  the  course  of  the  treat- 
ment, which  often  had  to  be  shortened  or 
stopped  when  they  became  imbearable. 
The  symptoms  stopped  almost  at  once 
after  the  irradiation. 

This  rare  case  shows  without  doubt 
that,  under  certain  pathological  conditions, 
the  .r-rays  are  capable  of  directly  affecting 
the  gangUonic  sensor>^  nervous  system. 
WTiether  they  affected  the  conducting 
nerves,  or  the  nerve  cells  themselves, 
especially  the  gangUon  cells  of  the  cardiac 
plexus,  is  a  question  which  I  am  unable 
to  settle.  In  order  to  determine  this  prob- 
lem, rather  delicate  animal  experiments 
would  be  necessar>^. 

In  the  case  in  ques^tion,  the  disturbances 
observed  manifestly  had  their  point  of 
origin  in  a  painful  sensation  localized  in 
the  region  exposed  to  radiation.  This  con- 
dition, however,  is  not  a  necessary  one.  It 
is  very  possible  for  the  .\--rays  to  affect 
directly  some  plexus  or  ganglionic  nervous 
system,  deep  down  in  the  region  exposed, 
without  the  patient  having  any  sensation 
whatever.  It  is  one  of  the  properties  of 
the  nervous  system  to  be  endowed  with 
acute  sensibiHty,  and  very  often,  as  pathol- 
ogy teaches  us,  a  general  disturbance  such 
as  the  nauseous  state,  may  be  produced 
by  a  locaUzed  visceral  irritation,  of  which 
the  patient  has  no  feeling  and  no  knowl- 
edge. 

In  order  that  symptoms  evoked  by  pene- 
trating irradiations  might  be  attributed 
legitimately  to  a  direct  impression  upon 
the  ganglionic  nervous  system,  on  the 
vagus  or  the  sympathetic,  it  would  be  neces- 
sary for  these  symptoms  to  begin  a  short 
time  after  the  commencement  of  the  irra- 
diation, and  not  last  very  long  after  it 
stopped.  This  was  the  case  with  the  woman 
whom  I  reported  above.  On  the  other 
hand  it  is  quite  the  contrary  with  the  com- 
mon observations  where  symptoms  of 
nausea  and  vomiting,  different  from  those 
in  the  patient  above,  appear  only  when 


the  exposure  is  over,  and  even  after  a 
period  of  incubation,  lasting  several  days, 
or  even  as  long  as  several  weeks.  This  would 
certainly  not  agree  with  the  hypothesis 
of  a  direct  action  of  the  roentgen-rays 
on  the  nervous  system. 

We  are  now  brought  to  the  second 
hypothesis,  that  of  the  passage  into  the 
blood  of  certain  soluble  substances  en- 
dowed with  emetic  properties. 

Up  to  the  present  time  no  one  has  been 
able  to  find  by  chemical  examination  any 
foreign  substances  in  the  blood  of  patients 
exposed  to  deep  radiations. 

The  contention  of  Dr.  Lange  that  the 
trouble  was  due  to  an  excess  of  acidity 
in  the  blood  appears  to  have  no  confirma- 
tion, since  the  researches  of  Doctors 
Llewellyn  Jones  and  Paul  Roth,  based 
on  the  study  of  carbonic  acid  in  the 
expired  air,  showed  that  there  was  not  the 
slightest  sign  of  acidosis  after  courses  of 
roentgenotherapy.  They  even  found  that 
in  cases  where  some  acidosis  existed  prior 
to  the  treatments,  that  the  latter  did  not 
produce  any  increase. 

Judging  merely  from  the  observation 
of  the  time  of  the  appearance  of  the 
symptoms  and  the  time  of  their  termina- 
tion, and  noting  the  more  or  less  degree 
of  delay  in  their  starting  as  compared 
with  the  end  of  the  session  of  treatment, 
one  is  forced  to  believe  that  the  radiation 
-  has  provoked  the  formation  of  emetic 
substances,  u^ose  passage  into  the  blood 
is  not  instantaneous  but  gradual,  and 
whose  elimination  by  the  renal  filter  re- 
quires a  certain  length  of  time. 

This  hypothesis  appears  more  probable 
when  we  obser\^e  the  coincidence  of  the 
symptoms  in  question  with  the  diminution 
in  size  of  the  lesions  radiated.  This  is 
particularly  the  case  in  the  various  neo- 
plasms, such  as  lymphadenomas,  enlarged 
leukemic  spleens,  or  uterine  fibroids. 

The  hypothesis  seems  supported  by  the 
relation  that  exists  between  the  duration 
of  the  period  of  incubation  that  precedes 
the  trouble,  and  the  degree  of  rapidity 
with  which  the  radiated  tumor  begins  to 
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regress.  Two  cases  that  I  have  observed 
will  help  to  make  this  point  clear. 

The  first  case  was  that  of  a  Httle  girl, 
seven  years  old,  with  Hodgkin's  disease. 
The  entire  course  of  her  disease  from  its 
beginning  to  the  fatal  termination  was 
twenty-three  months.  It  was  only  in  the 
eleventh  month  that  she  was  first  treated 
by  roentgenotherapy,  at  which  time  the 
lymph-nodes  of  the  neck,  axillae,  groins 
and  mediastimim  were  considerably  en- 
larged, and  there  was  also  an  enlarged 
spleen.  She  was  a  remarkably  bright 
child,  with  a  mind  well  in  advance  of  her 
age.  She  never  made  the  least  complaint 
or  said  that  she  felt  in  any  way  uncom- 
fortable during  the  treatments,  which  took 
place  as  a  rule  in  the  early  afternoon. 
Yet  several  hours  later  in  the  evening  she 
would  be  attacked  almost  invariably  by 
nausea  and  vomiting,  which  was  often 
repeated  the  following  morning  when  she 
woke  up. 

One  point  to  notice  was  that  the  vomit- 
ing took  place  several  times  when  only  the 
cervical  lymph-nodes  had  been  exposed. 
This  is  in  contradiction  to  the  opinion  of 
Doctors  Jones  and  Roth,  who  observed 
that  in  radiated  patients,  especially  in  cases 
of  Hodgkin's  disease,  nausea  and  vomit- 
ing took  place  only  after  abdominal 
exposures,  and  were  not  seen  after  expo- 
siu-es  of  other  regions  of  the  body. 

Another  important  fact  was  the  rapidity  . 
with  which  the  exposed  nodes  diminished 
in  size,  imder  the  influence  of  the  treat- 
ment. With  the  glands  of  the  neck,  this 
diminution  was  noticeable  on  the  second 
day  after  the  very  first  treatment. 

The  second  patient  was  a  woman  of 
fifty  years  of  age.  I  treated  her  for  a  fibroid 
of  the  uterus  with  metrorrhagia,  according 
to  my  usual  method,  which  consists  of 
exposiires  at  seven-day  intervals  for  about 
twelve  to  fourteen  consecutive  weeks. 
During  the  first  few  weeks  of  her  treat- 
ment, the  exposures  did  not  produce  any 
reaction.  Later,  however,  every  course  of 
treatment  was  followed  regularly  by  a 
constant  chain  of  symptoms.  The  treat- 


ments were  given  on  Friday  afternoon. 
During  the  exposure  nothing  was  felt, 
and  the  next  day  the  patient  also  felt 
well.  Forty-eight  hours  later,  on  Sunday, 
she  would  begin  to  feel  a  general  malaise, 
lose  her  appetite,  and  complain  of  head- 
ache and  nausea.  These  symptoms  would 
gradually  increase  in  intensity,  reaching 
their  height  on  Monday,  three  days  after 
the  treatment.  They  would  then  disappear 
on  Tuesday.  To  describe  her  illness,  the 
patient  was  fond  of  using  the  follow^ing 
phrase:  "A  sea-sickness  which  did  not 
come  to  a  head." 

It  is  well  to  recall  here  that  under  the 
influence  of  roentgenotherapy  a  fibroid 
of  the  uterus  does  not  diminish  in  size  as 
rapidly  as  do  the  enlarged  lymph-nodes 
in  Hodgkin's  disease.  When  the  fibro- 
matous  uterus  can  be  palpated  through 
the  abdominal  wall,  and  the  distance  of 
its  upper  pole  from  the  symphysis  can  be 
measured,  it  is  found  in  the  favorable 
cases  that  this  level  is  lowered  at  the  rate 
of  about  one  centimeter  each  week. 

The  two  cases  quoted  above  bring  out 
the  relation  between  the  degree  of  rapidity 
of  regression  of  the  neoplastic  tissues  and 
the  length  of  duration  of  the  incubation 
period  preceding  the  nauseous  state.  This 
connection  is  especially  apparent  when  the 
doses  used  are  not  very  large.  I  beHeve 
that  the  reason  I  have  had  an  opportunity 
of  observing  this  relation  is  because  I 
hardly  ever  employ  the  so-called  "inten- 
sive" roentgenotherapy.  It  is  clear  that 
with  an  increased  dosage,  and  a  conse- 
quently more  extensive  and  more  rapid 
destruction  of  the  cellular  elements  of 
the  neoplasm,  the  period  of  incubation 
would  tend  to  shorten  and  finally  dis- 
appear. At  the  same  time  the  symptoms 
would  become  more  severe. 

This  is  what  we  are  observing  as  the 
result  of  the  improvement  in  our  apparatus 
— especially  since  the  introduction  of  the 
CooHdge  tubes,  which  permit  us  to  use 
much  more  penetrating  rays,  in  greater 
amounts,  and  with  thicker  metallic  filters, 
so  that  the  deep  organs  can  receive  a  much 
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greater  amount  of  radiation  without  injtuy 
to  the  skin. 

At  the  same  time  we  must  remember 
that  in  the  uterine  walls,  and  in  the  lymph 
nodes,  it  is  not  merely  the  diseased  cellular 
elements  which  are  exposed  to  the  destruc- 
tive action  of  the  x-rays.  The  latter  affect 
also  certain  of  the  normal  cellular  elements, 
especially  the  lymphocytes  of  the  blood 
and  the  lymphoid  tissues.  It  has  been 
known  for  a  long  time  that  these  are 
especially  vulnerable  to  the  rays,  and  very 
rapidly  destroyed. 

From  the  study  of  the  clinical  data, 
therefore,  it  would  appear  that  the  chief 
cause  of  the  distiurbances  which  may 
follow  deep  radiations  is  the  passage 
into  the.  blood  stream  of  certain  soluble 
substances,  more  or  less  toxic,  resulting 
from  the  disintegration  of  normal  and 
pathological  cellular  elements.  To  this 
must  be  added,  in  a  small  proportion  of 
the  cases,  the  direct  effects  of  the  pene- 
trating rays  upon  the  ganglionic  nervous 
system  of  the  viscera. 

Experimental  Data. — The  careful  obser- 
vation of  sick  people  treated  by  roentgeno- 
therapy constitutes  in  itself  a  true  experi- 
mentation, and  probably  the  most  instruc- 
tive sort.  It  is  a  fact  that  up  to  now  animal 
experimentation  has  offered  very  little 
towards  the  solution  of  our  problem,  but 
this  may  perhaps  be  because  it  is  too  much 
to  expect  a  guinea-pig  in  healthy  condition 
to  solve  the  secrets  of  human  pathology. 
It  would  be  preferable  to  pick  as  subjects 
for  experimentation  animals  who  are  dis- 
eased, and  are  affected  with  conditions 
justifying  roentgenotherapy.  Leukemia, 
cancer,  sarcoma,  and  many  other  diseases 
are  common  among  various  animal  species, 
as  well  as  human  beings.  It  might  be 
advantageous  for  example  to  experiment 
on  dogs  with  malignant  tumors. 

Still,  experiments  on  healthy  animals, 
such  as  those  performed  by  Dr.  Pfahler, 
have  their  value  when  repeated  on  a  large 
number  of  subjects.  I  might  mention  one 
that  it  would  be  very  useful  to  try.  From 
the  heart  there  go  out  certain  centripetal 


nerves,  the  depressor  nerves  of  Ludwig 
and  Cyon.  These  are  blended  with  the 
vagus  in  the  dog,  but  are  separate  in  the 
rabbit,  the  cat,  the  horse  and  the  tortoise. 
The  excitation  of  the  central  end  of  these 
nerves  causes  a  faU  in  arterial  pressure, 
and  a  slowing  of  the  heart-beat.  It  would 
be  interesting  to  attempt  to  expose  these 
nerves  to  the  action  of  x-rays.  With  this 
type  of  research  we  might  be  able  to  solve 
the  problem  of  whether  the  ganghonic 
nervous  system  is  affected  directly  by  the 
rays  dining  exposure.  There  would  also 
be  an  advantage  in  studying,  on  animals 
heavier  and  more  resistant  than  mice  or 
guinea-pigs,  the  effects  of  leucocytic  de- 
struction by  deep  radiations. 

Conclusions. — The  *  'penetrating-irradia- 
tions-sickness,"  produced  by  either  the 
x-rays  or  the  gamma  rays  of  radium,  is 
caused  chiefly  by  the  adulteration  of  the 
blood  with  toxic  substances,  resulting  from 
the  disintegration  of  the  pathological  or 
normal  cellular  elements  destroyed  by 
these  radiations. 

The  inhalation  of  a  vitiated  atmosphere 
and  bad  odors  play  only  a  secondary 
role  in  the  production  of  the  symptoms, 
but  still  at  times  may  be  important.  From 
a  practical  point  of  view,  precautions 
for  assuring  the  piuity  of  the  air  in  the 
treatment  room  may  be  desirable,  but 
they  will  not  prevent  the   disturbances. 

In  spite  of  all  precautions,  it  can  be 
predicted  that  with  the  widespread  use 
of  CooHdge  tubes,  we  shall  see  the  nimiber 
and  intensity  of  these  accidents  increase. 

The  intenser  radiation  and  greater  pene- 
tration of  these  admirable  tubes,  together 
with  much  thicker  metallic  filters,  allow 
us  to  deHver  much  stronger  doses  in  the 
depths  of  the  tissues,  and  produce  a  much 
more  rapid  and  more  massive  cellular 
destruction. 

Since,  at  present,  by  means  of  the 
CooHdge  tubes  we  can  obtain  roentgen 
rays  which  are  at  least  as  penetrating  as 
the  lesser  penetrating  gamma  rays  of 
radiiun,  there  is  no  reason,  theoretically, 
why  the  power  of  their  penetration  cannot 
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be  very  considerably  increased  as  time 
goes  on. 

Intensive  roentgenotherapy,  the  tech- 
nique of  which  is  far  from  perfection  at 
present,  is  certainly  destined  to  produce 
a  therapeutic  revolution.  It  will  not  only 
enable  us  to  reach  more  rapidly  the  results 
to  which  we  have  been  accustomed,  but 
also  to  obtain  results  that  we  have  up  to 
now  never  hoped  for. 

However,  it  is  important  to  consider 
whether  one  ought  to  employ  intensive 
roentgenotherapy  in  all  cases  without 
exception. 

It  appears  to  me  that  the  best  method 
of  avoiding  the  "penetrating-irradiations- 
sickness"  (or,  at  least  of  restricting  its 
effects)  would  be  to  Umit  the  use  of  inten- 
sive roentgenotherapy  to  those  cases  where 


the  nature  and  the  course  of  the  disease 
treated  were  such  as  to  demand  the 
most  rapid  type  of  treatment.  In  most  of 
the  other  cases  a  milder  and  less  rapid 
treatment  would  be  preferable.  j 

An  analogy  may  perhaps  make  myj 
point  clearer.  In  the  course  of  syphilitic 
disease,  if  cerebral  complications  should 
menace  the  life  of  the  patient,  or  if  ocular 
disturbance  should  menace  his  sight,  it 
is  necessary  to  use  as  intensive  a  treat- 
ment as  possible.  If  the  treatment  is  to 
be  mercurial,  the  fear  of  a  stomatitis 
should  not  halt  the  ph3^sician.  On  the  other 
hand,  if  the  lesions  are  milder,  such  as 
those  of  merely  the  skin  or  mucous  mem- 
branes, then  the  treatment  should  be 
modified  so  as  to  avoid  this  disagreeable 
complication. 
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WEIL  states  that  our  knowledge  of  the 
roentgen  rays  and  how  to  manage 
them  has  been  much  increased  lately, 
broadening  their  sphere  of  therapeutic 
action  while  augmenting  their  efficacy  and 
their  harmlessness.  Benoist,  for  instance, 
has  established  that  the  specific  opacity 
of  simple  bodies  is  a  detei-mined  function 
and  generally  increases  with  their  atomic 
weight.  Certain  substances,  the  radiochroic 
substances,  sift  out  the  rays,  and  the  rays 
with  short  waves  are  the  ones  for  thera- 
peutic use,  as  they  have  the  elective 
biochemical  action. 

Another  law  he  cites  is  that  the  thera- 
peutic action  on  the  living  cell  is  due 
chiefly  to  the  secondary  rays  which  the 


roentgen  rays  generate  in  the  tissues; 
it  is  not  due  to  the  dose  absorbed.  The 
susceptibility  to  the  roentgen  rays  is 
greatest  in  tissues  whose  reproductive 
power  is  greatest,  whose  karyokinetic 
future  is  longest,  the  reproductive  power 
greatest,  whose  morphology  and  functions 
are  the  least  definitely  established.  Weil 
concludes  his  review  with  the  remark  that 
many  persons  judge  radiotherapy  by  the 
results  they  obtained  with  it  during  the 
early  years  of  the  use  of  the  roentgen  rays. 
They  forget  that  the  radiotherapy  of  today 
differs  from  that  of  yesterday  as  fundamen- 
tally as  the  surgery  of  the  day  differs  from 
that  of  the  era  before  Pasteur.  (Paris  med., 
Jan.  12,  1918,  VIII,  No.  2,  p.  33.) 
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ITS  ROENTGENOGRAPHIC  APPEARANCE  AND  CLASSIFICATION 

BY    GEORGE    W.    HOLMES,    M.D. 

Instructor  in  Roentgenology,  Harvard  Medical  School;  Roentgenologist,  Massachusetts  General  Hospital. 


OSTEOMALACIA  is  a  comparatively 
rare  disease.  There  are  only  four 
cases  in  the  records  of  the  Massachusetts 
General  Hospital;  and  only  a  compara- 
tively small  number  have  been  reported 
in  the  literature.  The  disease  is  particularly 
rare  in  this  country,  but  more  common  in 
the  Rhine  Valley 
and  in  Northern 
Italy. 

I  should  not  feel 
justified  in  taking 
your  valuable  time 
to  present  this  sub- 
ject to  you  if  it 
were  not  for  the 
fact  that  osteoma- 
lacia is  occasion- 
ally confused  with 
primary  malignant 
tumors  of  the  bone 
and  that  the  differ- 
ential diagnosis  is 
a  matter  of  con- 
siderable difficulty. 

In  the  past  two 
years  I  have  seen 
two  cases  in  adults 
and  on  both  occa- 
sions failed  to 
make  a  correct 
diagnosis.    The 

diagnosis   may   de-      Fig.  i.    The  Hypoplastic 
pend  largely  upon         Type  of  Osteomalacia 

the    roentgenogra- 

phic  interpretation 

and  if  based  on  an 

incorrect  one,   the 

treatment  may  be  radical.  The  importance 

of  keeping  this  disease  in  mind  has  been 

impressed  upon  me,  through  my  failures; 

and  it  is  with  these  cases  in  mind  that 

I  bring  the  subject  to  your  attention. 


— IN   Childhood   Diag- 
nosed AS  Osteogenesis 
Imperfecta. 
There  is  a  fracture  of  the 
femur,  also  one  of  the  fibula. 


A  review  of  the  literature  gives  one  very 
little  help  regarding  the  x-ray  findings. 
The  only  article  I  was  able  to  find  (which 
contained  illustrations)  was  one  by  Os- 
good, Painter  and  Goldthwaite.  Nearly 
all  writers  fail  to  mention  the  x-ray  find- 
ings or  describe  them  incompletely;  and 
the  subject  is  confused,  in  roentgeno- 
graphic  and  in  clinical  literature,  with 
osteogenesis  imperfecta,  achrondroplasia, 
fragilitus  ossium,  rickets  and  Paget's  dis- 
ease. 

The  pathological  literature,  however,  is 
very  complete.  Von  Recklinghausen,  in 
his  excellent  work  on  the  subject,  has  given 
us  a  classification  based  upon  the  patho- 
logical appearance  of  the  disease  in  which 
he  includes  under  the  heading  "osteo- 
malacia," Paget's  disease  and  rickets,  as 
well  as  osteogenesis  imperfecta  and  its 
allied  conditions. 

By  the  use  of  the  prefixes  hypo-,  hyper-, 
myelo-,  et  cetera,  he  is  able  to  describe  the 
various  types  of  malacia.  This  seems  to 
me  to  be  a  very  satisfactory  way  of  avoid- 
ing confusion.  The  term  osteomalacia,  as 
generally  applied,  means  a  disease  of  the 
bones  characterized  by  softening  of  the 
long  bone,  with  loss  of  the  earthy  con- 
stituents, occurring  in  adults.  This,  in 
fact,  is  Gould's  definition.  It  is,  how- 
ever, often  applied  to  a  similar  process  in 
the  bones  of  children,  in  which  there  is 
hyperplasia  and  deformity  as  well  as  sof- 
tening and  loss  of  lime  salts. 

McCollum  in  his  book  on  "Pathology" 
describes  osteomalacia  as  being  a  disease 
Vn  adults  which  resembles  very  closely  that 
of  rickets  in  childhood.  From  the  point 
of  view  of  the  roentgenologist  there  are 
two  distinct  types  of  this  disease,  both  of 
which  occur  in  childhood  as  well  as  in  adult 
life,  and  hyper-  and  hypoplastic  malacia. 
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In  adults,  the  hypoplastic  form  is  seen 
more  often  in  the  female  and  is  likely  to 
occur  during,  or  shortly  after,  pregnancy. 
The  complaint  which  brings  the  patient 
to  the  roentgenologist  is  usually  that  of 
fracture.  There  is  an  absence  of  sufficient 
trauma.  The  bone  presents  an  indistinct, 
hazy  appearance,  with  lack  of  contrast 
between  it  and  the  soft  tissues.  The 
medullary  cavity  is  increased  and  the 
cortex  thinned.  Often  there  will  be  pres- 
ent periosteal  changes  or  callous  formation 
which  gives  the  appearance  of  the  pro- 
liferation seen  in  periosteal  sarcoma. 

The  bone  most  commonly  involved  is  the 
femur.  In  fact,  some  authors  state  that 
the  process  is  always  below  the  belt  line. 


Fig.  2.  The  Hypoplastic  Type  of  Osteomalacia  in 
Adults. 

Fracture  has  occurred  and  there  is  considerable 
callous  formation  present.  The  diagnosis  in  this  case 
was  based  on  the  pathological  report. 


The  lesion  may  be  single  but  is  usually 
multiple.  It  affects  the  shaft  of  the  long! 
bones,  the  bones  of  the  pelvis  and  spine,' 
but  does  not  involve  the  joints.  The  gen-; 
eral  appearance  in  the  cases  which  I  have! 
had  an  opportunity  to  observe  has  been' 
that  of  osteomyelitis.  In  fact,  that  is  ^the 
interpretation  usually  given. 


Fig.  3.  Lateral  View  of  Fig  2. 

The  clinician  will  then  inform  you  that 
the  patient  has  no  temperature  or  white 
count,  and  one  is  then  apt  to  fall  back  on 
a  diagnosis  of  syphilis,  only  to  be  told 
that  there  is  no  syphilitic  history  and_that 
the  Wassermann  is  negative. 

At  this  time  he  should  think  of  osteo- 
malacia and  should  examine  the  other 
bones  of  the  pelvis  and  lower  extremities 
however  much  he  is  inclined  to  believe  that 
he  is  dealing  with  a  medullary  sarcoma 
through  which  there  has  been  a  fracture. 

The  differential  diagnosis  from  a  single 
plate  after  fracture  has  occurred  is  ex- 
tremely difficult ;  but  the  finding  of  similar: 
changes  in  other  bones  would  help.  Thej 
great  extent  of  the  lesion  in  a  single  bone, 
without  thickening  or  localized  destruction 
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of   the    cortex,    is    also    evidence    against 
malignancy. 

I  The  following  is  a  report  of  one  case 
I  which  I  had  the  opportunity  to  observe 
I  and  which  was  carefully  studied  at  the 
j  Massachusetts  General  Hospital: 
t  Patient. — American  (female),  age  39 
[years;  white,  single;  born  in  Massachu- 
j  setts.  Referred  to  the  hospital  for  frac- 
I  ture  of  the  femur. 

Family  and  Previous  History. — Family 
history  negative.    Typhoid,  "jaundice  and 
pneumonia"   when  patient   was  between 
I  twelve  and  sixteen. 

Present  Illness. — Eight  days  before  ad- 
mission to  the  hospital,  while  walking 
across  the  room,  the  patient  felt  sudden 
pain  in  the  left  thigh.  Her  leg  gave  way 
and  she  fell  to  the  floor.  She  was  removed 
to  a  nearby  hospital  where  she  was  kept 
on  light  extension  until  today,  when  she 


was  brought  into  this  hospital.  Previous  to 
the  injury  she  had  complained  of  neuritis 
in  the  left  thigh. 

Physical  Examination. — Patient  was 
rather  stout  with  normal  skin  and  mucous 
membranes.  The  pupils  reacted  normally 
to  light.  Chest  and  abdomen  were  nega- 
tive. The  reflexes  were  normal.  The  left 


Fig.  4.  Hyperplastic  Type  of  Osteomalacia — in 
Childhood  sometimes  Diagnosed  Osteogenesis 
Imperfecta. 

Note  the  coarse  trabeculation  in  the  shaft  of  the 
femur. 


Fig.  5.  Plate  Taken  of  the  Femur 
after  Amputation. 

It  shows  the  structure  of  the  bone  in  more  detail. 

leg  showed  deformity  and  tenderness  in 
the  upper  thigh  but  no  crepitus  was  made 
out. 

The  patient  was  examined  by  the  .v-ray 
on  April  14th,  and  a  report  of  a  definite 
pathological  process  with  fracture  involv- 
ing the  middle  third  of  the  femur  (prob- 
ably periosteal  sarcoma)  was  made.  A  re- 
examination on  April  17th  confirmed  the 
previous  findings.  The  note  stated  that 
in  the  absence  of  previous  injuries  this  was 
probably  periosteal  sarcoma. 

A  Wassermann  which  was  negative  was 
reported  on  April  i8th.  On  the  20th,  an 
.v-ray  examination  of  the  lungs  for  a  ques- 
tion of  metastasis  was  negative. 

The  patient  was  seen  in  consultation  by 
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three  different  surgeons  and  one  syphilog- 
rapher.  All  three  surgeons  advised  am- 
putation based  on  a  probable  diagnosis  of 
malignancy. 

The  expert  in  syphilis  stated  that  he 
saw  no  evidence  of  this  disease  in  the  pa- 
tient. Her  temperature  before  operation 
was  slightly  irregular,  varying  from  normal 
to  ioi°.  The  pulse  also  varied  from  80° 
to  100°.  The  urine  was  of  rather  high 
specific  gravity  and  alkaline.  The  white 
count  was  34,000. 

On  April  27th,  the  patient  was  operated 
upon  and  the  leg  amputated  at  the  hip. 
She  made  an  uneventful  recovery  from 
the  operation  and  a  note  made  one  year 
later  stated  that  she  was  feeling  fine,  had 
secured  an  artificial  limb  "and  that  the 
stump  was  completely  healed. 

The  following  is  a  copy  of  the  patholog- 
ical report  based  on  the  surgical  specimen : 

"The  leg  was  amputated  in  the  upper 
part  of  the  femur.  At  the  middle  there 
is  a  comminuted  fracture,  the  ends  of  the 
bone  roughened  and  irregular;  the  tissue 
about  infiltrated  with  blood  and  fibrous 
bands  of  tissue  between  the  bundles  of 
muscular  fiber.  Periosteum  is  thickened 
and  can  be  stripped  off  from  the  bone, 
leaving  a  granular  surface.  The  med- 
ullary cavity  was  filled  with  rather  dark 
marrow.  Walls  of  the  bone  not  materially 
thinned  except  at  the  point  of  fracture. 

"Microscopical  examination  of  muscle 
showed  round  cell  infiltration  with  forma- 
tion of  fibrous  tissue  and  atrophy  of  the 
muscular  fibers.  In  one  of  the  large  ves- 
sels was  a  soft  white  thrombus  adherent 
to  the  wall  on  microscopical  examination, 
showing  it  to  be  composed  of  blood  and 
fibrin.  Section  of  the  bone  at  the  site  of 
fracture  showed  the  trebeculae  rather  thin 
and  medullary  spaces  filled  with  rather  a 
fibrous  tissue  in  places  with  considerable 
round  cell  infiltration.  In  one  area  there 
were  numerous  large  multinucleated  bodies 
suggesting  osteoclasts.  From  the  study  of 
the  preparations  up  to  the  present  time, 
differential  diagnosis  seems  to  be  between 
an  inflammatory  process  and  one  of  the 


trophic  disturbances.  There  is  no  indica 
tion  of  a  new  growth.  16,4-139." 

I  saw  the  other  case  only  in  consultation 
and  I  shall  not  report  it  in  detail,  as  the 
findings  were  not  complete. 

After  a  review  of  the  literature  and  study 
of  all  the  plates  I  was  able  to  obtain  on 
cases  of  osteogenesis  imperfecta,  fragilitus 


Fig.  6.  Case  Diagnosed  Clinically  as  Osteomalacia* j 

Its  appearance  is  atypical.  There  is  proliferation' 
as  well  as  destruction  of  bone  taking  place.  The  de- 
structive process  apparently  predominates. 

ossium,  osteomalacia  and  Paget's  disease, 
I  feel  that  there  are  two  distinct  types  of' 
the  disease — a  hyperplastic  and  a  hypo- 
plastic with  various  gradations  between — 
and  that  it  may  occur  either  in  adults  or 
in  children. 

It  seems  to  me  that  these  cases  could 
be  grouped  together  roentgenographically 
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even  more  easily  than  pathologically, 
classing  them  all  osteomalacia  as  von 
Recklinghausen  has  done. 

In  the  hypoplastic  group  in  children  are 
the  cases  generally  classed  as  osteogenesis 
imperfecta  or  fragilitus  ossium.  In  these 
cases  there  is  loss  of  lime  salts  and  thinning 
of  the  cortex  which  produces  a  diminution 
in  density.  The  trabecule  remain  normal. 
Change  in  the  size  or  shape  of  the  bones 
does  not  occur  unless  fractures  are  present. 
A  large  number  of  these  cases  do  show 
multiple  fractures  with  deformity  and 
more  or  less  callous  formation. 

In  the  hyperplastic  group  are  the  cases 
occurring  in  infants  and  early  childhood 
sometimes  diagnosed  as  osteogenesis  im- 
perfecta and  sometimes  as  osteomalacia. 
These   cases   show  both   destruction   and 


proliferation  of  the  bone  and  the  trabeculae 
are  irregular.  There  is  a  diminution  of 
lime  salts  and  an  increase  in  the  fibrous 
tissue. 

The  long  bones  are  widened,  particularly 
at  the  diaphysis,  and  there  is  extreme 
bowing  and  deformity.  The  pelvis  and 
spine  are  also  deformed.  The  picture  re- 


FiG  7.  Case  Diagnosed  Clinically  as  Osteomalacia. 

The  radiographic  appearance  suggests  the  condition 
usually  diagnosed  as  osteogenesis  imperfecta.  It  can 
be  classed  as  hypoplastic  malacia. 


Fig.  8.  Paget's  Disease.  The  Hyperplastic  Type 
OF  Osteomalacia  in  Adults. 


sembles  rickets  but  does  not  show  the 
characteristic  changes  along  the  epiphyseal 
line.  Fractures  are  less  common  in  this 
type. 

The  hypoplastic  type  in  adults  (com- 
monly called  osteomalacia)  may  be  local- 
ized or  general.  There  is  thinning  of  the 
cortex  and  absorption  of  lime  salts  without 
proliferative  changes  or  deformity. 

In  the  hyperplastic  type  in  adults  mul- 
tiple fractures  are  not  common.  We  have 
proliferation  and  lying-down  of  the  new 
bone  along  with  the  destructive  process. 
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The  trabeculse  are  coarse  and  irregular. 
The  bones  are  large,  bowed  and  deformed 
— the  picture  seen  in  typical  cases  of 
Paget 's  disease. 

Of  course,  there  are  cases  which  fall  be- 
tween these  groups;  but  usually  one  or 
the  other  forms  will  predominate  and  the 
class  can  be  readily  grouped.  At  any  rate, 
it  would  avoid  the  use  of  definite  names 
for  diseases  which  overlap  and  run  into 
one  another  and  it  gives  the  roentgenolo- 
gist a  definite  pathological  basis  upon 
which  to  base  his  interpretations.  The 
differential  diagnosis  in  children  is  from 
rickets  and  achondroplasia,  both  of  which 
conditions  show  their  greatest  activity 
along  the  epiphyseal  line  and  in  the 
epiphysis,  whereas  osteomalacia  is  a  dis- 
ease of  the  shaft  as  well. 

In  adults,  the  differentiation  is  from  pri- 
mary and  metastatic  malignant  diseases, 
syphilis  and  osteomyelitis.  The  wide  ex- 
tent of  the  local  lesion  or  the  presence  of 
multiple  lesions  will  usually  differentiate 
it  from  primary  malignancy.  Differentia- 
tion from  metastatic  malignancy  (carci- 
nomatosis) is  more  difficult. 

The  local  lesion  is  apt  to  be  more  ex- 
tensive and  the  bones  of  the  upper  extrem- 
ities and  skull  are  less  often  involved. 

Syphilis,  when  general  in  the  bones,  is 
usually  periosteal  in  type,  whereas  osteo- 
malacia is  a  disease  of  the  cortex  and  med- 
ullary portion  of  the  bone. 

In  differentiating  Paget's  disease  from 
syphilis,  I  have  found  the  absence  of  in- 
volvement of  the  epiphysis  in  syphilis  and 
early  involvement  in  Paget's  disease  of 
definite  help. 

Osteomyelitis,  while  usually  a  localized 
process,  may  involve  several  bones.  Peri- 
osteal changes  are  the  rule,  while  they  are 
generally  absent  in  osteomalacia. 


Clinically,  cases  of  adult  osteomalacia 
may  have  a  rise  in  temperature  and  an 
increased  white  count;  but  they  do  not 
present  these  findings  to  any  such  degree 
as  osteomyelitis.  In  the  hypoplastic  type 
the  amount  of  lime  salts  in  the  urine  is  in- 
creased. 

The  prognosis   as  far  as   cure  is   con- ; 
cerned  is  bad.     Some  cases  of  the  adult  I 
hypoplastic  type  have  been  benefited  by 
castration.  Roentgen  therapy  directed  to 
the  ovaries  should  be  considered. 


(REFERENCES 

VON  Recklinghausen,  F.  "Die  Fibrose  oder  de- 
formirende  Ostitis,  die  Osteomalacia  und  die  osteo- 
plastische  Carcinose,  in  ihren  gegenseitigen  Bezie- 
hungen."  Festschr.  Rudolf  Virchow,  Berlin,  189 1. 

WiLKE,  A.  "  De  causis  formae  mutationum,  quas  pel-  ' 
vis  ex  osteomalacia  et  rhachitica  et  adultorum,  uni- 
versali  deformis  patitur."  Berlin,  1837. 

ViERORDT,  O.  "Rhachitis  und  Osteomalacia.  In  j 
Nothnagel's  Specielle  Pathologie  und  Therapie,"  Vol.  I 
vii,  pt.  2.  Vienna,  1896. 

BowLBY,  A.  A.  "Osteomalacic,  or  mollities  ossium. 
In  Allbutt's  System  of  Medicine,"  Vol.  iii,  p.  147. 

New  York,  1897. 

Davis,  T.  A.  and  Davis,  D.  J.  "Osteomalacia  in  the 
male."  Ann.  Surg.,  1904,  Vol.  xi,  p.  225. 

RiBBERT,  M.  W.  H.  "Anatomische  Untersuchungen 
iiber  die  Osteomalacia."  Cassel,  T.  Forms  Hft.  2  C.  of 
Bibliot.  Med.,  1893. 

Schuster,  E.  R.  "Ueber  einen  ungewohnlichen  Fall 
von  Osteomalacic."  Giesen,  1905. 

Knox,  R.  "Radiography  and  Radio-Therapeutics." 
London,  1917-1918. 

McCrudden,  F.  H.  "Studies  of  bone  metabolism, 
especially  the  pathological  process,  etiology  and  treat- 
ment of  osteomalacia."  Arch.  Intern.  Med.,  1910,  Vol. 
V,  p.  596. 

"Studies  in  bone  metabolism:  the  etiology  of  non- 
puerperal osteomalacia."  Arch.  Intern.  Med.,  1912, 
Vol.  Ix,  p.  273. 

Elliott,  C.  A.  and  Nadler,  W.  H.  "Effect  of  cas- 
tration upon  osteomalacia   in  the  male."   Am.   Jour,  j 
Med.  Sc,  1917,  Vol.  clii,  p.  722.  ^_  ' 

Bradford  and  Lovett.  "Orthopedic  Surgery."  New 
York,  191 5. 

Whitman,  J.  E.  "Orthopedic  Surgery."  Philadel-  | 
phia,  1907. 

GoLDTHWAiT,  J.  E.,  Painter,  C.  F.,  Osgood,  R.  B.  j 
and  McCrudden,  F.  H.  "Study  of  the  metabolism  in  j 
osteomalacia."  Am.  Jour.  Physiol.,   1905,  Vol.  xiv,  p.  j 

389- 

Barrie,  George.  "Cancellous  bone  lesions."  Ann.  j 
of  Surg.,  1915,  Vol.  Ixi,  p.   129. 


ECHINOCOCCUS  DISEASE  OF  THE  LUNGS 
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ECHINOCOCCUS  disease  of  the  lungs 
is  sporadic  throughout  the  world,  but 
it  is  not  commonly  encountered  outside  of 
Iceland,  where  it  seems  to  be  quite  preva- 
lent, and  in  certain  parts  of  Austria,  Aus- 
tralia, Italy,  Germany  and  the  Argentina. 
It  is  interesting  to  note  that  the  echino- 
coccus  may  attack  any  organ  of  the  body, 
but  appears  to  have  a  special  predilection 
for  the  liver,  occurring  in  that  organ  in 
about  forty  to  seventy  per  cent  of  cases. ^ 
The  echinococcus  does  not  show  the  same 
partiality  for  the  lungs;  compiled  reports 
showing  them  to  be  the  seat  of  the  disease 
in  only  about  twelve  per  cent  of  the  au- 
thentic cases  known  at  the  present  writing. 
Somewhere  near  two  per  cent  occur  in  the 
kidneys,  and  the  rest  of  the  organs  of  the 
body  are  indifferently  attacked  by  the 
parasite. 

An  echinococcus  cyst  of  the  lung  shows 
in  the  radiograms  as  a  distended  bladder, 
casting  a  fairly  dense  shadow  and  occupy- 
ing a  central  position  in  the  lung  tissue, 
ranging  in  size  from  five  to  twelve  centi- 
meters in  diameter.  Ordinarily  only  one 
cyst  is  seen  in  the  lung  field,  though  there 
may  be  a  juxtaposition  of  several  on  both 
sides  of  the  chest. 

The  work  of  Paul  Krause  admirabh' 
shows  the  difference  in  degree  of  absorp- 
tion of  the  .T-rays  by  cystic  fluid  and  ordi- 
nary pus.  It  would  appear  from  his  deduc- 
tions that  the  fluid  of  a  hydatid  cyst  does 
not  possess  any  great  power  of  absorbing 
x-rays.  After  the  cyst  has  become  infected, 
and  pus  has  formed  within  the  cavity,  gas 
generates  and  is  seen  in  the  fluoroscopic 
screen,  or  in  the  radiogram,  as  a  dark  ring. 
The  conclusions  of  Krause  were  obtained 
by  taking  several  cysts  and  filling  them  re- 
spectively with  cystic  fluid  and  pus.  These 


»  Charles   Bles,    (Amsterdam).  Fortschr.  a.  d.  Geb.  d.  Rontgen- 
strahlen,  Hamb. 


were  placed  in  artificially  distended  lungs 
and  their  relative  powers  of  absorption  ob- 
tained. 

In  the  dark  ages  of  medicine  and  even 
of  later  years,  the  diagnosis  of  echinococcus 
cyst  of  the  lung  was  made  by  watching  the 
patient  until  a  vomica  would  burst  into  a 
bronchus,  and  the  restdting  expectoration 
of  the  daughter  cyst  had  clearly  defined 
the  nature  of  the  malady.  We  were  rather 
surprised  to  read  in  a  number  of  the 
"Bulletins  et  memoires  de  la  societe  medi- 
cale  des  hopitaux  de  Paris"  of  a  case  re- 
ported by  Ramond  which  was  allowed  to 
go  two  years  before  the  characteristic  ex- 
pectoration occurred  with  its  diagnostic 
detritus.  Radioscopy  unfortunately  was 
only  utilized  after  the  cyst  had  ruptured. 
Today  the  diagnosis  of  echinococcus  cyst 
has  fortunately  been  placed  on  a  more 
scientific  basis  and,  we  believe,  a  more 
gratifying  one  to  the  patient.  There  are 
three  chief  factors  on  which  the  diagnosis 
may  be  based:  first,  the  .x-ray  examination; 
second,  the  eosinophilia ;  third,  the  Bordet- 
Gengou  fixation  of  the  complement,  or 
what  is  otherwise  known  as  the  Weinberg 
Parvu  test  for  determining  the  presence  of 
an  echinococcus  infection.  The  second  and 
third  are  of  no  great  value  as  they  are  not 
constant. 

We  were  quite  astonished,  in  reviewing 
the  literature  of  echinococcus  disease  of 
the  lungs,  to  note  how  well  the  early  roent- 
genologists were  orientated  on  this  subject 
and  we  deem  the  following  incident  worthy 
of  insertion  in  our  publication.  In  1900  P. 
Helpeln  reported  a  case  of  aortic  aneurysm 
to  the  medical  society  of  Riga.  Now  it  ap- 
pears that  a  roentgenologist  named  Seng- 
buch.  just  one  year  prior  to  this,  had  seen 
the  case  and  proclaimed  it  an  echinococcus 
cyst  of  the  lungs  from  the  roentgen  find- 
ings although  he  was  positive  that  he  could 
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feel  a  thrill  over  the  chest.  In  191 2  P.  Hel- 
peln  reports  the  same  case  in  the  Berliner 
klinische  Wochenschrift  as  an  echinococcus 
cyst  of  the  lung. 

The  history  of  our  case  is  quite  interest- 
ing as  will  be  seen  in  the  follo^ying  brief 
anamnesis.  A  young  man,  thirty  years  of 
age,  a  native  of  Spain  and  by  occupation  a 
farmer,  came  to  us  in  the  earty  part  of 
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Fig.  I.  Roentgenogram  Taken  in  the  Anteropos- 
terior Position. 


November  191 7.  He  stated  that  his  present 
trouble  began  five  years  ago  by  sharp 
intermittent  pains  striking  him  in  the 
upper  part  of  the  back  about  the  shoulder 
blades.  At  first  these  pains  were  of  no  con- 
sequence but  after  a  few  months  they  ma- 
terially hindered  him  in  his  work.  Some 
six  months  later  he  began  to  complain  of 
gastric  distress  and  the  usual  signs  of  in- 
digestion. It  appears  that  a  few  minutes 
after  eating  the  patient  experienced  a  sen- 
sation of  fullness  in  the  epigastrium  asso- 
ciated with  eructations  of  gas.  After  a  time 
these  distressing  symptoms  disappeared 
and  left  him  with  a  sensation  of  nausea. 


A  very  interesting  factor  in  the  history 
at  this  period  of  his  illness,  was  that 
walking  or  standing  relieved  this  temporary 
indisposition  on  the  part  of  the  digestive 
apparatus.  In  the  latter  part  of  his  illness 
the  patient  began  to  experience  pains  in 
the  back  during  the  late  sleeping  hours  of 
the  night  and  suffered  from  insomnia. 
Eating  did  not  relieve  the  stomach  distress 
nor  did  the  pains  appear  at  any  special 
time  after  eating. 

Past  History. — Patient  had  typhoid  at 
age  of  14;  malaria  ten  years  ago;  and  has 
had  many  subsequent  attacks  since. 

Fa m ily  History. — Negative. 

Habits. — Does  not  use  alcohol.  Is  very 
fond  of  dogs. 

Physical  Examination. — Physical  exam- 
ination was  negative  and  the  patient  was 
referred  to  the  .v-ray  laboratory  for  a 
gastro-intestinal  examination. 

Roentgenological  Examination . — \^iewed 
in  the  anteroposterior  position  the  cyst 
was  visualized  quite  plainly  in  the  fluoro- 
scopic screen  occupying  a  position  in  the 
inferior  portion  of  the  chest  cavity  some 
two    centimeters    above    the    diaphragm. 


Fig.  2.  Roentgenogram  Taken  in  the  Postero- 
anterior  Position. 
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The  lateral  diameter  of  the  cyst  was  com- 
puted to  measure  about  twelve  centi- 
meters and  the  vertical  about  ten  centi- 
meters. Stereoscopic  plates  were  taken  and 
from  these  we  advanced  the  opinion  that 
the  cyst  was  connected  to  the  mediastinum. 
Suggestion  was  made  that  the  cyst  be 
punctured  under  guidance  of  the  fluoro- 
scopic screen,  but  we  advised  against  this 
procedure  as  we  were  afraid  of  producing 
an  anaphylactic  shock  and  endangering 
the  life  of  the  patient.  Miraillie  collected 
forty -three  cases  in  which  simple  puncture 
was  performed  with  two  cures,  twenty-two 
deaths,  and  ten  negative  results.  Accord- 
ing to  Dieulafoy  there  is  only  one  pro- 
cedure to  follow  in  these  cases  and  that  is 
pneumotomy.  A  cure  is  obtained  in  about 
ninety  per  cent  of  operations. 

Operation. — On  November  19.  19 17,  the 
patient  was  given  a  nitrous  oxide  anes- 
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Fig.  3.  Roentgenogram  Taken  in  the 
Later.al  Position. 


thetic  and  the  operation  performed  as  fol- 
lows: a  lateral  skin  incision  was  made 
along  the  right  border  of  the  sternum  ex- 
tending from  the  upper  border  of  the  third 


Fig.  4.  Photograph  of  Cyst  after  Removal. 

rib  to  the  lower  border  of  the  fifth  rib. 
Yeiy  small  incisions  were  made  over  the 
third,  fourth  and  fifth  ribs  in  the  mam- 
mary line.  The  incision  was  carried  along 
the  upper  border  of  the  third  rib  to  the 
parasternal  line  and  likewise  the  incision 
was  made  from  the  mammary  line  along 
the  fifth  rib  to  the  sternum.  The  ribs 
were  next  fractured  in  the  mammary  line 
and  the  cartilages  cut  along  the  border 
of  the  sternum.  When  the  incision  was 
complete,  the  square  flap  thus  formed 
measured  about  twelve  centimeters.  The 
intervening  soft  parts  were  now  cut  and 
using  the  external  border  of  the  flap  as  a 
hinge,  an  attempt  was  made  to  lift  it. 
In  making  this  attempt  the  pleura  was 
torn  with  the  resulting  collapse  of  the  right 
lung.  After  the  flap  had  been  laid  to  one 
side  a  good  exposure  of  the  collapsed  lung 
was  obtained  and  imbedded  in  its  tissue 
was  seen  the  white  glistening  mother-of- 
pearl-like  surface  of  the  cyst.  The  cyst  was 
attached  to  pericardium  and  the  pleura. 
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The  inner  laj^er  of  the  cyst  was  dissected 
away  from  the  outer  fibrous  la^^er  and 
when  free,  lifted  through  the  opening 
where  it  unfortunately  burst  and  allowed 
the  contents  to  spill  in  the  chest  cavity. 
The  cavity  was  well  sponged,  and  after 
thorough  cleaning,  an  attempt  was  made 
to  remove  some  of  the  outer  fibrous  layer, 
but  in  this  we  were  compelled  to  desist  as 
the  slightest  traction  on  the  lung  caused 
immediate  cessation  of  respiration.  The 
cavity  was  packed  with  gauze  dipped  in  a 
ten  per  cent  formol  glycerine  solution, 
enough  of  the  gauze  being  left  to  give  ade- 
quate drainage.  The  flap  was  stitched  in 
place  with  silkworm  gut  and  the  incision 
closed.  The  patient  was  transported  to  his 
bed  in  a  very  low  condition.  During  the 
first  forty-eight  hours  the  patient  remained 
in  a  state  of  shock  bordering  total  collapse. 
On  the  1 8th,  three  days  after  the  opera- 
tion, the  temperature  rose  to  102,  pulse 
140,  and  respiration  46  to  the  minute.  A 
profuse  expectoration  of  brown  muco- 
piirulent  pus,  accompanied  by  severe  at- 
tacks of  coughing,  occurred  at  this  time. 
On  the  2nd  day  of  November  the  condi- 
tion of  the  patient  was  very  bad.  He  was 
cyanosed  and  at  the  same  time  quite  deli- 
rious. Another  alarming  condition  which 
annoyed  us  greatly  was  the  sucking  in  of 


material  through  the  opening  of  the  flap. 
This  we  combated  by  taking  a  large  rubber 
dam  such  as  dentists  use  and  spreading  it 
over  the  opening  into  the  chest.  The  sides 
were  held  down  by  adhesive  plaster  and 
bandages.  One  side  was  allowed  to  remain 
open  so  as  to  allow  air  to  escape  during 
expiration.  After  a  few  days  the  lung  began 
to  expand  and  resume  its  normal  function. 

For  two  weeks  the  patient  ran  a  septic 
temperature  but  gradually  his  condition 
improved  to  such  an  extent  that  he  was 
able  to  sit  up  and  take  nourishment.  On 
December  the  cough  had  subsided  and  he 
was  practically  without  fever  during  the 
day  having  only  a  slight  rise  in  the  evening. 

By  the  first  of  January  his  condition  was 
very  gratifying  to  us  as  he  had  gained  20 
pounds  and  we  contemplated  allowing  him 
to  leave  the  hospital  in  a  few  days.  Much 
to  our  chagrin,  the  patient  was  taken  with 
a  fit  of  coughing  and  expectorated  a  large 
quantity  of  muco-purulent  material.  There 
was  a  return  of  the  fever  with  an  occasional 
night  sweat. 

At  the  present  time  the  patient  has  re- 
covered and  will  soon  leave  the  hospital 
as  cured. 

My  acknowledgment  to  Doctor  Mario 
Isnardi  for  the  case  referred  and  the  clin- 
ical data  furnished. 
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Gentlemen  of  the  American  Roent- 
gen Ray  Society,  and  Our  Guests: 
We  are  here  to  open  a  new  page  in  the 
history  of  our  Society.  We  hope  that  it 
will  be  one  worth  writing  and  one  worth 
remembering.  I  have  the  unusual  honor  to 
preside  at  a  military  medical  training 
camp — the  first  time  that  any  medical 
society  (that  is,  outside  of  the  military 
organization)  has  met  on  such  ground. 
This  has  been  made  possible  and  desirable 
largely  because  of  the  farsightedness  and 
broadmindedness  of  our  Commandant. 
For  it  was  he  who,  while  still  in  the  Surgeon 
General's  Office,  decided  that  the  best  place 
to  teach  roentgenology  to  military  men  was 
at  a  military  training  camp;  that  the 
preliminary  training  at  least  should  be 
given  under  such  conditions. 

We  are  ready  to  present  to  you  for 
inspection  and  consideration  the  efforts 
put  forth  by  those  who  have  been  here  to 
take  charge  of  the  teaching  of  roent- 
genolog\\  The  results  3'ou  will  see  are  not 
due  to  any  personal  ability  in  the  way  of 
organizing  or  administering,  but  rather  to 
the  cooperation  of  the  Commandant  and 
his  entire  staff  on  the  one  hand,  and  the 
hearty  support  of  the  Surgeon  General, 
through  the  X-ray  Division,  on  the  other 
hand.  Ample  space  and  equipment  have 
been  obtained  with  the  least  possible 
delay.  Every  assistance  has  been  given  in 
the  matter  of  selection  of  officers  for  the 
course  of  instruction,  and  we  believe  this 
has  been  better  accomplished  here  than 
it  could  have  been  done  elsewhere.  There 
have  been  times  when  we  could  not  obtain 
as  many  student  officers  as  were  desired 
in  the  school,  but  this  was  for  the  reason 
that  officers  were  not  available. 

There  are  many  reasons  why  this  is  an 
ideal  place  for  such  a  school.  In  the  first 
place,  the  military  atmosphere,  so  to  speak, 
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keeps  a  man  at  his  best  physically  and 
mentally,  and  also  more  in  the  spirit  of  the 
piu-pose  for  which  he  is  training. 

Here  there  are  always  men  who  are  doing 
their  utmost  to  advance  and  become 
leaders.  It  is  this  sort  of  example  that 
makes  every  other  man  apply  himself 
seriously. 

This  school  organization  is  only  a  small 
part  of  the  great  training  camp,  but  it  is 
the  more  positively  an  organization  since 
it  is  a  working  part  of  a  perfectly  organized 
plan,  commanded  by  an  officer  of  great 
ability  and  wide  experience. 

The  end  results  of  any  organization  are 
directly  dependent  upon  the  cooperation 
that  exists  within  the  personnel  of  the 
organization;  in  this  case  among  the 
instructors  and  assistant  instructors  as 
well  as  the  students.  We  can  assure  you 
that  in  the  Camp  Greenleaf  vSchool  of 
Roentgenology  this  spirit  of  cooperation 
is  of  the  highest  type. 

The  instructors  have  been  selected  be- 
cause of  their  special  fitness  in  the  various 
subjects  of  the  course,  and  they,  in  turn, 
have  selected  their  assistants  on  the  same 
basis.  Each  department  has  its  own  duties 
and  responsibilities,  and  the  instructor 
at  the  head  sees  to  it  that  the  work  of  his 
department  is  well  done.  The  work  of  all  is 
so  correlated  as  to  give  the  student  officers 
the  best  foundation  and  preparation  for 
the  work  they  are  called  upon  to  do  in 
the  service.  Little  attention  is  paid  to 
subjects  that  have  no  special  bearing  on 
the  needs  of  the  occasion. 

The  student  officers  on  their  part  have 
always  manifested  a  marked  enthusiasm 
in  their  efforts  to  learn  what  is  required 
of  them,  and  we  have  been  more  than 
pleased  with  the  results  as  shown  by 
practical  demonstration  as  well  as  by 
means  of  examinations  held  each  week. 
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We  would  like  to  tell  you  more  about 
the  various  phases  of  development  of  the 
school,  but  time  will  not  permit.  Then, 
too,  it  is  more  fitting  that  the  history  of 
this  development  should  be  recorded  at  a 
later  time,  for  the  process  of  development 
has  not  ceased.  Even  now  we  are  con- 
templating extensive  additions  in  order 
that  the  school  may  have  a  much  greater 
capacity. 

We  believe  that  this  school  will  have  a 
far  reaching  and  important  influence  in  the 
future.  For  not  only  have  we  made  roent- 
genologists, but  we  have  been  called  upon 
also  to  instruct  the  medical  officers  of  the 
various  other  specialties  as  to  the  manner 
in  which  they  can  make  the  best  use  of  the 
roentgenologist. 


Always  we  have  made  the  plea  for  co- 
operation, and  have  done  everything  pos- 
sible to  maintain  high  ideals.  In  short,  we 
are  here  among  a  large  number  of  special 
schools  all  working  for  the  same  purpose — 
to  make  our  medical  officers  more  com- 
petent to  care  for  those  wounded  in  battle. 
There  could  be  no  more  fitting  place  for 
such  work  than  in  this  large  camp,  where 
order,  discipline,  enthusiasm  and  a  great 
spirit  of  loyalty  exist. 

This  meeting  will  add  materially  to  our 
efforts  here,  and  we  are  certain  that  you 
will  all  be  glad  to  have  come  and  to  have 
given  this  help.  We  owe  this  privilege  to 
the  Commandant  of  this  great  camp, 
Colonel*  Munson,  whom  I  now  have  the 
honor  to  present  to  you. 


ADDRESS  OF  WELCOME 


BY    BRIGADIER-GENERAL    MUNSON 

Commandant  of  Camp  Greenleaf 


CHICKAMAUGA    PARK,    GA. 


Gentlemen  of  the  American  Roentgen 
Ray  Society:  Camp  Greenleaf  extends  to 
you  its  most  cordial  welcome  and  hopes 
that  your  exercises  here  will  be  of  the 
greatest  profit.  You  are  present  on  histor- 
ic ground — historic  ground  for  the  achieve- 
ments of  the  past,  and  future  historic 
ground  for  present  achievements — for  we 
are  making  history  here  and  not  the  least 
of  the  factors  is  the  history  in  x-ray  work 
which  your  Society  is  creating.  Camp 
Greenleaf  is  the  proper  place  for  your 
meeting;  for  Camp  Greenleaf  is  now  the 
great  medical  center  of  America.  It  is  at 
the  present  time  the  medical  university  of 
the  profession  of  this  country.  There  are 
here  at  the  present  time  some  2700  officers 
of  the  Medical  Department.  That  num- 
ber is  constantly  increasing.  A  few  days 
ago  two  hundred  came  in  in  a  single  day. 
There  have  matriculated  at  this  Univer- 
sity up  to  the  present  time,  nearly  9000 
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officers,  and  as  time  goes  on  we  hope  and 
believe  that  the  profession  of  America 
which  passes  into  military  service  will 
largely,  if  not  wholly,  pass  through  this 
place. 

You  have  here  more  than  a  selected  per- 
sonnel available  for  your  further  selection 
— you  have  here  the  facilities  and  the  es- 
prit which  go  with  a  great  institution  of 
this  sort.  How  great  an  institution  it  is 
I  may  intimate  by  saying  that  we  have  at 
the  present  time  fourteen  different  pro- 
fessional schools,  which  have  approximate- 
ly 500  student  officers,  about  150  of  whom 
are  matriculants  who  have  not  yet  passed 
in  the  professional  courses  because  they 
are  taking  the  military  course  as  a  pre- 
liminary step. 

The  military  work  which  precedes  your 
x-ray  course  is  the  fundamental  thing  of 
the  whole  scheme.  You  are  being  trans- 
formed from  civilian   doctors,   experts  in 
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your  line,  into  medical  officers,  experts  in 
still  broader  lines,  and  made  conversant 
with  the  difficulties  of  medical  practice 
under  the  requirements  of  military  service 
which  must  modify  all  your  ideas,  all  your 
opportunities — perhaps  even  all  your  facil- 
ities. You  must  do  things  not  the  way. 
perhaps,  that  you  would  wish,  but  the 
way  the  military  situation  demands,  for 
the  military  situation  is  paramount. 

The  number  of  medical  officers  who  will 
come  here  in  the  future  for  training  will, 
as  I  say.  steadily  increase.  You  have  at 
the  present  time  one  of  the  most  flourish- 
ing schools.  In  round  numbers  there  are 
58  officers  matriculated  and  half  a  dozen 
or  more  taking  the  basic  course,  awaiting 
their  opportunity.  With  these  officers  are 
being  trained  approximately  two  enlisted 
men  to  each  officer  with  the  view  of  as- 
sisting the  officer,  and  taking  much  of  the 
routine  mechanics  of  your  specialty  ofl^  the 
hands  of  the  medical  officer  to  relieve  him 
for  other  and  higher  duty.  I  believe  this 
training  of  enlisted  men.  this  training  of 
assistants  to  the  roentgen-ray  officers,  is 
by  no  means  a  small  thing,  even  though  a 
smaller  part  of  your  function. 

In  this  work,  at  this  medical  university 
at  Camp  Greenleaf .  the  greatest  medical  uni- 
versity in  America,  gentlemen,  the  roent- 
gen-ray school  is  serving  all  departments. 
Not  only  every  branch  of  the  division  of 
surgery  and  the  division  of  medicine,  but 
even  the  dental  division,  comes  under  your 
purview^  and  asks  for  your  assistance.  That 
assistance  has  been  given  most  freely  and 
most  efficiently.  The  work  here  is  one  of 
team-work.  Xo  place  like  this  is  a  one 
man's  job.  It  represents  efficiency,  and  that 
efficiency  depends  upon  coordination;  co- 
ordination depends  upon  willingness,  zeal, 
endeavor,  and  ability;  and  these,  gentle- 
men, we  are  cultivating  in  everybody  here, 
in  all  the  branches  of  the  camp. 

Now  with  regard  to  your  owm  roentgen- 
ray  school.  We  conceive  here  that  we  have, 
perhaps,  the  best   roentgen-ray   school  in 
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America,  if  not  in  the  world.  We  conceive 
that  we  have  here  the  best  that  the  Roent- 
gen Ray  Society  of  America  ofi'ers  in  the 
way  of  instructors;  that  it  stands  back  of 
the  school  and  that  it  guarantees  its  prod- 
ucts; and  we  conceive  that  the  certificate 
of  graduation  of  this  school  at  Camp  Green- 
leaf  is  the  highest  evidence  of  professional 
efficiency  in  roentgen-ray  ^vork  that  can 
be  given  in  the  United  States. 

Now%  gentlemen,  this  roentgen-ray  work, 
this  roentgen-ray  school,  is  largely  in  the 
care  of  one  man,  and  that  man  is  the  Pres- 
ident of  your  Society.  You  claim  him  as  a 
scientist.  We  perhaps  know  him  not  only  as 
a  scientist,  but  better  as  a  soldier;  for  he 
has  well  demonstrated  these  qualities — the 
dual  qualities  of  the  soldier  and  scientist — 
in  a  most  eminent  degree. 

Now,  gentlemen,  we  extend  to  you,  with 
the  greatest  of  pleasure,  all  the  facilities  of 
Camp  Greenleaf.  This,  we  understand,  is 
a  business  meeting,  and  not  a  meeting  for 
entertainment.  We  have  opportunities  here 
not  only  for  work  and  development  in  roent- 
gen-ray work,  but  in  food  for  thought  and 
reflection  in  very  many  phases  of  the  med- 
ical military  work.  You  could  with  profit  put 
in  a  w^eek  and  not  see  it  all.  I  have  not 
seen  it  in  all  its  full  details  yet.  There  are 
various  training  branches  of  greatest  im- 
portance, and  the  magnitude  of  it  all  will 
be  understood  when  I  say  that  by  the  end 
of  the  week  this  camp  will  have  approxi- 
mated a  strength  of  probably  over  30,000 
officers  and  men.  Each  part  of  the  camp 
has  its  own  particular  purpose;  for  we  are 
covering  here  every  one  of  the  organiza- 
tions that  the  Medical  Department  has ; 
and  it  probably  has  more  organized  for- 
mations than  any  other  branch  of  the 
military  service.  Here  we  are  trying  to 
produce  them  all;  and  because  of  the  effi- 
ciency of  Major*  Manges  and  the  other 
chiefs,  we  think  w^e  are  producing  them 
creditably.  So  Camp  Greenleaf  welcomes 
you,  and  places  at  your  disposal  every- 
thing that  it  has. 


ANNUAL  REPORT  OF  ROENTGEN  RAY  DEPARTMENT 
ARMY  MEDICAL  SCHOOL,  WASHINGTON,  D.  C,  1917-1918* 


HOWARD    E.    ASHBURY,    M.D. 

Major,  M.  C,  U.  S.  Army 


THE  Army  Medical  School  is  in  close 
affiliation  with  the  Surgeon  General's 
Office  and  it  is  here  that  medical  officers 
are  trained  for  the  Regular  Army,  In  the 
Physical  Examination  Department,  thou- 
sands of  applicants  for  commissions  in  the 
Army  are  examined  monthly. 

The  Commandant,  Brigadier-General 
William  H.  Arthur,  is  Professor  of  Mili- 
tary Surgery,  and  President  of  the  Faculty 
and  the  Medical  Board  of  the  School. 

In  addition  to  exercising  its  own  pecu- 
liar function  as  a  training  school  for  offi- 
cers the  School  laboratories  are  called  upon 
by  the  Surgeon  General's  Office  to  carry 
out  special  investigations  and  report  upon 
new  methods  for  adoption  by  the  Army. 

The  bacteriological,  vaccine,  chemical, 
and  .T-ray  laboratories  play  important 
parts  in  this  work.  This  is  especially  true 
of  the  Vaccine  Laboratory,  where  the  en- 
tire supply  of  typhoid  vaccine  is  prepared 
for  the  troops.  Col.  Whitmore,  who  is  in 
charge  of  the  laboratories,  has  trained  a 
large  number  of  enlisted  men  as  laboratory 
assistants  in  bacteriology  and  chemistry. 

The  officer  in  charge  of  the  X-ray  De- 
partment is  the  Professor  of  Roentgenol- 
ogy and  a  member  of  the  faculty.  The  .T-ray 
laboratory  occupies  a  part  of  the  first  floor, 
rear,  of  the  building,  and  a  part  of  the  sixth 
floor,  and  is  divided  into:  (i)  Laboratory 
for  patients  where  cases  are  examined 
which  are  referred  from  the  Army  Medical 
School  physical  examination  room,  the 
Surgeon  General's  Office,  the  Attending 
Surgeon's  office,  and  from  among  the  offi- 
cers and  enlisted  men  and  their  families  in 
and  about  Washington.  (2)  Laboratory  for 
instruction,  which  adjoins  the  patients' 
laboratory.  (3)  Photographic  laboratory. 

At  the  outbreak  of  the  war  these  three 


laboratories  were  together  and  the  stu- 
dent officers  received  their  practical  in- 
struction in  the  patients'  laboratory  one 
afternoon  a  week.  But  when  the  course  of 
instruction  was  changed  from  one  to  three 
terms  per  annual  session  of  about  fourteen 
weeks  each,  and  a  class  for  enlisted  men  as 
manipulators  started,  it  became  necessary 
to  rearrange  the  quarters  so  that  daily 
classes  could  be  held  without  interfering 
with  the  routine  work  of  the  department. 
This  was  accomplished  by  moving  the 
photographic  laboratory  to  the  sixth  floor, 
where  three  well  lighted  rooms  were  avail- 
able. This  additional  space  was  fitted  up 
with  a  Waite  and  Bartlett  transformer 
and  other  apparatus  that  we  had  on  hand, 
and  a  dark  room  and  labyrinth  installed — 
the  work  being  done  by  the  officers  and 
enlisted  men  of  the  school  and  regarded  as 
elementary  instruction.  We  endeavored  to 
follow  the  plans  for  base  hospital  operating 
and  dark  rooms  as  closely  as  possible. 

The  clinical  .v-ray  laboratory  was  par- 
titioned so  that  we  were  able  to  secure  an 
office,  an  additional  room  for  dental  exam- 
ination, and  a  control  space  for  the  large 
operating  x-ray  and  fluoroscopic  room.  By 
removing  a  large  labyrinth  into  the  dark 
room,  a  plate  loading  space  was  secured 
which  could  supply  the  operators  and  feed 
exposed  plates  into  the  dark  room.  A  small- 
er and  less  elaborate  labyrinth  was  built  to 
connect  these  rooms.  The  plate-examining 
room,  which  was  quite  large,  was  divided 
so  that  a  waiting  room  was  secured.  This 
gave  more  privacy  for  plate  study,  which 
is  really  the  most  important  part  of  any 
laboratory.  Special  view  boxes  with  indi- 
rect lighting,  and  shelving  above  and  be- 
low, were  designed  and  built  around  the 
room  and  were  found  so  satisfactory  that 
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the  plans  were  adopted  by  the  Surgeon 
General's  office  for  use  in  army  laborato- 
ries. Plans  for  these  boxes  were  drawn  at 
the  school  and  are  on  exhibition  here. 
Plates  are  indexed  and  filed  for  easy  refer- 
ence and  specially  arranged  for  purposes  of 
instruction. 

Personnel. — Since  the  chief  function  of 
the  Army  Medical  School  is  to  train  men 
for  the  army,  our  personnel  has  not  been 
permanent,  for  as  fast  as  an  officer  or  man 
develops,  he  is  sent  out  to  engage  in  work 
in  broader  fields  and  others  take  his  place. 
Of  the  men  originally  at  the  school  in  Au- 
gust, 191 7,  only  two  remain. 

The  personnel  of  commissioned  men  is 
as  follows : 
I- Major.  M.  C,  Officer  in  Charge — Pro- 
fessor of  Roentgenolog^^ 
I  Captain,  M.  C,  Instructor  in  the  Lab- 
oratory for  Instruction. 
I  Captain,  M.  C,  Instructor  in  the  Lab- 
oratory for  Patients. 
I  Captain,  S.  C,  In  charge  of  installa- 
tions and  repairs. 
While  the  non-commissioned  officers  are : 
I  Hospital  Sergeant — in  general  charge. 
I  Sergeant,  1st  CI. — Property. 
I  Sergeant,  Assistant  Instructor. 
I  Sergeant,  Delco  Engine  Expert. 
I  Sergeant,  Photographic  Laboratory. 
12  Pvts.   1st  CI. — -manipulators,    electri- 
cians, draftsmen,  photographers,  dark 
room  men,  chauffeurs,  etc. 
Instrv.cUon. — -The  student  candidates  are 
selected  from  the  applicants  for  the  regu- 
lar army  who  have  successfully  passed  the 
entrance  examinations. 

The  curriculum  of  the  school  consists  of: 
Bacteriology^  ^Medical  Department  Ad- 
ministration, Chemistry,  Militarv^  Hy- 
giene, Military  Surgery,  ^Military  Medicine 
and  Tropical  Medicine,  Sanitary  Tactics, 
Ophthalmology,  Operative  Surgery  on  the 
Cadaver,  Lectures  by  Special  Professors 
and  Roentgenology. 

Successful  candidates  who  secure  a  gen- 
eral average  of  80%  and  +  points  are 
commissioned  in  the  Regular  Medical 
Corps. 


It  can  readily  be  seen  that  our  purpose 
cannot  be  to  make  these  officers  roentgen- 
ologists, so  we  aim  to  give  them  a  healthy 
respect  for  this  specialty,  to  help  them  to 
avoid  the  usual  mistakes  of  the  average 
surgeon  and  to  enable  them  to  intelHgent- 
ly  pass  on  requisitions,  etc.,  going  through 
their  hands  to  the  Surgeon  General's  Office. 

They  have  been  given  one  hour  a  week 
lectures  and  one  hour  a  week  in  practical 
laboratory  instruction,  demonstrating  ap- 
paratus, the  operation  of  machines,  the 
localization  of  foreign  bodies  by  the  meth- 
ods adopted  by  the  Army,  and  the  practi- 
cal interpretation  of  roentgenograms,  with 
particular  reference  to  the  diagnostic  points 
in  the  pathologv'  of  the  parts  concerned. 
Special  stress  has  been  laid  on  the  use  of 
the  newer  types  of  apparatus  adopted  re- 
cently for  use  in  the  present  war. 

Three  classes  of  student  candidates  and 
three  sections  of  the  Orthopedic  Class 
have  passed  through  the  school: 

Sections  of  Student-Candidates 
3rd  Class,  2 1st    Session — 75  men 
1st    Class,  22nd       " 
2nd  Class,  22nd       " 
3rd  Class,  22nd       "      — ^'j 


17    " 
^5    " 
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Orthopedic  Sections 

{  I  Naval 
1st   Class — 25  <  6  Relieved 

[  I  Discharged  (Phys.) 
2nd  Class — 26 
3rd  Class — 15 

66 

By  request  of  the  Division  of  Orthopedic 
Surgery,  of  the  Surgeon  General's  Office, 
the  officers  on  duty  in  the  Army  Medical 
School,  Orthopedic  Section,  are  given  the 
same  general  course  as  the  student-candi- 
dates for  the  army  and,  in  addition,  spe- 
cial plate  interpretation  of  bone  pathol- 

At  the  request  of  the  Division  of  Inter- 
nal Medicine  of  the  Surgeon  General's  of- 
fice, the  officers  who  reported  for  duty  on 
Tuberculosis   Boards  were  given  instruc- 
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tion  in  interpretation  of  roentgenograms 
of  tuberculosis.  This  instruction  covered 
two  classes — two  hours  twice  a  week  for  a 
period  of  about  three  months,  each  officer 
averaging  about  eight  hours'  instruction. 
Eighty-eight  officers  secured  this  instruc- 
tion. Patients  referred  for  examination 
from  the  training  camp  at  Fort  Meyer 
and  other  camps  near  Washington  were 
used  for  instruction  and  the  clinical  and 
x-ray  evidence  compared  in  the  presence 
of  the  classes.  An  outline  of  the  instruction 
follows : 

Outline  of  Instruction  for  Student- 
Candidates 
lectures 

1.  Electricity,    Low    and    High    Tension 

Current. 

2.  X-Ray  Properties.    X-Ray  Tubes. 

General  Hospital 

3.  Apparatus  for     J  Base  Hospital 

Use  in  |  Evacuation  Hospital 

(  Portable  Outfits 

4.  Fluoroscopy  Roentgenography. 

5.  Dangers     and     Precautions,     Electric 

Shock. 

6.  Lantern  Slide  Demonstration  of  Posi- 

tions and  Technique.* 

7.  Bone  Pathology. 

8.  Head  and  Teeth. 

9.  Urinary  Tract. 

10.  Chest. 

11.  Gastro-Intestinal  Tract. 

12.  Localization  of  Foreign  Bodies. 

13.  Review. 

14.  Examination — Written. 

laboratory 

1.  X-Ray  Apparatus,  Army  Types. 

2.  Description    and    Operation    of    Gas 

Tubes. 

3.  Description  and  Operation  of  Coolidge 

Tubes. 

4.  Roentgenography ;  Making  Roentgeno- 

grams. 

5.  Protection  of  Patient  and  Operator — 

Testing  Protective  Measures. 

6.  Interpretation  of  Normal  Bone  Plates. 

*See  Book  of  Prints  and  Positions,  Normal  Anatomy. 


7.  Plate  Interpretation:  Bone  Pathology 

8.  Plate  Interpretation:  Head  and  Teeth 

9.  Plate  Interpretation:  Urinary  Tract. 

10.  Plate  Interpretation:  Chest. 

1 1 .  Plate  Interpretation :  Gastro-Intestinal 

12.  Localization  of  Foreign  Bodies. 

13.  Review. 

14.  Examination — -Practical. 

Outline  of  Instruction  for  Enlistei 
Men 

The  need  for  enlisted  .x-ray  technicians 
and  manipulators  in  the  Medical  Depart 
ment  necessitated  the  establishment  of  i 
school  of  instruction,  which  was  put  intc 
operation  August  16,  191 7.  These  men 
were  selected  from  recruits  who  had  had 
previous  electrical  experience,  or  a  knowl- 
edge of  photography.  But  a  large  mmibei 
had  no  previous  experience  in  .x-ray  work. 

The  outline  of  instruction  is  as  follows: 

lectures 

1.  X-Ray  in  General. 
Excitation  Tubes  in  General. 
Tubes:  Hydrogen,  Gas,  Coolidge. 

2.  Plates,  Envelopes,  Films,  Screens,  Cas- 

settes. 
Exposure  Effects. 
Developer. 
Fixing. 
Plate-Holder. 
Marking  Plates. 

3.  Electricity:  terms  and  principles. 
Dynamos — Motors. 
Electricity — Magnetism. 
Ohm's  Law. 

Lenz's  Law. 

4.  Coils. 
Choke  Coils. 
Transformers. 
Interrupters. 
Rheostats. 
Auto-Transformer  Control. 

5.  Exposure  Factors:  K,  Voltage,  Amper- 

age,    Time,     Distance,     Saturation 
Curve,  Critical  Curve. 

6.  Relation  of  Shadow  to  Radiation  Tube 

Shift.    Shadow  Traverse. 

7.  Standard  Positions. 
Stereoscopy. 
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8.  Fluoroscopy. 

9,  Use   of    Transformer    Chart — Trouble 

and  Trouble  Hunting. 
Wiring.  Machines. 

10.  Troubles  and  Difficulties.  Plates:  De- 

veloper. Over  and  under  exposure. 

11.  Lecture  on  Osteolog\\ 

LABOR-\TORY 

1.  X-Ray  Machines,  General. 
Wiring,  trace  wiring.  Make  diagram. 

2.  Coils  and  Interrupter. 
Saturation  Curve. 

3.  Transformer  Chart. 

4.  Views  of  Arm  Model  Ex.  6^Relation 

of  Shadow  and  Direction  of  Radia- 
tion. 

5.  Relation  of  Time  of  Exposure  to  Tar- 

get. 

6.  Current  and  Time  Relation. 

7.  Voltage  Law.  Ex.  9. 

8.  Making  Plates  of  Normal  Parts. 

9.  Keeping    records    and    clerical    work, 

(see  exhibit). 
10.  Weekly  written  tests  are  customary. 

A  number  of  the  examination  papers 

are  on  exhibition. 
This    instruction    averages   two    hours' 
daily  didactic  instruction,  and  two  hours' 
practical  laboratory  work  on  machines  and 
in  the  dark-room. 

Upon  completion  of  the  course,  enlisted 
men  are  afiforded  practical  experience  by 
work  in  the  x\rmy  Medical  School  Labora- 
tory for  Patients,  Soldiers'  Home,  Provi- 
dence Hospital,  George  Washington  Uni- 
versity Hospital,  Georgetown  University 
Hospital,  Children's  Hospital,  Episcopal 
Hospital,  and  the  Walter  Reed  Hospital, 
Washington,  D,  C. 

Lists  of  quaHfied  technicians  and  manip- 
ulators are  sent  to  the  Surgeon  General's 
Office,  X-Ra}^  Division,  for  assignment  to 
duty  elsewhere.  One  sergeant  who  com- 
pleted the  course  here,  while  on  duty  at 
the  Soldiers'  Home  installed  and  operated 
the  electro-therapeutic  department.  This^ 
sergeant  is  thoroughly  conversant  with  the 
installation  and  the  practical  application 
of  modern  therapeutic  apparatus  and  is 
now  on  duty  in  France. 


Those  qualifying  who  show  special 
adaptability  are  retained  at  the  school  as 
assistants.  Several  have  received  commis- 
sions in  the  Sanitary  Corps.  Upon  receiv- 
ing their  commissions  they  are  ordered 
awa}^  from  the  school.  One  assistant  in- 
structor is  now  on  duty  at  Camp  Green- 
leaf  School  of  Military  Roentgenology. 
Others  have  been  ordered  to  France  in 
various  capacities. 

Mention  should  be  made  here  of  the 
special  aim  in  training  technicians  and 
manipulators.  These  men  are  supposed, 
primarily,  to  be  able  to  care  for  the  x-ray 
apparatus,  to  make  minor  repairs,  and  to 
keep  the  machines  running  satisfactorily. 
A  nimiber  of  them  thoroughly  understand 
the  electrical  construction  and  are  able  to 
do  almost  every  kind  of  repair  work.  These 
men  are  usually  given  assignments  where 
their  knowledge  will  be  most  useful;  they 
are  called  technicians.  Secondly,  the  men 
are  instructed  in  making  exposures  of  pa- 
tients, developing  the  plates,  and  in  gen- 
eral dark-room  work.  They  are  given  a 
little  osteology  to  enable  them  to  intelli- 
gently make  plates  of  the  parts  of  the 
body  requested  by  the  surgeon.  They  are 
called  manipulators,  and  they  work  imder 
the  immediate  direction  of  the  roentgen- 
ologist. In  no  way  is  it  to  be  imderstood 
that  they  are  meant  to  interpret  roent- 
genograms, to  give  opinions  on  plates  they 
have  taken,  or  to  do  fluoroscopy.  It  is  not 
expected  that  they  shall  in  any  way  usurp 
the  duties  of  the  roentgenologist. 

Certificates  of  Proficiency  are  given  to 
men  who  are  found  qualified,  technically 
and  morally,  to  perform  these  special 
duties.  Enhsted  men  found  to  be  disquali- 
fied, after  a  fair  trial  in  the  class  room,  are 
transferred  to  other  duties.  The  number 
of  men  who  have  passed  is  174;  number 
not  qualified,  8;  number  transferred  to 
other  duty,  13;  nimiber  discharged,  2  (one 
to  complete  a  dental  course  and  one  hav- 
ing been  court  martialed) ;  making  a  total 

of  197. 

These  manipulators  and  technicians  are 
on  dutv  in  most  of  the  cantonments  and 
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camps  and  the  reports  received  have  been, 
for  the  most  part,  favorable.  A  large  nimi- 
ber  are  now  on  duty  in  France.  I  feel 
sure  they  may  be  of  the  greatest  assistance 
to  the  over-worked  roentgenologist. 

The  question  is  asked,  "What  will  be- 
come of  the  men  after  the  war?"  "Suffi- 
cient unto  the  day  is  the  evil  thereof."  I 
am  thoroughly  convinced  that  the  manipu- 
lator can  produce  satisfactory  routine 
plates  and  that  he  can  ttim  out  a  large 
quantity  of  work;  also,  that  the  roentgen- 
ologist who  utilizes  his  services  will  be  in 
a  position  to  give  more  time  to  the  medical 
side  of  his  work,  including  fluoroscopy, 
therapy,  and  plate  study.  How  often  do  we 
see  the  plates  hurriedly  gone  over,  because 
after  spending  the  greater  part  of  the  day 
on  purely  mechanical  things  (which  the 
manipulator  can  do)  one  has  not  the  time 
to  go  into  history,  physical  examinations, 
and  careful  plate  study,  all  of  which  are  so 
necessary  to  correct  diagnoses.  The  roent- 
genologist has  developed  special  skill  in 
medical  and  surgical  diagnosis,  which,  af- 
ter all,  is  the  consulting  roentgenologist's 
proper  sphere.  This  is  proven  by  the  al- 
most universal  demand  for  his  opinion,  not 
only  in  reference  to  diagnosis,  but  also  to 
treatment.  Does  it  not  often  fall  to  our  lot 
to  make  the  decision,  pro  or  con,  for  an 
operation?  Shall  we  accept  this  responsi- 
bility, or  pass  the  buck  and  go  on  being 
technicians  for  the  real  doctors? 

X-Ray  Clinical  Laboratory. — A  medical 
officer  roentgenologist  is  in  attendance, 
seeing  all  patients  and  getting  a  short  his- 
tory directly  bearing  on  the  examination 
that  is  to  be  made.  He  personally  makes 
all  fluoroscopic  examinations  and  notes  in 
the  history  book  the  findings.  He  directs 
the  manipulator  in  making  plates  in  the 
positions  necessary  to  show  the  pathology 
in  question.  Regulations  controlling  rou- 
tine examinations  with  a  standard  table 
of  positions  and  technique  are  adhered  to. 

Reports  on  examiriations  are  made  by 
the  officer  in  charge  and  delivered  by.  spe- 
cial messenger  the  day  following  the  ex- 
amination. Plates  are  filed  numerically  and 


those  of  special  use  for  instruction  are  filed 
separately.  Card  indices  of  cases  are  filed 
alphabetically  by  pathological  headings. 
An  instruction  index  is  used,  which  follows 
the  classification  adopted  by  the  Confer- 
ence for  Standardization  of  Apparatus 
and  Methods,  held  in  New  York  in  June, 
1917. 

A  graphic  chart  is  kept  showing  the  rise 
and  fall  of  the  work  done  in  the  clinical 
laboratory.  This  chart  shows  at  a  glance 
the  number  of  films  and  plates  taken  daily 
and  monthly,  and  is  of  help  in  requisition- 
ing supplies,  particularly  for  the  annual 
requisition,  as  it  depicts  the  increase  in  the 
work  during  the  year. 

There  were  2060  patients  seen  between 
September,  191 7,  and  June  30,  1918.  Dur- 
ing the  same  period  3799  radiographs,  and 
5323  dental  films  were  made. 

Photographic  Laboratory. — The  photo- 
graphic laboratory  is  in  charge  of  a  non- 
commissioned officer  who  had  previously 
had  experience  in  commercial  photography. 
The  work  consists  of  taking  photographs 
for  the  various  departments  of  the  school 
and  things  of  interest  to  the  medical  de- 
partment, of  preparing  lantern  slides,  and 
of  making  prints.  Facilities  are  present  for 
making  enlargements  and  reductions  and 
for  copying  drawings,  tracings,  and  photo- 
graphs for  the  preservation  of  records. 
There  is,  also,  special  apparatus  for  making 
microphotographs. 

From  September,  1917,  to  June  30,  1918, 
the  following  amount  of  work  was  done: 
807  negatives,  2188  prints,  and  1225  lan- 
tern slides  made. 

Special  Activities. — It  has  been  our  en- 
deavor to  furnish  special  practical  infor- 
mation concerning  apparatus,  material, 
and  methods  adopted  for  use  in  the  army 
by  the  X-ray  Division  of  the  Surgeon  Gen- 
eral's Office.  We  claim  no  originality  since 
most  of  our  efforts  have  been  directed  to- 
ward the  practical  appHcation  of  ideas 
originating  elsewhere.  The  facilities  of  the 
department  being  at  the  disposal  of  the 
officers  on  duty  in  the  X-ray  Division  of 
the  Surgeon  General's  Office,  most  of  the 
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work  has  been  done  iinder  their  guidance 
and  supervision  and  any  credit  that  may 
be  due  should  be  placed  there. 

Aside  from  the  routine  reports  on  in- 
tensifying screens,  photographic  plates, 
jc-ray  accessories,  apparatus  and  instru- 
ments, we  have  made  studies  concerning 
the  protective  value  of  lead  glass,  gloves, 
aprons,  trochoscopic  boxes,  etc.,  supplied 
for  use  in  the  army.  Following  is  a  list  of 
the  special  activities  completed  in  the  de- 
partment during  the  year  1917-1918: 

Index  File:  Pathology — for  Instruction 

Classification  of  Bone  and  Joint  Diseases 

Pathological  and  Anatomical  Chart  for 
Diagnosis  of  Bone  and  Joint  Diseases 

Description  of  x-ray  Pathology  of  Bones 
and  Joints 

Technique  for  Determining  the  Size  of  the 
Heart  from  the  Roentgenogram  by  use 
of  the  Planimeter 

Heart  Report 

Interpretation  of  Roentgenograms :  Tuber- 
culosis 

Method  of  making  Strohl  Setting  on  Port- 
able Unit  Table  without  U.  S.  Instru- 
ment, and  also  by  an  adjustable  Strohl 
instrument — Coe 


Hirtz  Compass  by  Fluoroscopy  without 
U.  S.  Adapter— Coe 

Method  of  Finding  Distance  of  Target 
from  Filter  on  Top  of  Tube-case — Coe 

Report  on  Para-amidophenol-hydrochlo- 
ride 

Report  on  Comparative  Tests  of  Develop- 
ers 

Report  on  the  Manufacttire  and  Use  of 
Thoriimi  for  Pyelography  (Illus.) 

Safety  Zone  for  Operator  in  Fluoroscopic 
Work 

Brief  Explanation  of  Some  Defects  No- 
ticed in  Intensifying  Screens — plates 

Plans  for  Illuminating  Boxes  with  Shelves 

Portable  Developing  Box  for  Use  with  the 
Portable  X-ray  Unit — Coe 

Scheme  Showing  Use  of  the  Bedside  Unit 
Operated  from  the  Delco  Engine  by 
Making  Contact  with  the  Portable 
Transformer  Table — Coe 

Photograph  Showing  Use  of  Bedside  Unit 
with  the  Portable  Table — Coe 

Photograph  Showing  Use  of  Portable  Flu- 
oroscope  and  Bedside  Unit 

Speed  Coefficients  and  Intensifying  Screens 

Intensifying  Screens  and  Single  versus 
Double  Screens  -r    ^ 

Plan  for  Setting  up  a  Portable  X-ray  Unit. 
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Roentgenologist,  No.  9  (Lakeside,  U.  S.  A.),  General  Hospital,  B.  E.  F. 


IN  THE  British  Army,  the  wounded 
man  normally  passes  through  an  Ad- 
vanced Dressing  Station ;  a  Casualty  Clear- 
ing Station;  an  Evacuation  Hospital;  and, 
if  permanently  disabled  or  not  fit  for  duty 
for  some  weeks,  he  goes  to  a  Base  Hospi- 
tal in  England. 

The  type  of  roentgen  ray  work  in  an 
Evacuation  Hospital  varies  little  from  that 
at  the  Casualty  Clearing  Station,  and  dur- 
ing  an  offensive  is  identical  with  that  of 


the  Casualty  Clearing  Station,  for  many 
patients  at  such  times  come  directly  from 
the  Advanced  Dressing  Station  to  the 
Evacuation  Hospital. 

The  roentgen  ray  imit  supply  consists 
of  induction  coil,  fluoroscopic  table,  tube 
stand,  and  gas  tubes  of  different  types, 
electricity  being  supphed  from  the  light- 
ing circuit  or  storage  batteries.  The  roent- 
gen ray  laboratory  is  located  in  a  room 
adjoining  the  operating  theatre. 


♦  Prepared  for  Presentation  at  the  19th  Annual  Meeting  of  the  American  Roentgen  Ray  Society,  September,  1918. 
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The  scope  of  work  consists  principally  in 
localization  of  foreign  bodies,  examination 
of  fractures,  and  of  suspected  cases  of  gas 
gangrene,  and  study  of  all  types  of  intra- 
thoracic conditions.  Naturally,  the  amount 
and  character  of  work  varies  with  the 
character  of  the  warfare.  When  there  is  no 
fighting,  the  type  of  work  reverts  to  that 
of  civil  life,  and  in  the  Evacuation  Hospi- 
tal, there  is  little  to  do.  But  during  a  big 
offensive,  the  roentgenologist  is  worked  to 
the  limit  of  endurance  and  is  fortunate  if 
he  obtains  his  eight  hours'  rest,  for  the 
majority  of  cases  operated  must  first  be 
roentgen-rayed.  At  these  times,  one  pair 
of  stretcher  bearers  is  utilized  to  carry 
cases  from  the  accimiulation  of  patients 
in  the  corridors  to  the  roentgen-ray  room, 
and  another  pair  to  carry  them  from  the 
roentgen-ray  room  to  the  operating  thea- 
tre. The  top  of  the  roentgen-ray  table  is 
removed,  and  the  stretchers  placed  on  the 
frame,  thus  saving  a  considerable  amount 
of  time  as  well  as  inconvenience  to  the  pa- 
tient. With  the  equipment  at  hand,  the 
roentgenologist  must  develop  a  technique 
that  will  allow  him  to  examine  the  great- 
est possible  number  of  patients,  in  order 
to  keep  a  group  of  tables  continuously  oc- 
cupied in  the  operating  theatre,  and  fur- 
ther to  accumulate  a  surplus  of  cases  to  be 
operated  while  he  is  oft'  duty.  I  have  fotmd 
that  the  only  possible  way  to  accomplish 
this  is  to  use  the  fluoroscope  in  practically 
all  cases  for  localization  of  foreign  bodies, 
and  to  a  great  extent  in  other  types  of 
work.  One  does  not  at  all  times  have  the 
perfect  protection  which  my  friend  Pfah- 
ler  has  taught  us  to  believe  is  necessary 
for  our  well  being,  but  we  surely  have  as 
much  protection  as  the  medical  officer  serv- 
ing with  a  battaHon  at  the  front. 

I  feel  that  the  roentgenologists  coming 
to  France  should  be  well  instructed  in  the 
use  of  the  fluoroscope,  and  in  working  with 
different  types  of  apparatus,  for  we  shall 
not  all  have  the  good  fortune  to  use  one 
of  the  very  satisfactory  roentgen-ray  units 
operating  a  Coolidge  tube.  The  roentgen- 
ologist always  holds  a  position  of  responsi- 


bility, but  never  of  such  great  responsibil- 
ity as  he  holds  over  here  in  connection 
with  military  surgery.  A  noted  surgeon 
stated  to  me  recently  that  he  considered 
the  roentgenologist  one  of  the  most  im- 
portant members  of  the  war  machine  to- 
day. A  portion  of  his  time  must  be  spent 
in  the  operating  theatre  in  consultation 
with  the  surgeons,  but  his  chief  function 
lies  in  making  quick  and  accurate  exami- 
nations of  great  numbers  of  wounded.  If 
for  lack  of  time,  a  large  fragment  of  shell 
has  not  been  localized  for  removal  and  the 
operation  is  thus  delayed  for  some  hoiirs, 
a  gas  gangrene  may  develop  to  the  point 
where  surgical  interference  will  be  futile. 
To  the  lack  of  early,  adequate,  surgical  in- 
terference in  an  Evacuation  Hospital  can 
be  attributed  the  majority  of  deaths  from 
shell  wounds. 

The  greatest  number  of  cases  seen  by 
the  war  roentgenologist  are  those  with  shell 
or  bomb  fragments — sometimes  one,  some- 
times hundreds  to  a  case.  As  a  rule  the 
small  fragments  are  not  localized,  unless, 
because  of  their  anatomical  position,  they 
may  cause  trouble.  These  small  fragments 
cause  so  little  dcAdtalization  of  the  tis- 
sues along  their  track,  that  the  tissues  are 
able  to  control  the  slight  amount  of  infec- 
tion carried  in  by  the  foreign  body.  A  frag- 
ment of  shell,  I  cm.  in  diameter  or  larger, 
devitalizes  to  a  considerable  extent  the  tis- 
sues along  its  course,  and  furthermore, 
acts  as  a  die,  cutting  and  carrying  on  its 
distal  surface  a  corresponding  sized  piece 
of  all  the  clothes  through  which  it  passes, 
together  with  the  accumulated  bacteria. 
Therefore,  the  old  axiom  that  "A  bullet 
when  it  has  ceased  moving  has  ceased 
doing  harm"  certainly  does  not  apply  to 
these  large  shell  fragments,  for  in  most 
cases  they  commence  doing  harm  only 
some  hours  after  their  entrance.  They  kill 
because  of  the  amount  of  infected  material 
they  transport  into  the  devitalized  tissue. 

The  type  of  foreign  body  depends  upon 
the  character  of  the  fighting.  Occasionally 
we  find  large  numbers  of  shrapnel  balls. 
At  other  times,  most  of  the  cases  examined 
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contain  rifle  or  machine  gun  bullets.  It  is 
quite  remarkable  how  little  damage  a  rifle 
bullet  may  do.  A  sniper  was  shot  in  the 
inner  canthos  of  the  right  eye,  and  the  bul- 
let was  found  under  the  skin  of  the  back 
of  the  neck  on  the  right  side.  Careful  search 
was  required  to  detect  the  entrance  wound. 
The  eyelid  was  uninjured,  the  eye  per- 
fectly normal,  and  no  ecchymosis  present. 
The  patient  complained  only  of  the  sore 
spot  in  his  neck. 

A  bullet  may,  as  we  know,  travel  great 
distances  and  also  change  its  course  after 
entering  the  body,  so  that  an  extensive 
screen  examination  is  necessary  to  locate 
it.  A  British  colleague  in  a  neighboring 
hospital  examined  an  officer  w^ho  had  been 
shot  in  the  left  groin,  but  the  roentgen-ray 
examination  disclosed  no  bullet  in  the  ab- 
domen or  pelvis.  The  following  day  signs 
and  symptoms  of  infarction  of  the  left  lung 
appeared.  At  autopsy,  laceration  of  the 
external  iliac  vein  was  found,  where  the 
machine  gun  bullet  had  entered  and  from 
whence  it  had  passed  on  through  the  cir- 
culation, lodging  in  a  branch  of  the  pul- 
monary artery. 

The  French  give  the  following  classifi- 
cation of  gunshot  wounds  in  cases  reach- 
ing the  Advanced  Dressing  Station: 

Head 16.0  per  cent. 

Chest lo.o  per  cent. 

Spinal  Column 2.6  per  cent. 

Abdomen 4.0  per  cent. 

Arm 14.0  per  cent. 

Forearm 8.0  per  cent. 

Hand 12.0  per  cent. 

Thigh 14.0  per  cent. 

Leg 12.0  per  cent. 

oot 6.0  per  cent. 

ultiple 20.0  per  cent. 

The  percentages  in  cases  coming  to  the 
Evacuation  Hospital  vary  somewhat  from 
the  above,  there  being  fewer  head,  chest, 
and  abdominal  cases.  It  will  be  seen  that 
the  greatest  number  of  foreign  bodies  are 
found  in  the  extremities,  and  therefore 
can  be  readily  localized. 


The  great  majorit}'  of  foreign  bodies  in 
the  head  are  found  in  the  face.  Less  fre- 
quently are  foreign  bodies  other  than  bul- 
let or  shrapnel  balls  discovered  in  the 
brain,  for  a  shell  fragment  with  sufficient 
force  to  pass  through  the  steel  helmet  and 
skull  prevents  the  patient  from  reaching 
the  hospital.  A  relatively  small  percentage 
of  chest  wounds  are  penetrating,  and  these 
usually  on  the  right  side,  few  of  the  cases 
wounded  in  the  left  side  reaching  the  hos- 
pital. Foreign  bodies  fotmd  in  the  lungs, 
heart,  or  mediastinum  are  almost  invari- 
ably shell  fragments,  because  bullets  or 
shrapnel  balls  pass  entirely  through  the 
chest  or  lodge  in  the  opposite  wall.  For  ac- 
curate localization  of  fragments  within  the 
chest,  the  most  careful  fluoroscopic  exami- 
nation is  necessar}^  to  determine  whether 
a  foreign  body  lies  in  the  liuig,  pericardiimi, 
heart,  mediastinum,  or  in  the  chest  wall; 
and  if  in  the  lung,  to  determine  if  possible 
in  which  lobe.  The  roentgenologist  must 
give  definite  information,  for  at  times  it 
is  extremely  difficult  for  the  surgeon  to 
locate  a  foreign  body  in  the  chest,  even 
with  the  ribs  widely  spread,  allowing  him 
to  see  as  well  as  palpate.  In  injiuies  to  the 
abdomen,  the  foreign  bodies  are  usually 
found  in  the  walls  or  in  one  of  the  sohd 
viscera,  as  operative  cases  of  abdominal 
perforation  are  cared  for  in  the  front 
areas. 

The  problem  of  fractiures  for  the  roent- 
genologist is  quite  the  same  as  in  civil 
practice.  The  majority  of  fractures  coming 
to  an  Evacuation  Hospital  are  compound, 
comminuted,  or  infected.  In  cases  of  gun- 
shot fractures  of  the  long  bones,  the  screen 
method  of  examination  is  very  satisfac- 
tory ;  a  tracing  being  made  from  the  screen 
for  record  and  transfer  with  the  patient. 
Especially  is  this  method  of  value  in 
busy  times  when  patients  are  quickly 
transferred,  one  advantage  being  that  the 
tracing  is  ready  when  the  patient  leaves  the 
roentgen-ray  room.  In  cases  of  suspected 
simple  fractures  and  fractures  of  the  skull 
and  face,  the  plate  method  is  more  satisfac- 
tory. 
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The  roentgenologist  can  be  of  great  as- 
sistance in  early  diagnosis  of  gas  gangrene 
before  all  the  cardinal  symptoms — such  as 
swelling,  discoloration,  and  crepitation — 
appear.  In  this  connection,  I  have  found 
the  plate  method  quite  indispensable.  Very 
frequently  one  finds  a  single  large  globule 
of  gas  about  a  foreign  body,  and  upon  in- 
cision of  the  part,  the  pus  escapes  under 
pressure.  However,  these  single  large  glob- 
ules of  gas  are  apparently  formed  by  or- 
dinary non-virulent  types  of  gas-forming 
bacteria.  Gas  gangrene  shows  a  typical  pic- 
ture— ^very  small  globules  of  gas  may  be 
seen  radiating  from  the  foreign  body  be- 
neath the  sheath  of  the  adjacent  involved 
muscle,  and  later,  throughout  all  the  soft 
tissues  of  the  part.  The  roentgenograph  is 
of  great  value,  for  the  early  diagnosis  by 
this  means  enables  the  surgeon  to  limit  his 
operation  to  thorough  dissection  of  the 
muscle  involved,  whereas  a  few  hours  later, 
when  all  pathognomonic  signs  of  gas  gan- 
grene are  present,  amputation  is  neces- 
sary; and  where  the  trunk  is  involved  siir- 
gical  interference  may  be  of  no  avail.  I 
might  say  in  this  connection  that  if  a 
deep  wound  is  cleansed  with  peroxide,  one 
may  obtain  a  plate  quite  typical  of  gas 
gangrene,  for  it  is  remarkable  the  distance 
that  oxygen  bubbles  will  travel  between 
the  muscle  sheaths.  Frequentty,  there  are 
cases  of  apparent  early  gas  gangrene,  in 
which  the  roentgen-ray  examination  shows 
no  gas  present  in  the  tissue,  the  physical 
signs  closely  resembling  gas  gangrene  hav- 
ing been  produced  by  large  interstitial 
hemorrhage  or  large  clots. 


The  most  interesting  part  of  war  roent- 
genology is  the  study  of  intrathoracic  con- 
ditions. This  is  true  of  tuberculosis  be- 
cause there  are  many  recrudescences  of  old 
tuberculous  lesions  due  to  the  hardship 
and  exposure  of  trench  and  dugout  life. 
Other  such  conditions  are  hemothorax, 
pneumothorax,  abscess  of  lung,  empyem.a, 
etc.  The  stereoscopic  plate  method  is  natu- 
rally the  ideal  one  for  studying  these  con- 
ditions, and  is  essential  for  fine  differentia- 
tion of  tuberculous  conditions.  But  war 
conditions  are  not  ideal  conditions,  and 
one  may  have  to  depend  to  a  great  extent 
upon  the  fluoroscope. 

I  think  it  is  worth  while  mentioning 
that  I  have  also  given  two  bismuth 
meals  for  stomach  examination  during  my 
thirteen  months'  service  in  an  Evacuation 
Hospital. 

In  conclusion,  I  wish  to  emphasize  the 
fact  that  the  work  here  is  rather  typical  of 
all  that  done  in  advance  of  the  Base  Hos- 
pital, so  that  the  roentgenologist  who 
comes  to  France  may  have  similar  experi- 
ences. He  must  not  expect  ideal  conditions 
for  work,  nor  ideal  apparatus  with  which 
to  work,  but  must  be  prepared  to  do  a 
great  amount  of  work  when  it  comes,  by 
the  most  advantageous  methods  available 
at  the  time.  And  again,  might  I  suggest 
to  the  teachers  of  war  roentgenology  the 
necessity  of  instructing  their  pupils  in  the 
manipulation  of  different  types  of  appa- 
ratus, the  problem  of  bone  injuries,  and 
the  appearance  of  all  intrathoracic  condi- 
tions, as  well  as  methods  of  localizing  for- 
eign bodies. 


USE  AND  ABUSE  OF  ROENTGEN  RAY  TUBES  * 

BY    C.    N.    MOORE 

SCHENECTADY,   N.  Y. 


I  FEEL  rather  as  though  an  apology  was 
due  for  appearing  before  a  body  of 
trained  roentgenologists  to  speak  upon  the 
subject  of  the  use  and  abuse  of  roentgen 
ray  tubes.  My  only  excuse  for  doing  so,  is 
the  beHef  that  experience  gained  in  the 
development,  manufactiu'e  and  testing  of 
tubes,  together  with  the  examination  of 
tubes  returned  for  repairs,  may  enable  me 
to  be  of  some  service  by  pointing  out  the 
conditions  tmder  which  tubes  were  de- 
signed to  operate.  I  will  mention  some  of 
their  hmitations,  and  by  means  of  sample 
tubes  and  a  few  simple  experiments  show 
some  of  the  results  of  abuse.  In  the  pres- 
ent emergency,  it  is  highly  desirable  to 
conserve  and  utilize  to  the  utmost  degree 
the  tubes  which  must  be  transported  un- 
der such  difficulties  and  for  such  distances. 
I  hope  that  nothing  I  shall  say  will  con- 
flict with  what  you  are  being  taught  in 
the  various  schools  for  militar\^  roentgen- 
ology. My  remarks  will  apply  specifically 
to  the  hot  cathode  type  of  tube,  but  will 
appty  in  the  main  to  all  types. 

Turning  first  to  the  all-tungsten  target 
tube  in  the  seven-inch  bulb — a  tube  de- 
signed for  diagnostic  work,  both  roent- 
genographic  and  fluoroscopic,  and  for 
roentgenotherapy.  It  is  intended  to  be  op- 
erated under  the  following  conditions: 
(i)  With  voltages  as  high  as  that  corre- 
sponding to  a  ten-inch  parallel  spark  gap 
between  points,  and  with  currents  depend- 
ing upon  conditions  to  be  explained  later, 
and  (2)  upon  apparatus  delivering  current 
to  the  tube.  You  are  all  perfectly  familiar 
with  the  operation  of  this  tube,  but  I  wish 
to  say  a  few  words  regarding  the  condi- 
tions just  mentioned. 

First,  in  regard  to  the  question  of  the 
amount  of  energy  that  a  tube  will  carry. 
In  this  case,  energy  may  be  considered  as 
the  product  of  the  miUiamperage  times  the 
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potential  (spark  gap).  Once  the  target  de- 
sign is  fixed,  the  allowable  energy  input  is 
determined  principally  by  iour  things:  (i) 
The  target  material,  (2)  the  area  of  the 
focal  spot,  (3)  the  time  diiring  which  the 
energy  is  applied,  and  (4)  the  temperature 
of  the  target  at  the  time  the  energy  is  ap- 
plied. Of  the  energy  applied  to  the  focal 
spot,  approximately  99.8  per  cent  is  con- 
verted into  heat,  so  that  the  question  of 
the  allowable  energy  input  is  really  a 
question  of  the  rapidity  with  which  heat 
can  be  removed  from  the  focal  spot  and  of 
the  melting  point  of  the  target  material. 
The  metal  tungsten  is  used  today  for  the 
target  face  in  practically  all  tubes.  It  has 
a  melting  point  of  3300°  C.  If  this  temper- 
ature is  exceeded,  tiingsten  wiU  melt.  The 
filament  in  this  incandescent  lamp  is  made 
of  tiuigsten,  I  am  going  to  raise  its  tem- 
perature above  3300°  C.  by  operating  it 
at  a  voltage  considerably  in  excess  of  that 
for  which  it  was  built.  As  I  cut  out  resist- 
ance in  series  with  the  lamp,  the  tungsten 
becomes  hotter  and  hotter,  until  finally, 
at  this  point  where  it  is  white  hot,  it 
melts.  Probably  the  worst  abuse  of  the 
roentgen  ray  tube  is  due  to  a  lack  of  con- 
sideration of  the  fact  that  tungsten  has 
this  definite  melting  point.  Present  prac- 
tice is  resulting  in  repeated  melting  of  the 
focal  spot  in  many  tubes.  The  molten 
tungsten  vaporizes  rapidly  in  an  evacu- 
ated space,  and  deposits  in  a  thin  film 
over  the  active  hemisphere,  as  is  shown  by 
this  tube.  This  mirror-like  metal  deposit 
on  the  inside  of  the  glass  should  not  be 
confused  with  the  violet  coloration  which 
always  results  when  the  particular  kind  of 
glass  used  in  these  bulbs  is  subjected  to 
prolonged  exposiu-e  to  roentgen  rays.  This 
violet  color  is  due  to  some  change  taking 
place  within  the  glass  itself  and  is  per- 
fectly harmless.  The  thin  film  of  tungsten 
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exerts  no  appreciable  filtering  effect  upon 
the  roentgen  ray,  but  it  does  disturb  the 
electrical  conditions  within  the  tube.  Ex- 
periments in  the  laboratory  have  shown 
that  a  grounded  metal  wire  can  be  brought 
up  into  contact  with  a  clear  bulb  when 
the  tube  is  operating,  whereas  with  a  tube 
having  a  metal  deposit  inside,  such  a  wire 
must  be  rnoved  away  a  number  of  inches 
to  avoid  puncturing  the  tube.  The  metal 
of  the  tube  stand  is  usually  grounded  and 
the  large  number  of  punctured  bulbs  sim- 
ilar to  the  one  which  I  am  showing  you, 
w^ould  be  greatly  reduced  if  the  practice  of 
blackening  bulbs  were  discontinued.  Fur- 
thermore, I  want  to  call  your  attention  to 
the  fact  that  this  practice  results  in  no  ap- 
preciable gain.  You  may  succeed  in  in- 
creasing your  roentgen  ray  production  a 
few  per  cent  thereby,  but  this  is  hardly  of 
interest.  At  the  same  time  you  have  prob- 
ably greatly  reduced  the  life  of  your  tube. 
Properly  used,  a  tube  will  gradually  ac- 
quire the  deep  violet  color  shown  in  this 
tube,  which  was  returned  for  a  trifling 
mechanical  defect  after  two  and  -a  half 
years  of  constant  use.  If  used  in  the  same 
conservative  manner,  this  tube  should  last 
many  years  more. 

Just  a  few  words  in  regard  to  the  other 
factors  involved  in  the  question  of  allow- 
able energy  input.  It  is  obvious  that  more 
energy  may  be  applied  to  a  large  focal 
spot  than  to  a  small  one  without  exceed- 
ing the  allowable  temperature.  For  a  given 
size  of  focal  spot,  more  energy  may  be  ap- 
plied for  a  short  time  than  would  be  pos- 
sible if  the  time  of  application  were  long- 
er. And  finally,  for  a  given  size  of  focal 
spot,  more  energy  may  be  applied  to  a 
cold  target  without  melting  the  focal  spot 
than  to  one  that  is  already  hot,  because  in 
the  case  of  the  cold  target,  heat  will  flow 
away  from,  the  focal  spot  more  rapidly. 

What  I  have  said  so  far  has  applied 
mainly  to  roentgenograph ic  work.  For  con- 
tinuous operations  in  roentgenotherapy, 
the  limiting  feature  is  not  so  much  the  tar- 
get as  the  glass  of  the  bulb.  It  is  possible 
to  get  the  body  of  the  target  so  hot  that 


heat  radiated  from  it  may  cause  gas  to  be 
driven  out  of  the  glass  or  may  even  melt 
the  glass.  Adequate  cooling  of  the  bulb  is 
necessary  to  prevent  this. 

I  have  already  stated  that  the  present 
seven-inch  tube  with  the  solid  tungsten 
target  was  designed  to  operate  upon  ap- 
paratus delivering  rectified  current  to  the 
tube.  It  is  not  designed  to  operate  directly 
from  the  terminals  of  a  high  tension  trans- 
former without  the  interposition  of  a  suit- 
able rectifying  device,  or  from  the  termi- 
nals of  a  coil  without  the  use  of  valve 
tubes.  Operation  under  these  conditions 
constitutes  one  of  the  worst  abuses  with 
which  we  are  familiar.  Again  it  is  a  ques- 
tion of  the  temperature  of  the  focal  spot. 
Tungsten  at  a  temperature  of  about  2000° 
C.  begins  to  emit  electrons  at  an  appreci- 
able rate.  As  a  consequence,  if  a  source  of 
alternating  potential  is  applied  to  the  ter- 
minals of  a  tube  with  the  focal  spot  or 
any  point  in  the  focal  spot,  at  or  above 
this  temperature,  inverse  current  will  pass 
through  the  tube.  This  inverse  current 
may  focus  on  the  glass  in  the  cathode  stem, 
causing  cracking  and  the  emission  of  gas, 
or  it  may  focus  on  the  glass  of  the  bulb  di- 
rectly below  the  cathode.  It  is  customary 
to  speak  of  a  tube  being  punctured  by  in- 
verse at  this  point.  What  really  happens  is 
that  the  inverse  current  heats  the  glass  lo- 
cally so  that  it  actually  melts,  or  else  sets 
up  strains  so  that  the  glass  cracks  during 
this  or  some  subsequent  operation.  After 
cracking,  air  rushes  in  and  the  electric 
current  traveling  along  the  air  current 
gives  the  impression  that  a  spark  was  the 
cause  of  the  puncture.  The  presence  of  in- 
verse is  always  indicated  by  green  fluores- 
cence at  the  cathode  end  of  the  tube.  I 
am  now  going  to  do  something  which 
should  never  be  done,  I  am  going  to  run 
this  tube  directly  from  the  terminals  of  a 
transformer  with  no  other  rectifying  de- 
vice. Within  a  few  seconds  from  the  start 
you  will  see  green  fluorescence  appearing  in 
the  cathode  arm.  Now  that  the  target  is 
at  a  dull  red  temperature,  the  focal  spot 
is  hotter  and  you  see  the  green  fluorescence 
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immediately  upon  closing  the  switch.  The 
tube  has  not  yet  been  injured,  but  if  I 
shoiild  continue  as  I  am  about  to  do  now, 
I  shall  undoubtedly  ruin  the  tube.  You 
see  the  inverse  current  focusing  now  on  the 
glass  below  the  cathode  and  a  moment 
later  so  much  gas  has  been  evolved  that  I 
shall  have  to  discontinue  operation  of  the 
tube.  Subsequent  examination  of  the  tube 
shows  that,  while  cooling,  the  glass  has 
cracked  at  the  point  where  the  inverse 
current  focused  upon  it.  The  same  thing 
would  happen  on  our  induction  coil.  It  will 
also  occur  on  the  regular  interrupterless 
machines  if  the  rectifying  switch  is  not 
set  properly. 

Turning  now  to  the  radiator  type  of 
tube  which  was  developed  for  use  in  con- 
nection with  the  portable  army  outfits. 
This  tube  is  adapted  to  diagnostic  use 
only,  and  the  allowable  energ}^  input  is 
limited  to  that  corresponding  to  lo  ma.  at 
a  five-inch  parallel  spark  gap.  For  con- 
tinuous operation  in  fluoroscopy,  the  cur- 
rent is  limited  to  5  ma.  It  is  not  suitable 
for  therapy  for  the  reason  that  it  has  not 
been  designed  to  operate  at  the  voltages 
used  in  such  work  and  because  it  will  not 
carry  continuously  more  than  one  quarter 
of  a  kilowatt.  The  seven-inch  tube  with  no 
copper  in  the  anode  will  carry  continuous- 
ly about  one  kilowatt. 

The  radiator  type  tube  is  so  designed 
that  it  will  rectify  its  own  current  and  can 
therefore  be  operated  directly  from  the 
terminals  of  a  high  tension  transformer  or 


a  coil.  You  are  all  familiar  with  the  man- 
ner in  which  it  is  used  on  the  portable  out- 
fits. It  will  operate  equally  well  on  outfits 
delivering  rectified  current,  if  the  limits 
mentioned  above  are  not  exceeded. 

I  am  now  going  to  run  a  radiator  tube 
on  this  apparatus  taken  from  a  portable 
outfit,  with  a  current  of  10  ma.  to  demon- 
strate the  behavior  of  this  tube  under 
abuse.  The  longest  roentgenographic  ex- 
posure is  probably  not  over  forty  seconds. 
You  will  observe  from  the  milliammeter 
that  the  tube  has  remained  fairly  constant 
during  this  time.  If,  now,  I  continue  run- 
ning longer  without  adjusting  the  filament 
current,  the  milUamperage  will  gradually 
drop  until  at  the  end  of  two  minutes  it 
has  reached  8  ma.  This  falling  off  in  the 
milliamperage  is  due  to  the  presence  of  gas 
driven  out  of  the  copper  in  the  anode  by 
heat.  If  I  set  the  tube  aside,  the  copper  as 
it  cools  will  reabsorb  the  gas  and  the  tube 
will  return  to  its  original  condition.  Be- 
cause of  lack  of  time,  however,  I  shall 
have  to  omit  this  part  of  the  experiment. 
I  am  now  going  to  abuse  this  tube.  I  will 
operate  it  at  10  ma.  until  it  shows  signs  of 
distress.  At  the  end  of  about  four  minutes 
the  copper  of  the  target  has  reached  such 
a  temperature  that  I  shall  have  to  discon- 
tinue to  avoid  melting  it.  Frequently  be- 
fore this  point  is  reached,  the  tube  will 
show  green  fluorescence  throughout  the 
bulb,  owing  to  the  fact  that  so  much  gas 
will  have  been  evolved  that  further  opera- 
tion is  unsafe. 
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HUNDRED  AND  FIVE  CHEST  EXAMINATIONS 

AT  A  BASE  HOSPITAL  IN  FRANCE* 

BY    H.    E.    ALLISON 
First  Lieutenant,  M.  C,  U.  S.  A. 


DURING  the  past  three  months  we 
have  made  205  roentgen  examina- 
tions of  the  chests  of  soldiers  admitted  to 
this  hospital  from  various  parts  of  the 
front  with  either  definite  or  suspected  pul- 
monarv^  affections.  Gunshot  wounds  of  the 
chest,  with  their  various  complications, 
are  not  included  in  this  paper.  The  occur- 
rence of  a  fairly  large  percentage  of  nor- 
mals is  explained  by  the  fact  that  all  cases 
with  a  history  suspicious  of  tuberculosis 
were  roentgenographed  regardless  of  their 
lack  of  objective  symptoms  and  physical 
signs.  As  many  of  the  cases  were  conva- 
lescing from  influenza  and  bronchopneu- 
monia, they  were  classified  from  a  roent- 
genological standpoint  as  normal,  unless 
the  condition  was  clearly  defined  on  the 
plate. 

Method. — Stereoscopic  plates  were  made 
on  all  cases  either  in  the  .x-ray  room  or  at 
the  bedside.  When  the  condition  of  pa- 
tients permitted,  fluoroscopic  examinations 
were  also  made. 

Interpretation. — Interpretation  was  made 
without  any  knowledge  of  the  patient's 
symptoms  or  results  of  his  physical  exami- 
nation. From  experience  it  is  my  belief 
that  the  roentgenologist  will  have  a  much 
lower  percentage  of  error  in  diagnosis  if 
he  will  confine  himself  to  what  he  sees  on 
his  plate,  rather  than  be  biased  by  a  his- 
tory whicli  may  or  may  not  be  authentic, 
or  to  lay  too  great  stress  on  symptoms 
which  may  be  produced  by  some  condition 
outside  of  the  chest  of  which  he  has  no 
knowledge. 

In  chests  showing  changes  produced  by 
tuberculosis  I  have  classified  as  normal  all 
cases  showing  changes  which  in  the  opin- 
ion   of    casual   observers    are    anatomical 


rather  than  clinical.  Under  anatomical  tu- 
berculosis I  have  included:  (i)  Increase  in 
root  shadows.  (2)  Calcified  tubercles.  (3) 
Peribronchial  involvement — unless  gross 
and  circumscribed  or  accompanied  by  mot- 
tling. (4)'  Lessened  opacity  in  one  apex  as 
compared  with  the  opposite  one,  which  is 
generally  due  either  to  unequal  muscular 
development  or  apical  pleurisy. 

Classification. — In  the  following  table  I 
have  included  complications  found  under 
both  conditions,  consequently  the  num- 
ber of  conditions  is  somewhat  in  excess 
of  the  number  of  cases  examined. 

Conditions  Found 

Normal 40 

Pulmonary   tuberculosis    (Paren- 
chymal)    46 

Pulmonary    tuberculosis     (Gross 

peribronchial) 5 

Influenza 58 

Pneumonia  (Lobar) 12 

Pneumonia  (Broncho) 13 

Empyema 6 

Pleural  effusion  (Serous) 12 

Intralobar  effusion 3 

Lung  abscess  (Acute) i 

Cardiac  hypertrophy 22 

Aortic  aneurysm I 

Total 219 

Of  the  six  empyemas  found,  four  ac- 
companied unresolved  pneumonia.  In  two, 
the  pneumonia  had  entirely  disappeared. 
Of  the  twelve  serous  pleural  effusions  five 
were  found  complicating  a  definite  tuber- 
culosis. In  seven  cases  no  lung  lesion  could 
be  found.  All  three  of  the  intralobar  effu- 
sions  accompanied  a  .  definite  pulmonary  j 
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tuberculosis.  The  acute  lung  abscess  was 
postoperative.  Of  the  twenty-two  cases  of 
cardiac  hypertrophy,  eight  were  found  ac- 
companying lobar  pneumonia;  two  accom- 
panying bronchopneumonia;  and  ten  were 
dependent  on  valvular  disease. 

Pulmonary  Tuberculosis.  —  Neither 
the  roentgenologist  nor  the  clinician  in 
army  service  has  the  time  to  give  to  pro- 
longed study  and  observation  necessar^^ 
at  times,  to  determine  the  activity  of  a 
pulmonary  tuberculosis.  The  information 
the  clinician  desires  from  the  roentgenolo- 
gist is:  (i)  Is  tuberculosis  present?  (2)  If 
so,  its  character,  distribution,  and  prob- 
able activity  or  non-activity.  This  infor- 
mation, quickly  and  accurately  given,  is 
of  immense  value  in  enabling  the  clinician 
to  quickly  distribute  and  evacuate  his 
cases. 

The  definitely  active  cases  are  sent  be- 
fore an  examining  board  so  that  if  found 
unfit  for  duty  they  can  be  returned  to  the 
states  without  unnecessary  delay.  The  bor- 
derline cases,  where  the  activity  of  the 
process  is  questioned,  may  be  sent  to  spe- 
cial hospitals  farther  back  from  the  front 
for  a  period  of  observation.  The  definitely 
non-tuberculous  lung  conditions  such  as 
influenza,  resolving  pneumonia,  etc.,  are 
sent  directly  to  convalescent  camps. 

Whether  or  not  the  earliest  changes  of 
pulmonary  tuberculosis  can  be  demon- 
strated on  the  roentgen  plate  is  still  a 
mooted  question.  Certainly  no  scientific 
proof  that  they  cannot  be  so  demonstrated 
has  as  yet  been  advanced.  The  cardinal 
points  in  the  roentgen  appearance  of  tu- 
berculosis are:  Generally  upper  lobe, 
occasionally  middle  lobe,  and  practically 
never  lower  lobe  involvement.  Increased 
bronchial  markings  leading  to  the  lesion, 
and  parenchymal  mottling  have  all  been 
too  clearly  emphasized  to  warrant  more 
than  passing  mention.  The  point  which  I 
believe  needs  special  emphasis  is  that  peri- 
bronchial tuberculosis  alone  without  pa- 
renchymal mottling  is  practically  never  of 
clinical  significance  unless  it  is  gross  in 
amount,  clearly  circumscribed,  and  located 


in  the  upper  lobes.  This  has  been  abun- 
dantly proved  by  Heise,  Cole,  Brown, 
and  others. 

Influenza. — The  influenza  we  have  en- 
countered in  France  has  been  of  an  unusu- 
ally severe  type.  From  a  standpoint  of 
symptoms  and  physical  signs  it  has  oft- 
times  been  impossible  to  distinguish  from 
tuberculosis.  Where  bronchopneumonia  ex- 
isted as  a  complication,  blood-streaked 
sputum,  and  occasionally,  frank  hemoptysis 
persisted  over  a  period  of  several  weeks. 
Where  influenza  exists  uncomplicated  by 
pneumonia  the  roentgen  appearance  is 
quite  typical  and  easily  recognized.  It  con- 
sists of  markedly  increased  bronchial  mark- 
ings throughout  the  lungs,  practically  al- 
ways bilateral  and  usually  more  marked 
at  the  bases,  diminishing  in  intensity  from 
the  bottom  up.  The  hilus  shadow  is  usual- 
ly increased  and  the  pleural  unaffected. 
When  bronchopneumonia  exists  as  a  com- 
plication the  •  diagnosis  is  more  difficult, 
but  as  the  pneumonia  is  usually  middle  or 
lower  lobe  in  origin  (a  region  where  tu- 
berculosis is  rare)  they  can  usually  be  dif- 
ferentiated. The  most  difficult  problem  is 
to  differentiate  an  influenza  infection  with 
an  apical  bronchopneumonia  from  an  api- 
cal tuberculosis.  The  mottling  produced 
by  the  two  conditions  is  so  very  much 
alike  that  often  we  must  resort  to  the  time 
honored  custom  of  watchful  waiting  to  de- 
cide which  condition  is  present.  The  only 
helpful  point  I  have  been  able  to  observe 
is  that  in  tuberculosis  the  increase  in  bron- 
chial markings  is  usually  confined  to  the 
affected  portion  of  the  lung,  while  in  influ- 
enza with  bronchopneumonia  the  bron- 
chial markings  are  usually  increased 
throughout  both  lungs.  In  a  certain  per- 
centage of  cases  repeated  sets  of  plates 
over  a  period  of  weeks  and  even  months 
will  have  to  be  made  before  the  diagnosis 
can  be  cleared  up.  We  have  found  the 
roentgen  pictures  of  influenza  quite  typic- 
al for  as  long  a  time  as  three  months  after 
an  acute  attack. 

Lobar  Pneumonia.  —  The  roentgen 
characteristics   of  lobar  pneumonia  have 
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been  so  thoroughly  described  in  the  past 
that  I  have  nothing  to  add  except  to  call 
attention  to  the  fact  that  lobar  pneumonia 
extending  outward  from  the  root  of  the 
lung  has  been  quite  commonly  observed, 
not  only  in  my  short  series  of  cases  but  in 
many  larger  series  as  well.  It  is  extremely 
liable  to  be  confused  with  acute  lung  ab- 
scess, due  to  its  location,  and  to  the  fact 
that  the  consolidation  is  so  sharply  cir- 
cumscribed instead  of  gradually  shading 
into  the  normal  lung  valuation  as  is  com- 
mon in  lobar  pneumonia. 

The  other  conditions  observed  have  in 
no  way  varied  from  previous  descriptions 
of  them. 

Resume 

I.  Parenchymal  tuberculosis  is  generally 


a  clinical  disease  unless  slight  in  amount 
and  definitely  calcified. 

2.  Peribronchial  tuberculosis  is  not  of 
clinical  significance  unless  sharply  local- 
ized, circumscribed,  or  accompanied  by 
mottling  of  the  parenchyma. 

3.  Uncomplicated  influenza  gives  a  typ- 
ical roentgen  appearance. 

4.  Stereoscopic  chest  plates  furnish  in- 
valuable assistance  in  a  Base  or  an  Evacu- 
ation Hospital  where  rapid  and  accurate 
distribution  and  evacuation  of  cases  is  nec- 
essary. 

I  wish  to  express  my  gratitude  to  Lieut. 
Col.  Joseph  A.  Blake  for  permission  to  pre- 
sent this  resume  and  to  the  Medical  Staff 
of  the  Hospital  for  the  hearty  cooperation 
they  have  given  in  enabling  me  to  follow 
the  cases  clinically. 


MIDWINTER  MEETING  OF  ROENTGENOLOGISTS 


n^HE  Fifth  Eastern  Midwinter  Meeting 
A  of  Roentgenologists  will  be  held  at 
the  Hotel  Traymore,  Atlantic  City,  Friday 
evening  and  Saturday,  January  24th  and 
25th,  1919. 

While  the  plan  which  has  been  so  success- 
ful in  previous  meetings  will  be  closely 
followed  it  is  desired  that  the  discussion 
topics  be  more  limited.  For  instance,  that 
in  place  of  a  general  topic  "Bone  Lesions,  " 
several  subtopics  be  chosen,  such  as 
"Difficulties  of  Diagnosis  Between  Osteo- 
myelitis and  Sarcoma."  What  are  the 
early  signs  of  malignancy  in  pre-existing 
bone  cyst?  Is  diagnosis  possible  between 
tuberculous  arthritis  and  that  caused  by 
other  specific  infections?  That  is,  the 
limitation  rather  than  generalization  of 
discussion. 


The  staging  of  a  successful  meeting  at 
this  time  is  of  course  beset  with  unusual 
difficulties,  and  other  demands  upon  the 
correspondent's  time  render  it  almost 
beyond  accomplishment.  Every  possible 
assistance  is  therefore  solicited  along  three 
lines :  (A)  Furnishing  addresses  of  men  who 
should  attend.  (B)  Suggestions  as  to  pro- 
gram and  topics.  (C)  (Especially  im- 
portant.) Volunteers  who  will  agree  to 
discuss  specified  topics. 

We  believe  that  you  value  these  meet- 
ings. Show  that  you  do  by  giving  us  a 
lift  over  this  hard  place. 

David  R.  Bowen,  M.D., 

Correspondent. 

235  So.  15th  St. 
Philadelphia. 
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Fraternal  Greetings 
Letters   from   Frenxh    Roextgexolo- 

GISTS    TO    r^lEMBERS    OF    THE   AmeRICAX 

Roentgex  Ray  Society  ox  the  Oc- 
casiox  of  the  xlxeteexth  axxual 
IMeetixg,  September,  1918 

From  Major  R.  Ledoux-Lebard,  Chief  of 
Radiologic  Service,  Hospital  Descartes, 
Tours,  France 

Gextlemex  : 

Words  fail  me  to  thank  you  adequately 
for  your  kind  invitation  to  be  present  at 
this  meeting  of  your  society  and  for  the 
great  honor  of  being  elected  an  honorary 


member.  You  may  well  believe  me  if  I 
state  that  nothing  could  have  given  me  a 
greater  pleasure  than  to  be  sitting  among 
you  today  and  to  become  personally  ac- 
quainted with  all  the  eminent  roentgen- 
ologists who  compose  this  society  and  have 
so  extensively  contributed  to  the  develop- 
ment of  our  specialt3'. 

But  at  this  crucial  moment  of  the  war, 
when  my  masters,  my  colleagues  and  my 
assistants  are  all  giving  the  best  of  their 
efforts  to  the  aid  of  the  wounded  and  to 
the  support  of  our  great  cause,  I  have  felt 
that  I  could  not  leave  France  and  my 
work  here,  and  that  I  had  to  give  to  my 
country  my  share  of  effort — however  small 
and  inefficient  it  may  be. 

As  I  have  the  honor  of  being  among 
those  chosen  to  continue  over  here  in 
France  the  instruction  of  American  war 
radiologists  who,  with  your  armies,  come 
to  our  aid,  I  am  const antty  in  mental  com- 
munion with  all  of  you  and  this  coopera- 
tion with  your  wonderful  work  has  given 
me,  and  still  daily  gives  me,  the  greatest 
joy  I  have  felt  since  the  war  began,  I  am 
only  too  well  acquainted  with  my  own  lim- 
itations but  I  hope  that  they  may  be 
to  some  extent  overlooked  in  considera- 
tion of  the  sincerity  of  my  endeavor  to 
impart  to  the  men  entrusted  to  my  care 
the  love  of  our  still  rising  specialty  and 
whatever  small  knowledge  of  war  radiol- 
ogy- I  may  have  acquired.  And  let  me  tell 
you  this:  They  are  a  fine  lot  of  men,  all 
of  them,  with  the  true  spirit  in  them ! 

Let  me  hope  that  you  will  not  resent 
my  not  having  accepted  this  time  your 
invitation  which  I  appreciate  to  its  full 
value  and  for  which  I  cannot  sufficiently 
express  my  gratitude.  If,  some  day,  in  one 
of  these  coming  years,  I  have  the  privi- 
lege of  being  asked  again  among  you,  it 
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would  be  my  most  intense  joy  to  come 
and  to  thank  you,  as  well  as  to  express  my 
admiration,  for  the  splendid  work  that 
you  have  achieved  here  and  for  the  extraor- 
dinary task  surmounted,  against  almost 
incredible  difficulties,  by  the  men  who 
have  come  over  to  France. 

(Signed)  R.  Ledoux-Lebard. 

From  Major  Haret,  Director  of  the  Radio- 
logic Service  of  the  French  Armies  and 
the  Civil  Jurisdiction 
Gentlemen  : 

My  friend.  Lieutenant  Colonel  Case, 
Chief  of  the  Radiological  Service  of  the 
American  Expeditionary  Forces,  has  paid 
me  the  great  honor  of  requesting  me  to  be 
the  spokesman  for  the  French  Radiologic- 
al Service. 

In  our  r61e  as  specialists,  rather  firm 
bonds  had  already  united  us  before  the 
beginning  of  the  terrible  drama  which  has 
been  enacted  for  the  past  four  years  on 
our  northern  and  eastern  frontiers.  The 
number  of  our  American  confreres  had 
been  growing  each  year  in  the  midst  of 
the  Radiological  Society  of  France;  we 
had  been  reading  and  commenting  with 
the  greatest  interest  on  the  innumerable 
contributions  developed  in  your  labora- 
tories. 

Across  the  ocean,  a  current  of  reciprocal 
sympathy  had  been  established  upon  a 
scientific  foundation.  One  could  hardly 
open  a  book,  read  a  thesis,  or  look  through 
an  article  in  a  journal  without  seeing  men- 
tioned there,  with  credit,  the  efforts  of  as 
many  American  as  French  specialists;  and 
this  was  only  one  of  the  slight  evidences  of 
the  many  bonds  which  united  otir  minds 
as  well  as  our  hearts. 

But  it  was  destined  that  this  union 
should  become  even  more  firm.  Two  peo- 
ples of  the  same  mentality  were  bound  to 
be  interested  in  the  same  ideals.  Therefore, 
from  the  very  first  days  of  this  frightful 
war,  we  were  able  to  detect  a  movement 
gradually  developing  within  you  which 
was  certain  before  long  to  range  you  by 
our  sides. 


Barely  a  year  has  gone  by  since  you  de- 
termined to  enter  into  the  struggle,  and 
behold  the  resplendent  appearance  today 
of  our  sister  republic! 

Your  formidable  power  has  come  to  the 
help  of  France.  Your  men,  your  wealth, 
your  science — everything  has  been  offered 
to  us.  In  every  sphere  your  activity  is 
manifest.  You  are  not  content  with  mere- 
ly bringing  up  engines  of  destruction 
against  our  common  enemy.  You  add  to 
them  the  most  highly  developed  means 
for  the  treatment  of  the  heroes  who  are 
pouring  out  their  blood  for  this  sublime 
cause.  My  duties  in  the  French  Service  for 
Military  Hygiene  have  given  me  an  op- 
portunity to  see  the  entire  extent  of  the 
aid  which  you  have  brought  us  in  the 
radiological  field.  Indeed  this  branch  of 
roentgen  diagnosis  is  perhaps  the  one  which 
has  been  most  developed  since  the  begin- 
ning of  hostilities.  The  number  of  roent- 
genological posts  has  multiplied  a  hundred- 
fold since  August  19 14.  Indeed  no  surgeon 
would  consent  to  be  without  the  roentgen- 
ological examination  unless  actually  in  the 
field.  In  the  past  year  especially,  the  im- 
provements have  been  tremendous,  both 
as  regards  material  and  organization.  It 
may  be  stated  that  every  wounded  man 
is  examined  systematically,  from  the  very 
beginning  of  his  treatment,  by  means  of 
the  x-rays. 

It  is  therefore  with  a  most  profound  joy 
that  we  have  observed  the  intimate  rela- 
tion which  exists  between  your  roentgeno- 
logical service  and  ours,  convinced  that  it 
would  bear  important  fruits.  Indeed  we 
have  already  begun  to  gather  these  fruits. 
American  roentgenologists  have  already 
been  chosen  for  several  offensive  attacks. 
We  have  perfected  our  methods  together ;  we 
have  continually  improved  our  material, 
actually  borrowing  from  one  another  va- 
rious ingenious  novelties.  This  is  a  labor, 
pursued  with  the  most  complete  harmony, 
for  the  purpose  of  relieving  the  wounded. 

Permit  me,  my  dear  colleagues,  to  ten- 
der you  at  the  beginning  of  your  meeting 
the  heartfelt  greetings  of  the  French  Ra- 
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diological  Service.  We  shall  never  forget 
the  magnificent  spirit  with  which  you 
have  helped  us  during  these  terrible  tri- 
als. And  when  the  day  of  victorv"  shall 
shine  forth,  united  in  jo}^  as  we  have  al- 
ready been  in  suffering,  the  French  radi- 
ologists will  be  proud  to  share  with  the 
radiologists  of  America  the  laurels  which 
the}'  will  have  earned  in  common  at  the 
beds  of  the  woiinded,  in  an  intimate  union 
of  right  and  justice. 

Long  live  the  American  Roentgen  Ray 
Society ! 

(Signed)  Haret. 

From  Dr.  A.  Beclere,  of  The  Academy  of 
Medicine  of  Paris,  Former  President  of 
The  Society  of  Medical  Radiology-  of 
France 
To  THE  American  Roentgen  Ray  Soci- 
ety: 

As  an  honorary'  member  of  the  Ameri- 
can Roentgen  Ray  Society  I  am  happy 
and  proud  of  the  honor  which  you  have 
paid  me.  My  only  regret  is  not  to  be  able, 
at  this  annual  meeting,  to  express  my 
gratitude  to  you  in  person.  The  war  has 
suspended  the  meetings  of  the  French  So- 
ciety of  Medical  Radiology,  since  all  the 
members  have  been  mobilized  and  are 
scattered,  some  in  the  ambulant  labora- 
tories of  the  army  zone;  others  in  the 
fixed  laboratories  of  the  rear  zone.  For 
this  reason  they  have  not  been  able  to 
give  their  dean  the  formal  mission  of  trans- 
mitting the  friendly  greetings  of  our  soci- 
ety. It  is  therefore  in  my  own  name  that 
I  am  writing  to  you.  I  feel,  however,  that  I 
am  the  spokesman,  not  only  of  my  col- 
leagues of  the  Society  of  Medical  Radiol- 
ogy of  France,  but  also  of  all  French  radi- 
ologists without  exception. 

In  this  reunion  of  exclusively  medical 
and  scientific  men  I  shall  say  only  a  few 
words  in  accord  with  the  elevated  ideals 
that  3^ou  are  following. 

To  our  medical  eyes,  in  war  as  in  peace, 
the  wounded  and  the  sick  appear  merely 
as  suffering  human  beings,  that  is  to  say 
as  sacred  beings ;  and  without  asking  them 


on  which  "side  of  the  fence"  they  are 
fighting,  we  compel  ourselves,  to  our  ut- 
most, to  bring  our  help  to  all  of  them. 

To  our  scientific  eyes,  all  human  knowl- 
edge appears  like  a  collective  edifice,  al- 
ways in  process  of  construction,  but  never 
finished,  to  which  innumerable  workers  of 
all  times  and  of  all  countries  have  brought 
their  little  stones.  In  the  field  which  we 
are  cultivating,  that  of  medical  radiology, 
to  how  great  a  number  of  investigators 
are  we  not  indebted  for  our  knowledge 
and  our  actual  power? 

It  was  in  France,  at  the  end  of  the  i8th 
century,  that  Abbe  NoUet,  with  the  aid  of 
the  newly  invented  pneumatic  pump,  first 
rarefied  the  atmosphere  inside  a  glass  tube, 
and  passed  through  it  the  discharge  from 
a  static  machine,  which  was  also  a  recent 
invention. 

This  "electric  egg"  as  he  caUed  it  con- 
tained in  germ  a  whole  series  of  surprises 
then  entirely  unsuspected.  From  that  egg 
developed  successively:  In  Germany  the 
discovery  of  the  cathode  rays  by  Hittorf; 
in  England  their  profound  study  by 
Crookes;  then  in  Germany  the  discovery  of 
the  x-rays  by  Roentgen;  and  almost  imme- 
diately afterwards  in  France,  the  discov- 
ery of  the  rays  of  irranium  by  Henri  Bec- 
querel,  soon  followed  by  the  discovery  of 
the  marvellous  radium  by  Pierre  Cv.rie  and 
Madame  Curie.  Finally,  in  the  United 
States,  a  discovery  by  your  celebrated 
Edison  became  the  point  of  departure  for 
a  revolution  which  was  actually  accom- 
plished in  medical  radiology,  of  which  the 
Coolidge  tube  is  the  wonderfid  result.  It  is 
not  merely  a  change  in  instruments.  New 
horizons  are  being  opened  in  the  field  of 
radiodiagnosis,  on  account  of  the  remark- 
able ease  of  technique;  and  even  more  is 
offered  in  the  field  of  radiotherapy,  be- 
cause of  the  production  on  a  large  scale  of 
more  penetrating  rays,  some  even  as  pene- 
trating as  certain  of  the  gamma  rays  of 
radium.  We  have  reason  to  hope  for  thera- 
peutic successes  much  more  numerous, 
more  rapid,  and  more  extraordinar}"  than 
those  obtained  up  to  the  present. 
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From  the  "electric  egg"  of  the  Abbe 
Xollet  to  the  Coolidge  tube,  what  a  course 
has  been  traversed — at  the  cost  of  what 
efforts,  of  what  struggles;  and,  although  I 
have  limited  m^^self  to  the  mention  of  onh' 
a  few  names,  how  numerous  and  to  what  a 
number  of  different  countries  belong  the 
scholars  who  are  responsible  for  this  prog- 
ress, the  common  heritage  of  humanity. 

The  physicians  to  whom  we  owe  the 
perfection  of  radiodiagnosis  and  of  radio- 
therapy are  even  more  numerous.  They 
are  scattered  over  even  a  greater  number 
of  countries.  I  shall  not  attempt  to  men- 
tion even  the  most  famous  of  them,  even 
limiting  myself  in  the  enumeration  of  the 
American  physicians  whose  part  has  been 
so  great  in  the  progress  of  medical  radiol- 
ogy-. Permit  me,  however,  to  pay  my  re- 
spects to  one  of  the  first  pioneers  in  this 
new  field,  one  whose  treatise  published  at 
the  very  beginning  of  this  century  taught 
me  very  much;  a  man  to  whom  I  have 
been  bound  by  a  firm  friendship  for  the 
past  sixteen  years — Doctor  Francis  H. 
Williams  of  Boston. 

Thus  the  progress  of  Science  and  of 
Medicine  is  the  result  of  a  collective  en- 
deavor, of  an  international  effort.  As  has 
been  said,  science  has  no  country-. 

But  in  the  words  of  our  immortal  Pas- 
teur we  hasten  to  add,  and  you  will  no 


doubt  repeat  with  us,  "if  Science  has  no 
country,  at  least  men  of  science  should 
have  one. "' 

To  the  natural  sentiment  of  love  which 
every  man  feels  for  his  native  land  is  add- 
ed, for  you  and  for  us,  a  just  feeling  of 
common  pride,  since  the  soldiers  of  our 
two  lands  are  fighting  side  by  side  for  the 
same  ideal;  and  are  heroically  pursuing  a 
contest  whose  issue  (certain,  now,  thanks 
to  yoiir  arrival)  will  be  the  legitimate  tri- 
umph of  right  over  might. 

This  fraternity  of  arms  has  of  necessity 
again  sealed  the  brotherly  union  of  med- 
ical radiologists,  American  and  French. 
My  keenest  wish  is  that  in  the  future  this 
union  may  become  ever  firmer  and  more 
intimate. 

Full  of  admiration  and  of  gratitude  to- 
wards the  great  American  republic  and 
its  illustrious  president,  I  offer  you  from 
the  depths  of  my  heart  the  following  sen- 
timents : 

Long  live  the  United  States  of  America ! 

Long  live  the  American  physicians! 

Long  live  the  American  Roentgen  Ray 
Society ! 

(Signed)  A.  Beclere 

Major  of  the  ist  Class,  Chief  of  the  Central 

Service  of  Rddiohgy,   of  the  Military 

Government  of  Pons 


Editorial  Correction 


Concerning  article  on  "Roentgen  Ray 
Protective  Materials"  by  W.  S.  Gorton, 
Ph.D.,  appearing  in  the  October,  1918, 
number  of  The  American  Journal  of 

ROEN  TGEN  OLOGY : 

Note — ^Experiments  made  since  the  arti- 


cle "Roentgen  Ray  Protective  Materials" 
was  written  have  shown  that  the  large 
part  of  the  effect  therein  attributed  to 
a  very  soft  .v-radiation  from  the  lead  glass, 
when  subjected  to  .v-ra^'s,  is  in  reality  due 
to  a  luminescence  of  the  glass. 
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"    50 

"    81 
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Replacement 

40 

Tompkins,  Chas.  R.,  Lt. 
Tracy,  J.  Ross,  Lt. 

Evacuation  Hospital  No. 

28 

"    71 
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"    78 
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u      38 

Evacuation  Hospital  No.  32 
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Replacement 

Headquarters,  A.  E.  F. 
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Evacuation  Hospital  No. 
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Base  Hospital  No.  56 

Van  Sweringen,  Walter, 

Capt. 

Base  Hospital  No.  84 

"    82 
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Mobile  Surgical  Unit 
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Evacuation  Hospital  No. 

II 
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Base  Hospital  No.  no 

Ward,  James,  Capt. 

"     105 

"    49 

Watts,  Wm.  B.,  Lt. 
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Evacuation  Hospital  No. 

14 

"    28 
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Evacuation  Hospital  No. 

20 
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Base  Hospital  No.  80 

"    22 

Wentz,  M.  C,  Lt. 

"    28 
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"    63 

"    96 
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«                   jg 
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"                  70 

Yale  Unit 

Wilcox,  Clark  A.,  Lt. 

"                                             "                                            "                   160 

No.  15 

Wiley,  Louis  R.,  Lt. 

Evacuation  Hospital  No. 

[9 

Wilkinson,  Boyd  E.,  Lt. 

U                                       (t                      it 

15 

"    75 
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Base  Hospital  No.  22 

Evacuation  Hospital  No.  23 
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"    83 
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"    42 
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Evacuation  Hospital  No. 
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Unit  "I" 

Base  Hospital  No.  38 
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Base  Hospital  No.  84 
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"    79 

Evacuation  Hospital  No.  1 1 
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) 
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!49 

M         u    60 
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Copeland,  Norman,  Lt. 
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Herrmann,  E.  R.,  Lt. 
Hirsch,  J.  Harry,  Lt. 
Honeij,  James  A.,  Lt. 

Hoyt,  Benjamin  F.,  Capt. 
Johnson,  Russell  M.,  Lt. 
Johnson,  Stuart  C,  Capt. 
Johnston,  Geo.  C,  Lt.  Col. 
Jones,  Z.  G.,  Lt. 
Kaigha,  Chas.  B.,  Lt. 
Kail,  Carl,  Lt. 
Kelley,  Jas.  F.,  Lt. 
Kennison,  Wm.  H.,  Lt. 
Kirklin,  Byrl  R.,  Lt. 
Koloord,  Theodore,  Lt. 
Lanier,  Leon,  M.,  Lt. 
Levering,  J.  Walter,  Lt. 
Le  Wald,  L.  T.,  Major 
Liss,  I.  Edward,  Lt. 
Lutz,  J.  Fletcher,  Major 
MacRae,  Raymond  D.,  Lt. 
McDeed,     Winfield     G., 

Capt. 
McKinney,  J.  T.,  Lt. 

McLean,  Guy  M.,  Lt. 
Manges,    Willis    F.,    Lt. 

Col. 
Margulies,  A.  C,  Lt. 
Marshall,  H.  L.,  Capt. 
Merrill,  Benj.  E.,  Lt. 

Ming,  Chas.  ^L,  Lt. 

Moflfatt,  F.  J.,  Lt. 
Moore,  Jas.  M.,  Lt. 
Morgenlauder,  Aaron  M., 

Lt. 
Newcomet,  Wm.  F.,  Capt. 
Nims,  Chas.  H.,  Lt. 
Noble,  Robert  P.,  Lt. 

Nutt,  G.  S.,  Lt. 
Oechsli,  A.  B.,  Lt. 
Palmer,  M>Ton  B.,  Capt. 
Parker,  Jesse  O.,  Lt. 
Peden,  Jos.  C,  Lt. 

Peters,  Chas.  E.,  Lt. 
Philips,  Herman  B.,  Lt. 
Podlasky%  Hany,  Lt. 
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Camp  Grant 

Ft.  Slocum,  N.  Y. 
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.Alexandria,  La. 
Base  Hospital,  Camp  Kelly, 

Texas 
Base  Hospital  No.  97 
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pital 
Cornell  University 
Camp  Upton 

Coast  Defense  of  Boston 
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Barracks 

Walter  Reed  General  Hos- 
pital 
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Edgewood  Arsenal,  Md. 
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General  Hospital  No.  3 

Cornell  Medical  College 
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Army  Medical  School 
Fort  Ontario 

Base  Hospital,  Camp  Eustis 
General  Hospital  24 
"  "        21 

Camp  Greenleaf,  Ga. 
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"      Meade 
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Camp  Greenleaf,  Ga. 

Corpus  Christi,  Texas 

Base  Hospital,  Ft.   Logan 
H.  Roots 

Camp  Wadsworth 
Upton 

General   Hospital   No.    18, 
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Letterman  General  Hospi- 
tal, California 


TRAKSLATIOKS  &"  ABSTRACTS 


Laborde,  Simone.  Le  Radium  et  les  Blessures 
de  Guerre.  (Revue  Inter alliee,  1918.) 

Dr.  Simone  Laborde  has  applied  radium  to 
many  different  kinds  of  vicious  scars  with 
good  results.  The  cicatrices  were  largely  due 
to  retractions,  and  adhesions.  Application  of 
radiiun  for  20  hours  about  five  times,  with  an  in- 
terv'al  of  two  weeks,  very  frequently  brought 
total  return  of  mobility  and  relaxation  of  adher- 
ent tendons  and  muscles,  and  restored  the  func- 
tion to  compressed  nerves.  About  two-thirds 
of  the  cases  of  painful  neuritis  were  ameliorated 
or  cured,  and  the  same  ntimber  of  cases  of 
atonic,  slowly-healing  wounds  were  cured 
with  dressings  saturated  with  radio-active 
water.  Painful  stimips  were  also  very  often 
benefited  by  treatments  of  rather  long  duration. 

Peer  Lund. 


f     Masmonteil,    F.    Roentgen   Examination   of 
r  the  Diaphysial  Fractures  of  the  Forearm. 

(/.  de  Radio,  et  d'electroL,  No.  1 2,  December, 

1917.) 

For  examining  a  patient  roentgenoscopically 
or  roentgenographically  in  case  of  diaphysial 
\  fractures  of  the  forearm,  one  must  not  be 
satisfied  to  examine  merely  the  seat  of  fracture 
but  the  whole  of  the  forearm  including  the  upper 
and  lower  radio-ulnar  articulation  where  often 
one  may  find  important  injuries.  The  roent- 
genograms must  be  taken  with  the  forearm  in 
two  difterent  positions.  The  principal  one  is 
the  antero-posterior  position  with  the  forearm 
supinated.  The  other  one,  less  important,  a 
lateral  view.  Peer  Lund. 


Levine,  Isaac  and  Joseph,  Barnett.  Mor- 
phologic Appearance  of  Cancer  Clinically 
Cured  by  Radium  and  Roentgen  Ray. 
(/.  Am.  M.  Ass.,  No.  13,  Sept.  29,  1917.) 

A  clinical  cure  of  cancer  can  be  considered 
to  be  the  gross  destruction  of  the  primary 
tumor  with  disappearance  of  symptoms  and  the 
[  well-being  continued  for  a  stifficiently  marked 
time  to  preclude  the  spontaneous  remission 
of  the  disease.  The  cHnical  effect  of  radiation 


on  malignant  tumors  was  always  thought  to 
be  accompanied  b}^  '  distinct  morphologic 
changes,  destruction  of  the  tumor  cells  and 
connective  tissue  formation.  The  authors 
claim,  after  the  microscopical  observations 
and  experimental  studies,  that  while  during 
the  treatment  with  radium  and  ;:c-rays  the 
rays  do  not  produce  any  marked  change  in 
the  morphological  appearance  of  the  tumor, 
the  proliferating  power  and  thus  also  the  clini- 
cal malignancy  of  the  cancer  cells  are  very 
deeply  impaired.  The  proliferating  power  is 
markedly  inhibited  and  there  is  produced  a 
sterilization  of  the  cancer  cells.  The  degenera- 
tion of  the  cells  and  the  connective  tissue  for- 
mation are  the  later  stages  in  the  life  cycle  of 
the  cancer  cells.  In  an  untreated  ceU  of  a 
malignant  tumor  there  is  a  rejuvenation 
before  this  later  phase  of  life  is  reached,  but 
the  radiation  arrests  this  proliferation  and  the 
natural  degeneration  occurs.  Therefore  the 
morphologic  appearance  of  a  radiated  cell 
is  not  an  absolute  criterion  of  therapeutic 
effect  of  the  rays.  Only  positive  findings  are 
indicative  of  resiilts,  while  negative  findings 
do  not  preclude  that  there  was  some  influence 
caused  by  the  rays.  Peer  Lund. 

Pauchet,  Victor.  Dilatation  of  the  Duodenimi. 
{Arch,  d'electric.  med.,No.  428,  May,  1918.) 

In  the  course  of  abdominal  operations,  the 
surgeon  often  finds  a  dilatation  of  the  duodeniun, 
coincident  with  an  intestinal  kink  of  the  last 
loop  of  the  ileum  and  a  dilatation  of  this  loop. 

In  the  x-ray  picture  the  duodenum  appears 
enlarged;  in  spite  of  intense  peristaltic  move- 
ment it  empties  only  with  difficulty.  The  last 
loop  of  the  small  intestine  empties  only  after 
fifteen  to  thirty  hours.  This  duodenal  and  iliac 
stasis  appear  to  be  due  to  a  ptosis  of  the  cseciun 
and  the  ileimi,  forming  a  kink  (Arbuthnot 
Lane)  with  a  traction  on  the  mesentery  and 
the  mesentery  vessels.  As  a  result  of  this, 
there  is  a  stasis  and  chronic  toxemia  and  a  gen- 
eral infection  of  the  portal  system. 

The  medical  treatment  consists  of  an  ab- 
dominal support  and  abdominal  exercises,  and 
so  forth.  The  surgical  treatment  would  be 
ileosigmoidostomy  with  or  without  right  cho- 
lostomy. 
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The  patient  with  a  chronic  obstruction  of  the 
duodenum  gets  an  acute  dilatation  of  the  stomach' 
and  duodenum  with  very  grave  symptoms. 
The  acidosis  of  the  stomach  provokes  a  con- 
tinuous aerophagia  wath  acute  distention  of 
the  stomach.  This  distention  by  accentuating 
the  mesenteric  kink  causes  duodenal  blockage. 

Barker,  Lewellys  F.  Oral  Sepsis  and  the 
Digestive  Apparatus.  {South.  M.  J.,  Vol. 
XI,  No.  7,  July,  1918,  p.  481.) 

The  forms  of  oral  sepsis  most  often  respon- 
sible for  disorders  of  the  digestive  apparatus 
consist  of  two  groups:  (i)  alveolar  infections 
secondary  to  diseases  of  the  dental  pulp;  and 
(2)  gingivitis,  pyorrhea  alveolaris,  and  infec- 
tions around  impacted  and  unerupted  teeth. 
The  first  group  includes :  (a)  acute  peri-odonti- 
tis  (apical,  interradial  or  lateral)  in  which  the 
tooth  becomes  tender,  especially  at  night,  and 
feels  longer  and  looser  than  it  should,  so  that 
mastication  becomes  painful,  often  resulting 
in  an  acute  alveolar  abscess  (gum  boil),  in 
an  alveolar  parulis  (or  flat  swelling  under  the 
periosteum),  or  in  a  chronic  alveolar  abscess, 
with  a  sinus,  of  the  gum  or  face;  and  (b) 
proliferative  peri-odontitis,  that  leads  to  granu- 
lons  (apical,  interradial  or  lateral),  usually 
starting  as  a  result  of  the  devitalization  of  a 
tooth  and  imperfect  treatment  of  the  root 
canal,  and  causing  no  S}Tnptoms  referable  to 
the  tooth  or  gums  recognizable  by  the  patient. 
It  was  the  application  of  roentgenological 
technique  to  dead  teeth  that  revealed  the  fre- 
quency of  this  condition,  which  is  referred  to 
often  as  "blind  abscess."  Any  person  who  has 
devitalized  teeth  in  his  mouth  does  well  to 
have  them  a;-rayed  at  intervals  in  order  that 
a  proliferating  peri-odontitis  shall  not  be 
overlooked.  From  the  second  group  of  oral 
infections  much  toxic  matter  may  be  directly 
absorbed.  Inspection  of  the  mouth,  palpation 
of  the  gums,  and  roentgenographic  examina- 
tions make  the  diagnosis  clear. 

The  varieties  of  disturbance  of  the  digestive 
apparatus  associated  with  these  forms  of  oral 
sepsis  are  (i)  gastritis  and  gastroenteritis,  (2) 
achylia  gastrica,  (3)  pylorospasm  (concerning 
which  the  evidence  is  not  yet  extensive),  and 
(4)  a  toxic  hepatopathy.  It  seems  probable 
that  some  cases  of  (5)  gastric  and  duodenal 
ulcer  are  secondary  to  oral  sepsis.  There  is 
still  doubt  as  to  whether  (6)  appendicitis  and 


(7)  cholec3^stitis  may  occasionally  be  due  to 
metastatic  infection  from  a  primary  oral  focus. 
Let  us  be  somewhat  sceptical  and  not  attri- 
bute everj^hing  to  oral  sepsis.  Yet  we  know 
that  bad  teeth  may  do  much  harm  by  causing 
trouble  in  other  parts  of  the  body.  I  do  not 
think  a  tooth  should  be  sacrificed  unless  the 
indications  are  clear  for  its  removal.  On  the 
other  hand,  do  not  try  to  save  teeth  that  can 
not  be  made  aseptic,  for  there  is  real  danger 
that  they  may  injure  the  rest  of  the  body. 

Barker,  Lewellys  F.  Discussion — Sympo- 
sium on  Oral  Sepsis.  (South.  M.  J.,  Nash- 
ville, Vol.  XI,  Sept.,  1918,  p.  614.) 

There  is  no  point  that  is  more  generally 
overlooked  by  the  general  practitioner  at  pres- 
ent than  the  significance  of  oral  sepsis  in  rela- 
tion to  other  diseases.  Cases  of  arthritis  and 
cases  of  anemia  have  gone  on  for  months  with- 
out any  attention  at  all  having  been  paid  to 
the  teeth,  and  in  which  an  examination  of  the 
teeth  revealed  serious  sepsis  of  the  mouth.  Un- 
til the  primary  focus  of  infection  has  been  re- 
moved but  little  residt  may  be  achieved  by 
therapeutic  efforts. 

The  renal  complications  of  oral  sepsis  should 
have  been  emphasized.  Nephritis  is  certainly 
not  infrequently  secondary  to  oral  sepsis.  It 
seems  likely  that  a  considerable  amount  of  the 
arterial  sclerosis  and  hypertension  that  de- 
velops in  middle  and  later  life  has  a  relation 
to  chronic  oral  sepsis.  There  are  certain  run- 
down conditions  that  turn  out  to  be  due  to 
unrecognized  oral  sepsis. 

In  children  the  primary  focus  is  more  often 
in  the  tonsils  or  in  the  adenoids;  in  older  peo- 
ple, more  often  in  the  teeth,  the  paranasal  si- 
nuses, or  the  gall-bladder. 

Oral  infection  without  distinct  symptoms 
should  be  especially  looked  after,  and  the  in- 
fection removed  to  prevent  development  of 
more  serious  disease.  This  is  more  important 
than  to  recognize  oral  infection  after  the  heart 
valves  have  become  involved  or  the  joints 
have  become  crippled  by  arthritis;  prevention 
is  easier  than  cure. 

With  reference  to  their  personal  dental  work, 
physicians  should  not  permit  the  devitalizing 
of  a  tooth  so  that  a  bridge  or  crown  may  be 
put  on,  for  now  it  is  possible  to  attach  bridges 
to  live  teeth. 

B.  Darling. 
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Graves,  M.  L.  Oral  Sepsis  and  the  Anemias. 
{South.  M.  J.,  Vol.  XI,  No.  7,  July,  1918, 
p.  4S4.) 

Anemia  constitutes  but  one  of  the  clinical 
manifestations  of  infection,  whether  it  origi- 
nates in  the  mouth  or  elsewhere.  It  is  a  fairly 
constant  symptom  in  all  the  grave  infections 
and,  to  a  more  moderate  extent,  in  the  less 
severe  ones.  Cases,  absolutely  negative  after 
careful  examination  and  presenting  mouth 
infections  of  a  very  bad  character,  have  im- 
pressed me  -^ith  the  gromng  probability  of 
the  oral  cavit}'  being  at  least  a  nidus  for  or 
the  portal  of  entrance  of  the  infective  agent 
producing  pernicious  anemia.  Anemias  of  the 
secondary-  type,  including  streptococcal  and 
pneumococcal  and  other  infections  of  the  blood, 
resulting  in  anemias,  have  often  showm  the 
mouth  as  the  probable  cause  of  infection. 

I  am  not  aware  that  the  pathology'  or  patho- 
genesis of  leiikemia  has  ever  been  determined, 
but  considering  the  two  principal  etiological 
suggestions  of  (a)  malignant  neoplasm  and  (b) 
infection,  m}'  personal  observation  inclines 
me  to  look  to  agencies  of  infection  as  the 
probable  cause.  It  may  be  iu"ged  that  other 
sources  are  quite  possible,  but  one  cannot 
ignore  the  open  sesame  of  the  mouth  infection. 

GiBBES,  J.  Heyward.  Oral  Sepsis  and  Arthritis. 
{South.  M.  J.,  Nashville,  Vol.  XI,  July, 
1918,  p.  489.) 

Pyogenic  bacteria  are  responsible  for  man}'' 
forms  of  endocarditis,  for  gastric  and  intes- 
tinal inflammations,  for  the  group  of  joint 
diseases,  formerly  designated  as  arthritis  defor- 
mans, etc.  A  streptococcus  or  other  type  of  in- 
fecting agent  has  been  substituted  for  "uric 
acid  diathesis."  The  treatment  is  now  etiologic 
instead  of  symptomatic,  and  it  is  possible  to 
prevent  the  development  of  many  disabhng 
diseases. 

The  mouth  is  the  portal  by  which  the  largest 
ntmiber  of  disease  germs  enter  the  body. 

There  is  a  great  group  of  diseases  which  can 
be  properly  investigated  only  through  the 
a;-ray.  Films  should  be  made  of  all  devitalized 
teeth.  X-ray  inspection  should  also  be  made 
of  apparently  sound  teeth  as  the  viability  of  a 
tooth  does  not  mean  that  the  tissues  about 
the  neck  of  the  root  are  normal.  Proper  inter- 
pretation of  dental  roentgenograms  is  a  deli- 


cate question,  and  discrimination  is  required 
in  deciding  for  or  against  the  sacrifice  of  a 
tooth.  Zvledical  men  are  inclined  to  be  radical 
in  indicating  extraction  but  dentists  are  in- 
clined to  treat  teeth  tmquestionabh^  diseased. 

The  roentgen  ray  often  discloses  a  degree  of 
infection  and  alveolar  destruction  that  would 
pass  luisuspected  upon  inspection  alone.  The 
roentgen  ray  is  the  method  of  precision  in  gin- 
gival and  dental  examinations. 

But  no  one  portal  of  entry  for  infecting  mi- 
croorganisms should  be  allowed  to  obscure 
the  importance  of  investigating  all  possible 
sources  of  infection. 

Beck,  Harvey  G.  The  Relation  of  Chronic  In- 
fection to  Thyroid  Deficiency.  {South.  M. 
/.,  Nashville,  Vol.  XI,  July,  1918,  p.  492.) 

Glandular  insufficiency  is  of  common  occur- 
rence and  frequently  overlooked  and  chronic 
infections  are  almost  invariably  associated  ■^'ith 
glandular  syndromes.  That  acute  or  chronic  in- 
fectious processes  have  an  etiological  signifi- 
cance in  either  hyper-  or  hypo-fvmctioning  of 
the  thyroid  has  been  demonstrated  clinically. 
The  removal  of  chronically  inflamed  tonsils, 
gall-bladders,  and  appendices  has  been  advo- 
cated as  the  first  step  in  the  treatment  of 
Graves'  disease,  and  frequently  results  in  cure. 
Rheumatism  shows  a  special  tendency  to  in- 
volvement of  the  thyroid.  Thyroid  intoxica- 
tion occurs  in  yoimg  women  patients  with  fo- 
cal infection  in  the  form  of  alveolar  abscesses, 
tonsiUitis,  and  sinusitis;  thyroid  enlargement 
has  been  observed  coincident  with  chronic  gin- 
gi\'itis.  In  one  case  goitre  symptoms  were  re- 
lieved after  removal  of  abscessed  teeth;  in  an- 
other, goitre,  arthritis,  and  pyorrhea  followed 
tonsillectomy,  from  which  recovery  followed 
treatment  for  the  pyorrhea  and  extraction  of 
an  abscessed  incisor. 

The  frequency  with  which  oral  sepsis  and 
inflammation  of  the  gall-bladder  and  appendix 
are  associated  indicates  more  than  a  casual  re- 
lation. The  administration  of  thyroid  usually 
reHeves  the  symptoms  referable  to  thyroid  de- 
ficiency but  does  not  remove  the  source.  Surg- 
ical measures  must  frequently  be  employed. 
With  a  cHnical  pictiu-e  of  hypothyroidism, 
the  possibiHty  of  chronic  infection  should  be 
suspected  and  diHgent  search  made  for  foci, 
especially  in  the  mouth,  gall-bladder,  and  ap- 
pendix. B.  Darling. 
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Wilson,  Robert,  Jr.  Discussion  Symposium 
on  Oral  Sepsis.  {South.  M.  /.,  Nashville, 
Vol.  XI,  Sept.,  1918,  p.  610.) 

Perhaps  it  is  due  to  the  enthusiasm  of  those 
of  us  who  have  been  too  hasty  in  advising  the 
extraction  of  teeth  which  should  not  have  been 
extracted,  that  many  members  of  both  the 
medical  and  the  dental  professions  have  been 
slow  in  accepting  the  truth  about  oral  sepsis. 
The  importance  of  curetting  the  cavity  after 
the  extraction  of  a  tooth  should  be  emphasized. 
The  physician,  himself,  in  consultation  with 
the  dentist  and  the  roentgenologist  should 
reach  a  decision  as  to  whether  or  not  the  tooth 
should  be  extracted. 

Richardson,  Edward  H.  Discussion — Sympo- 
sium on  Oral  Sepsis.  {South.  M.  J.,  Nash- 
ville, Vol.  XI,  Sept.,  1918,  p.  611.) 

Chronic  infections  have  to  be  considered  se- 
riously in  their  relationship  to  the  disturbances 
of  the  endocrine  glands.  There  are  certain  pos- 
sible explanations  as  to  how  a  chronic  infection 
may  bring  about  a  thyroid  deficiency.  One  is 
that  there  is  an  absorption  of  toxins  from  the 
focus  of  infection  (with  a  specific  injurious  ef- 
fect on  the  parenchyma  of  the  thyroid) .  A  sec- 
ond possible  explanation  is  that  the  chronic 
absorption  of  toxins  from  the  focus  of  infec- 
tion might  bring  about  chronic  inhibition  of 
the  thyroid  gland  through  the  central  nerv^ous 
system.  A  third  possible  explanation  might  be 
that  chronic  foci  of  infection  disturb  the  nor- 
mal balance  which  is  believed  to  exist  between 
the  differenfunits  of  the  endocrine  system,  and 
there  may  be  inhibition  of  the  thyroid  gland 
through  hyperactivity  of  another  unit.  A  fourth 
explanation  is  that  it  is  a  metabolic  phenom- 
enon. • 

Granger,  A.  Improved  Model  of  the  Granger 
Localizer.  {Journal  of  Roentgenology,  Vol. 
I,  No.  2,  August,  1918,  p.  127.) 

Granger's  device  belongs  to  the  general 
type  of  the  pierced-screen,  parallax  combina- 
tion, in  which,  briefly,  a  transparent — to 
x-ray — base.  A,  placed  imdemeath  the  patient, 
contains  an  easily  recognized  opening,  B,  and 
carries  an  upright  standard,  C.  On  this  standard 
is  carried  a  pointer,  D,  and  a  fluorescent  screen 
which  has  in  its  center  a  pencil  hole,  E.  In 


the  general  type  the  screen  is  adjustable  up 
and  down,  and  the  pointer  both  up  and  down 
and  to  and  fro.  B  and  E  are  in  a  vertical  line 
and  i)  is  in  a  plane  with  that  line. 

In  Granger's  device,  upright  C  is  attached 
to  an  independent  base  which  may  be  easily 
attached  to  or  removed  from  the  base  A. 
A  has  a  scale  with  zero  at  B,  and  C  has  a  scale 
with  zero  aX  A.  D  and  E  are  adjustable  in  the 
vertical  plane  through  sleeves.  The  opening, 
B,  is  one  inch  square  and  the  base,  A,  carries 
a  grid  of  six  ^/s-inch  brass  bars.  Three  of  these 
are  imbedded  in  the  base  from  end  to  end, 
two  forming  the  right  and  left  margins  of  the 
opening,  B,  while  the  third  bisects  it.  The  three 
cross  bars  of  the  grid  are  so  placed  that  two 
form  the  near  and  far  margins  of  the  opening, 
B,  and  again  the  third  bar  bisects  it.  The  grid 
therefore  occupies  the  opening,  B,  while  the 
three  long  bars  extend  to  either  side. 

The  center  of  B  is  marked  by  a  1/32-inch 
hole  through  the  center  of  the  grid.  The  shadow 
cast  is  that  of  a  six-bar  grid,  the  three  uprights 
of  which  extend  from  the  near  and  far  sides. 
The  instrument  is  used  on  any  transparent — 
to  :K-ray — top  table,  having  a  protected 
movable  tube  underneath. 

In  use  base.  A,  is  adjusted  underneath  the 
patient  so  that  the  shadow  of  the  foreign  body 
overlies  the  center  of  the  shadow  of  the  grid. 
The  screen  is  then  adjusted  so  that  the  pencil 
hole,  E,  also  overlies  the  foreign-body  shadow, 
and  the  skin  is  marked  at  this  point.  The 
shadow  of  pointer,  D,  will  be  seen  to  overlie 
or  approximate  the  shadow  of  the  middle 
upright  of  the  grid.  The  tube  is  now  shifted 
so  that  the  foreign-body  shadow  follows  the 
middle  cross  bar  of  the  grid  from  its  middle 
to  its  intersection  with  one  of  the  outer  bars — ■ 
say  the  right.  Now,  with  the  tube  remaining 
fixed,  pointer  D  is  moved  up  or  down  until  its 
shadow  overlies  or  approximates  this  outer 
bar  as  it  did  the  middle  one  in  the  first  position. 
The  pointer  is  now  advanced  to  produce  a 
second  skin  mark  and  the  required  measure- 
ments are  read  off  on  the  scales.  In  other  paral- 
lax instruments  one  has  to  shift  pointer  and 
tube  until  a  position  is  found  where  the  shadow 
of  the  pointer  indicates  the  shadow  of  the 
foreign  body  with  any  tube  position.  With 
Granger's  improvement,  this  operation  is 
reduced  to  one  easily  determined  motion. 
Rapidity  and  accuracy  are  promoted. 

D.  R.  BowEN. 
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A  DESCRIPTION  OF  THE  CALDWELL 
STEREOFLUOROSCOPE 

BY    LIVINGSTON    MIDDLEDITCH,    JR. 
Captain,  Sanitar\'  Corps,  U.  S.  A. 


THE  Caldwell  stereofluoroscope  is  so 
arranged  as  to  make  possible  stereo- 
scopic vision  by  the  alternate  excitation  of 
two  x-ray  tubes  and  by  the  selective 
presentation  of  the  screen  images  to  the 
observer's  eyes.  Fi  and  Fo  in  Fig.  i  are 
the  focal  spots  of  the  two  tubes  alternately 
excited,  B  is  the  body  under  examination, 
and  El  and  Eo  are  the  observer's  two  eyes. 
The  two  tubes  are  flashed  in  turn,  Fi 
giving  off  rays  when  F2  is  inactive,  and 
vice  versa.  These  short  flashes  produce 
different  images  on  the  screen  owing  to  the 
displacement  of  the  two  tubes  from  each 
other.  The  images  are  present  at  alternate, 
very  brief  intervals  and  they  overlap  on 
the  screen  so  that  the  resultant  appearance 
is  a  confusing  mixture  of  the  two  stereo- 
scopic images.  A  shutter  is  placed  just  in 
front  of  the  eyes,  so  arranged  that  during 
the  instant  that  Fi  is  excited  Ei  can  see 
the  screen  and  Eo  cannot,  and  during  the 
instant  F2  is  excited  E2  can  see  the  screen 
and  El  cannot.  This  shutter,  alternately 
permitting  the  eyes  to  see  the  screen  in 
synchronism  with  the  flashes  of  the  two 
tubes,  serves  as  a  selector  of  the  two 
stereoscopic  images,  which  are  displaced 
in  point  of  time  but  not  in  point  of  space. 
Thus  each  e^'e  sees  only  the  one  image 
that  is  intended  to  reach  it  for  stereoscopic 


vision.  The  period  of  lag  of  fluorescence  in 
the  crystals  of  the  screen  is  well  within  the 
period  of  persistence  of  an  image  in  the 
eye,  so  that  the  observer  is  conscious  only 
of  a  continuous  image  similar  to  that 
produced  by  the  successive  images  of  a 
moving  picture.  Here,  however,  sixty 
images  appear  to  the  eye  in  each  second, 
and  in  the  motion  picture  only  sixteen. 

The  general  arrangement  of  the  machine 
as  shown  in  Fig.  2  (the  photographs  illus- 
trate an  early  model,  none  of  the  later  design 
being  available)  is  as  follows:  (i)  is  the 
transformer  which  supplies  power  to  both 
tubes;  (2)  is  the  box  containing  the  tubes 
and  diaphragms;  (3)  is  the  table  frame, 
with  bakelite  stretcher  top  omitted;  (4)  is 
the  screen  mount ;  with  shutter  and  viewing 
holes  at  (5) ;  and  (6)  is  the  apron  in  which 
the  operator  stands  and  from  which  he 
controls  the  movements  of  the  tube  and 
screen  and  the  electrical  operation  of  the 
tubes.  The  tubes  and  screen  are  always 
maintained  at  constant  distance  from  each 
other  but  they  may  be  shifted  into  any 
position  up  and  down,  to  bring  the  screen 
close  to  the  part  being  examined,  or 
laterally  and  lengthwise  of  the  table.  The 
stretcher  top  carrying  the  patient  may  also 
be  shifted  lengthwise  on  the  table,  so  the 
adjustment   of  the   machine   to   the  part 
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under  examination  is  a  very  easy  matter. 
Fig.  3  shows  the  machine  in  use. 

Screen  and  Shutter. — The  fluoroscopic 
screen  is  made  circular  in  shape  and  a  small 
size  is  provided  as  well  as  the  regular 
large  size  to  enable  it  to  be  brought  down 
close  to  certain  parts  inaccessible  with 
the  large  screen.  Both  screens  are  mounted 
in  deep  bakelite  casings  which  may  readily 
be  kept  sterile  and  serve  to  protect  the 
screens  from  blood  and  disinfecting  solu- 
tions. The  upper  surface  of  the  screen  is, 
of  course,  covered  over  by  lead  glass  which 
serves  as  a  protection  from  the  .r-rays. 

The  shutter,  from  the  standpoint  of 
design  and  construction,  is  the  most 
difficult    feature    of    the    whole    machine. 
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Fig.  I.  Arraxgemext  of  Tlbes,  Screex  axd  Shutter. 


It  must  synchronize  absolutely  with  the 
illumination  of  the  screen,  which  is  pro- 
duced by  successive  alternations  of  the 
supply  current  to  the  transformer  as 
described  later.  If  the  machine  is  being 
operated  on  50-cycle  current,  there  will 
be  fifty  impulses  through  each  tube  every 
second  and  the  shutter  must  run  abso- 
lutely s^mchronous  if  stereoscopic  vision 
is  to  be  possible.  The  shutter,  which  is 
quite  similar  to  a  moving  picture  shutter, 
has  three  wings  which  serve  to  cut  off  the 
vision  through  the  eye  holes  and  three 
open  segments  which  allow  the  light  to 
pass.  Fig.  4  shows  the  shutter  in  relation 
to  the  eye  holes. 

The  driving  of  the  shutter  is  accom- 
plished by  making  it  the  rotor  of  a  motor, 
the  field  windings  surrounding  it  and 
placed  just  beneath  the  face  plate.  The 
electrical  details  of  this  motor  need  not 
be  gone  into  further  than  to  say  that  it  is 
a  salient-pole  type  of  synchronous  motor 
similar  in  principle  to  those  used  to  drive 
the  high  tension  rectifiers  of  .v-ray 
machines.  The  problem  of  starting  and 
running  on  a  single  phase  line  has  not  yet 
been  satisfactorily  solved.  Meanwhile  the 
shutter  is  operated  on  two  phase  current 
from  a  small  auxiliary  converter.  While  it 
is  theoretically  possible  to  obtain  two  phase 
current  from  single  phase  by  properly 
balancing  two  circuits  containing  respec- 
tively an  inductance  and  a  condenser,  the 
difficulties  encountered  have  made  it  too 
delicate  and  temperamental  a  balance  for 
practical  work  up  to  the  present  time. 
Major  Caldwell  was  very  much  interested 
in  this  matter  of  phase-splitting  and  hoped 
to  eliminate  the  auxiliary  two  phase  con- 
vertor.  The  great  difficulty  with  all  syn- 
chronous motors  of  this  type  is  that  they 
have  very  little  torque  to  hold  them  in 
synchronism;  and  no  torque  for  starting 
unless  an  auxiliary  split-phase  starting 
winding  is  provided.  It  is  hoped  to  obtain 
a  motor  that  will  be  easily  started  from  a 
single  phase  line,  that  will  hold  synchro- 
nism well  without  oscillation  or  "hunting, " 
and  if  possible,   to   operate  over  such   a 
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Fig.  2.  General  View  of  the  Apparatus.  Table  Top  Removed. 


Fig.  3.  Stereofluoroscope  in 


Use.  Tubes  and  Screen  May  Be  Shifted  in  Three  Directions. 
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Fig.  4.  Plan  of  Shutter  and  Its  Relation  to  the 
Viewing  Apertures. 


range  of  frequencies  as  will  be  encountered 
in  the  military  service  abroad. 

Tubes  and  Diaphragm. — For  the  produc- 
tion of  a  good  stereoscopic  screen  image  it 
is  essential  that  the  radiation  from  one 
tube  be  very  closely  the  same  as  that 
from  the  other  tube,  both  as  to  penetration 
and  intensity.  The  gas  tube  presented 
great  difficulties  in  the  stereofluoroscope, 
since  it  was  almost  impossible  to  obtain 


two  tubes  that  would  give  equivalent  radia- 
tion and  would  continue  to  do  so.  The 
Coolidge  tube,  which  is  under  control  as 
to  current  and  penetration,  offered  a  very 
satisfactory  solution  of  this  difficulty. 

Two  self-rectifying  Coolidge  tubes  are 
used,  but  owing  to  space  considerations 
they  are  smaller  than  the  ordinary  size  of 
self-rectifying  tube  as  used  on  the  U.  S. 
Army  Portable  Unit  and  Bedside  Unit. 
No  mechanical  rectifier  is  needed  in  the 
operation  of  these  tubes  and  a  source  of 
considerable  trouble  is  eliminated.  These 
tubes  are  so  connected  that  one  will  allow 
current  to  pass  on  one  direction  of  the 
alternating  voltage  from  the  transformer 
and  the  other  tube  will  allow  it  to  pass 
on  the  wave  in  the  other  direction.  By 
this  connection  the  tubes  are  made  to 
flash  alternately,  and  there  is  eliminated 
the  objectionable  high  inverse  voltage 
which  is  present  in  the  operation  of  a 
single  self-rectifying  tube.  The  filaments 
are  lighted  by  two  transformers,  included 
in  the  case  with  the  high  tension  trans- 
former, and  means  are  provided  to  balance 
them  to  give  the  same  current  on  each  tube, 
and  when  balanced  to  increase  or  decrease 
both  tubes  alike. 

The  tube  box  is  provided  with  a  double 
diamond  shaped  diaphragm  controlling  the 


Fig.  5.  Tube  Box,  Showing  Special  Coolidge  Tubes.  Diaphragm  Removed. 
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rays  from  both  tubes  by  a  single  handle, 
since  they  do  not  require  individual  control. 
The  diaphragm  control  is  in  the  operator's 
left  hand  as  shown  in  Fig.  3.  The  tube  box, 
with  the  diaphragm  removed,  is  shown  in 
Fig.  5.  The  box  is  constructed  of  lead- 
loaded  bakelite. 

Electrical  System. — The  electrical  system 
is  shown  in  approximate  diagram  in  Fig.  6. 
It  is  fundamentally  a  simple  apparatus  and 
the  electrical  circuits  are  likewise  simple. 
The  main  line  is  assumed  to  give  alter- 
nating current,  and  it  supplies  the  main 
primary,  the  filament,  and  the  shutter 
circuits.  In  case  the  available  supply  were 
D.  C.  a  rotary  converter  would  be  used 


Fig.  6.  Diagram  of  Electrical  System  of  the 
Stereofluoroscope. 


with  an  extra  pair  of  slip  rings  to  give  the 
desired  two  phase  current  for  the  shutter 
and  the  phase  converter  would  be  elimi- 
nated. The  remaining  circuits,  however, 
would  be  unaffected  except  that  all  current 
would  have  to  pass  through  the  rotary. 
The  main  primary  circuit  includes  simply 
a  fixed  resistance,  a  reversing  switch  and 
the  operating  switch.  The  filament  circuit 
includes  a  rheostat  control  lever  (in  the 
operator's  right  hand,  Fig.  3),  this  rheostat 
controlling  the  current  through  both  tubes. 
Adjustment  resistances  are  used,  as  shown, 
to  balance  the  current  through  the  tubes 
individually.  Note  that  the  tubes  are  con- 


nected to  the  high  tension  lines  oppositely, 
and  that  the  two  filament  transformers 
are  needed  for  insulation  purposes.  A  single 
transformer  could  not  be  employed  to 
light  both  filaments  in  this  connection. 

Control. — When  resistance  is  included  in 
the  primary  circuit  of  a  transformer  an 
increased  current  demand  results  in  a 
lower  voltage  from  the  secondary.  This  fea- 
ture is  inherent  in  all  rheostat  controlled 
x-ray  machines  and  is  decidedly  a  dis- 
advantage in  roentgenography.  As  applied 
to  the  stereofluoroscope  with  a  fixed  resis- 
tance of  the  proper  size  it  makes  a  very 
simple  and  practical  method  of  control. 
In  using  a  high  gap  for  fluoroscopy  very 
little  current  is  needed  for  good  screen 
illumination;  and  in  using  a  less  pene- 
trating ray  for  greater  contrast  in  the 
image  between  soft  and  dense  parts,  a 
larger  current  becomes  necessary.  By  mov- 
ing the  control  lever  the  current  and 
voltage  are  changed  oppositely,  but  so  that 
the  resultant  screen  brightness  is  nearly 
constant.  Fig.  7  shows  such  a  relation 
between  current  and  voltage.  This  makes 
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an  exceedingly  convenient  control  for 
fluoroscopic  work  and  renders  available  a 
range  of  penetrations  for  getting  the 
greatest  possible  information  out  of  the 
fluoroscopic  examination  and  to  give  the 
best  stereoscopic  image  in  a  particular  case. 

Meters. — The  following  meters  are  used. 
A.  C.  voltmeter;  A.  C.  milliammeter ;  D.  C. 
milliammeter.  The  A.  C.  voltmeter  is  con- 
nected across  the  primary  lead  wires  of 
the  step-up  transformer  and  by  measuring 
the  voltage  maintained  at  the  primary  it 
serves  as  an  index  of  the  secondary  voltage 
applied  to  the  tubes.  It  is  in  this  case  a 
reliable  guide  since  the  difference  between 
maximum  and  minimum  current  is  not  so 
great  as  on  a  large  x-ray  transformer  where 
such  a  meter  is  not  of  very  much  service. 

The  two  milliammeters  read  respectively 
the  sum  and  difference  of  the  currents 
flowing  in  the  two  directions  through  the 
secondary  of  the  transformer.  Both  meters 
are  inserted  at  the  grounded  mid-point  of 
the  secondary  in  order  that  they  will  be 
safe  to  touch  and  may  be  placed  conven- 
iently near  the  operator.  The  tubes  being 
in  proper  balance  the  direct  current  meter 
should  read  0  m.  a.  If  the  needle  swings 
to  the  right,  the  tube  to  the  right  is  draw- 
ing an  excessive  current  by  the  amount 
indicated;  and  if  it  swings  to  the  left,  the 
left  tube  is  drawing  the  most  current.  So 
long  as  the  tubes  draw  the  same  current, 
no  matter  how  much  or  how  little  that 
current  might  be,  this  meter  will  indicate 
zero.  The  A.  C.  milliammeter  gives  an 
indication  of  the  total  current  and  serves 
in  that  way  as  an  operating  guide.  It 
may  be  remarked  that  if  the  two  tubes  are 
balanced  as  regards  current  they  will  be 
operating  on  the  same  working  voltage, 
but  if  they  are  not  balanced  in  current 
they  will  not  be  balanced  in  voltage,  the 
tube  with  the  heavier  current  receiving 
the  lower  voltage.  The  meter  board  de- 
tached from  the  machine  is  shown  in  Fig.  8. 

Pseudoscopic  Image. — If  the  shutter  is 
thrown  into  synchronism  in  the  wrong 
position  the  image  on  the  screen  which 
should  be  presented  to  the  right  eye  will  be 


presented  to  the  left  and  vice  versa.  The 
resultant  image  in  space  will  now  appear 
above  the  screen  instead  of  below  it,  and 
will  be  pseudoscopic  instead  of  stereoscopic. 
The  image  will  undergo  a  transposition 
symmetrically  with  respect  to  the  screen. 
It  then  becomes  possible  to  insert  a  pointer 
to  the  interior  of  the  image  and  to  measure 
the  actual  distances  between  different 
landmarks.  Or,  if  the  pointer  be  connected 
to  a  pantographic  apparatus,  it  becomes 
possible  to  trace  the  image  and  produce  a 
cross  sectional  drawing  of  the  part  being 
examined.  The  change  between  the  pseudo- 
scopic and  stereoscopic  images  is  readily 
made  by  means  of  a  reversing  switch  in  the 
main  primary  circuit. 


Fig.  8.  Meter  Panel  Detached  from  the  Machine. 
Showing  primary  voltmeter,  secondary  a-c. 
milliammeter,  and  secondary  d-c.  (load  balanc- 
ing) milliammeter. 
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Usefuhiess  of  the  Stereofluoroscope.  — 
Nothing  has  been  said  herein  concerning 
the  actual  use  of  the  machine  and  its  appli- 
cation to  problems  of  the  .v-ray  examina- 
tion, to  diagnosis,  or  to  the  localization  of 
projectiles.  It  is  unwise  at  the  present 
time  to  give  much  more  than  a  description 
of  the  apparatus  since  sufficient  operating 
experience  is  not  at  hand  upon  which  to 


base  further  study.  Major  Caldwell  himself 
took  the  attitude  that  only  by  long  and 
continued  use  under  actual  working  con- 
ditions coiild  a  rational  opinion  of  its 
usefulness  be  formed,  and  until  this  is 
done  judgment  ma}^  best  be  withheld.  One 
of  the  machines  has  recently  been  shipped, 
and  will  be  put  overseas  to  the  test  of 
real  service. 


THE  RATIONALE  OF  RADIOTHERAPY  IN  UTERINE  HEMORRHAGE 


The  roentgen -ray  destroys  the  Graafian 
follicle,  which  in  turn  controls  menstru- 
ation, and  hence  menstruation  can  be 
controlled  by  the  use  of  the  x-ray. 
Similarly,  abnormal  uterine  bleedings  can 
be  controlled,  as  the  majority  of  them 
arise  from  disturbances  in  the  menstrual 
mechanism,  and  not  to  local  mechanical 
causes. 

Radium  also  possesses  a  local  cauterizing 
effect  on  the  uterine  cavity.  In  women  of 
the  late  child-bearing  period  radiotherapy 
is  the  procedure  of  choice.  In  girls  radio- 
therapy should  be  used  as  a  late  procedure. 
The  induction  of  an  artificial  menopause 
for  economic  reasons  is  possible.  Whether 
it  is  justifiable  or  not  is  a  matter  for  dis- 
cussion. 

In  fibromyomata  associated  with  bleed- 
ing, the  same  result,  amenorrhea,  follows, 
as  it  does  in  uterine  bleeding,  from  a  grossly 
normal  uterus.  The  fibrom^'omatous  mass 
shrinks  as  a  resiilt  of  the  radiotherapy  to 
a  marked  degree,  often  to  an  extent  that 
permits  the  mass  to  escape  palpation. 
Unless  the  fibromyomata  cause  symptoms., 
they  should  remain  untreated.  Radio- 
therapy is  the  treatment  par  excellence, 
when  hemorrhage  is  the  only  symptom, 
because  it  reduces  the  condition  to  the 
symptomless  class.  Since  the  amenorrhea 
should  be  permanent,  radiotherapy  is  par- 
ticularly ind  cated  for  women  of  thirt}"- 
eight  years  or  over,  while  it  should  be 
restricted  more  and  more  as  the  age  is 
lower.  Where  mechanical  symptoms  pre- 


dominate they  are  best  treated  mechani- 
cally, i.  e.,  by  operations. 

The  uterine  bleeding  as  treated  in  eight 
girls  was  controlled  with  var^dng  success 
in  all  cases.  In  three  the  menses  became 
almost  normal;  in  five  an  amenorrhea  of 
varying  duration  was  induced.  In  one 
instance  there  were  severe  hot  flushes  for 
a  period  covering  nine  months. 

Radium  appears  to  exert  the  same  in- 
fluence as  .r-ray  therapy.  The  advantage 
of  radium  over  the  .x-ray  is  that  one  treat- 
ment carried  over  twenty-four  hours  usu- 
ally suffices  for  results.  With  the  .x-ray, 
the  treatment  is  spread  over  six  to  ten 
weeks.  Uterine  hemorrhage  from  any  cause 
may  be  stopped  by  the  intrauterine  appli- 
cation of  radium.  Hemorrhage  from  dis- 
turbed menstruation  with  or  without 
fibromyoma  may  be  controlled  by  the 
•X-ray.  Practically  all  fibromyomata  will 
shrink  to  a  satisfactory  degree  after  radio- 
therapy, while  no  harm  results. 

All  cases  of  hemorrhage  from  a  grossly 
normal  uterus  in  women  of  thirty-eight 
or  over  should  be  treated  by  radiotherapy 
after  carcinoma  has  been  ruled  out  by  a 
diagnostic  curettage.  In  younger  women 
radiotherapy  should  be  used  only  as  a  late 
resort.  For  uterine  hemorrhage  associated 
with  fibromyomata  of  the  uterus,  radio- 
therapy is  indicated,  if  symptoms  from 
mechanical  causes  are  absent  and  the 
woman  is  over  thirty-seven  years  of  age. 
— J.  A.  CoRSCADEX,  American  Journal  oj 
Obstetrics,  February,  1918. 
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IT  IS  well  known  to  all  of  us  that  the 
roentgenogram  is  only  a  shadow  picture, 
and  that  for  this  reason  we  sometimes  have 
difficulty  in  interpreting  it  correctly.  We 
are  accustomed  to  drawings  and  photo- 
graphs which  give  us  a  fair  idea  of  per- 
spective, and  most  of  the  so-called  errors 
of  the  x-ray  are  due  to  our  failure  to 
regard  the  roentgenograph  not  as  a  photo- 
graph or  drawing,  but  as  a  shadow  picture 
or  silhouette.  It  is  true  that  roentgeno- 
graphs used  in  diagnosis  differ  from  the 
black  and  white  silhouette  because  the 
x-rays  penetrate  more  or  less  readily  every 
part  of  the  human  body  and  therefore 
give  us  shadows  which  vary  in  intensity 
according  to  the  varying  thickness  (and 
opacity  to  x-rays)  of  the  different  struc- 
tures through  which  they  pass. 

The  shading  thus  produced  gives  us 
an  impression  of  perspective  which  may 
be  accurate  enough  to  show  the  cylindri- 
cal form  of  some  of  the  bones,  but  it  gives 
us  little  or  no  idea  of  the  distances  between 
different  parts  in  a  direction  perpendicular 
to  the  plane  of  the  plate.  In  order  to  show 
all  of  the  space  relations  it  is  therefore 
customary  to  make  two  roentgenograms 
in  which  the  plane  of  the  plate  and  the 
general  direction  of  the  rays  are  arranged 
at  an  angle  of  ninety  degrees  from  each 
other. 

For  examination  of  fractures  of  the 
long  bones,  and  for  localization  of  foreign 
bodies  which  lie  very  near  the  surface, 
this  method  is  sufficiently  accurate.  It  is 
easily  carried  out,  and  in  such  cases  is 
probably  the  most  practical  procedure. 
There  are,  how^ever,  certain  parts  of  the 
body,  as  the  shoulder  and  hip-joint,  where 
for  obvious  reasons  we  can  obtain  a  roent- 
genogram only  when  the  rays  pass  approxi- 
mately in  the  sagittal  direction,  and  a 
second  roentgenogram  from  a  position  at 
right  angles  from  the  first  is  practically 


impossible.  For  the  localization  of  foreign 
bodies  lying  far  below  the  surface,  and 
which  cannot  be  brought  close  to  the  plate, 
the  above  method  is  not  sufficiently  accu- 
rate, unless  the  direction  of  the  rays  which 
cast  the  shadow  of  the  foreign  body  in  each 
roentgenogram  is  as  nearly  as  possible 
perpendicular  to  the  plane  of  the  plate. 
This  condition  may  be  obtained  by  first 
ascertaining  the  position  of  the  foreign 
body  with  the  fluoroscope,  then  arrang- 
ing the  photographic  plates  and  the  source 
of  the  roentgen-ray  in  correct  positions. 
Several  very  ingenious  appliances  have 
been  designed  for  accurately  carrying  out 
this  technique. 

It  is  obvious,  however,  that  if  a  foreign 
body  can  be  plainly  shown  on  the  fluoro- 
scopic screen  in  two  positions,  the  local- 
ization thus  obtained  is  so  satisfactory 
as  to  make  roentgenograms  unnecessary. 
In  practice,  we  find  that  many  cases  of 
foreign  bodies  which  the  fluoroscope  fails 
to  show  sufficiently  well  for  such  localiza- 
tion, or  perhaps  does  not  show  at  all,  may 
be  readily  shown  by  the  roentgenograms. 

It  is  evident,  therefore,  that  any  process 
which  will  lend  perspective  to  our  plates, 
especially  to  those  which  show  foreign 
bodies  or  injuries  in  the  shoulder  and  hip- 
joint,  will  have  a  fine  field  of  usefulness. 

Our  normal  appreciation  of  the  space 
relations  of  the  things  we  see  is  a  complex 
process,  and  is  dependent  upon  a  large 
number  of  factors  which  I  shall  not  under- 
take to  discuss  in  this  paper.  The  most 
important  of  these  factors  are:  First,  the 
fact  that  the  size  of  the  image  on  the 
retina  varies  with  the  distance  of  the  ob- 
ject; secondly,  the  fact  that  our  two  eyes 
see  from  slightly  different  points  of  view. 
Therefore  we  have  two  pictures  from  which 
the  brain  by  an  obscure  process  of  triangu- 
lation  unconsciously  estimates  the  varying 
distances  of  different  objects. 


■  This  paper  was  probably  read  before  a  New  York  medical  society  about  1906.    But  we  are  unable  to  find  a 

record  of  its  publication. — -Editor. 
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In  the  ordinary  photograph,  or  drawing, 
the  image  on  each  eye  is  practically  the 
same  as  if  the  object  were  viewed  with  one 
eye;  that  is,  the  pictiu-e  presented  to  each 
eye  is  the  same.  If,  however,  we  have  two 
photographs  made  from  points  of  view 
differing  by  a  few  inches,  or  approximately 
the  distance  between  the  two  eyes,  and 
view  them  in  such  a  wa}'  that  the  two 
pictures  are  presented  to  the  two  eyes 
separately,  we  obtain  this  effect  of  triangu- 
lation,  and  the  impression  of  perspective 
is  much  heightened.  This  principle  is 
employed  in  the  ordinary  Brewster  stereo- 
scope and  in  the  small  stereoscopic  views 
of  Indian  temples  and  ruins  of  Eg\'pt 
familiar  to  all  of  us. 

Soon  after  the  roentgen-ray  came  into 
use  Professor  Elihu  Thomson  suggested 
that  a  pair  of  roentgenographs  in  which 
the  two  pictures  which  are  made  with  a 
tube  displaced  about  the  distance  between 
the  two  eyes  when  viewed  in  a  stereoscope, 
would  give  us  the  effect  of  perspective. 
Early  in  1896,  Thomson  reported  some 
experiments  of  this  nature  in  the  Electrical 
Review,  and  since  that  time  a  large  number 
of  experimenters  have  made  improvements 
in  the  apparatus  for  making  and  viewing 
roentgenographs  of  this  sort. 

In  the  ordinary  Brewster  stereoscope 
the  size  of  the  pictures  is  limited  to  about 
2I2  inches  in  width,  or  a  little  more  than 
the  distance  between  the  pupils  of  the 
eyes.  By  far  the  great  majority  of  our 
roentgenographs  must  be  much  larger 
than  this,  and  we  must  either  reduce  them 
to  the  size  suited  to  the  ordinary  Brewster 
stereoscope,  or  employ  some  other  means 
of  viewing  them  stereoscopically. 

Early  in  1897  Dr.  Alackenzie  Davidson 
of  London  devised  a  special  means  for 
conveniently  making  the  stereoscopic 
roentgenograms,  employing  the  Wheat- 
stone  stereoscope  for  viewing  them.  With 
the  Wheatstone  stereoscope  we  may  use 
pictures  of  any  size  used  in  roentgen- 
ography. In  this  instrument  the  two  pic- 
tures are  placed  opposite  each  other,  and 
are  viewed  in  two  mirrors  placed  between 


them  at  right  angles  to  each  other  in  such 
a  way  that  the  right  eye  sees  the  reflection 
of  one  picture  and  the  left  eye  the  reflec- 
tion of  the  other. 

In  viewing  stereoscopic  pictures  it  is 
supposed  that  the  distance  of  the  reflected 
beam  of  light  from  the  eye  to  the  picture 
should  be  about  the  same  as  the  distance 
between  the  source  of  the  x-ray  and  the 
plate  when  the  plates  were  made.  Theoret- 
ically this  condition  would  seem  important, 
but  in  practice  it  is  found  that  the  distance 
from  the  eye  to  the  plate  may  be  varied 
within  wide  limits.  It  is  of  course  essential 
that  the  two  plates  should  be  adjusted  to 
the  same  level  so  that  the  images  woidd 
coincide  at  every  point.  In  most  of  the 
Wheatstone  stereoscopes,  means  are  sup- 
plied for  adjusting  the  plates  until  this 
condition  is  obtained.  In  order  to  assist 
in  leveling  up  the  pictures  it  is  very  valu- 
able to  place  over  the  plate  when  the  expo- 
sures are  being  made  a  ribbon  of  wire  or 
metal  which  casts  a  shadow  on  the  plate, 
of  which  the  edge  is  parallel  to  the  direc- 
tion to  the  movements  of  the  tube  in  the 
two  exposures. 

In  viewing  stereoscopic  pictures  the  im- 
pression of  perspective,  which  is  due  almost 
entirely  to  the  fact  that  having  the  two 
points  of  view  and  the  variations  in  the  size 
of  the  images  of  the  different  parts  accord- 
ing to  the  distances  from  the  observer,  is 
practically  absent  in  the  roentgenogram, 
and  gives  us  no  help.  We  may  readily 
reverse  the  position  of  the  two  plates  and 
thus  obtain  a  pseudo-stereoscopic  effect, 
and  make  the  parts  which  were  more  dis- 
tant in  one  position  appear  even  nearer  in 
the  other. 

In  making  exposures  for  a  pair  of  stereo- 
scopic roentgenograms  it  is  necessar}''  that 
the  movements  of  the  tube  be  in  a  line 
parallel  to  the  base  line  of  the  plates,  as 
was  before  suggested,  and  that  there  be 
no  change  in  the  position  of  the  subject 
during  the  two  exposures.  In  Mackenzie 
Davidson's  apparatus  for  making  stereo- 
scopic exposures  the  tube  is  held  in  a 
holder    attached    to    a    beam    supported 
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above  the  plate  in  a  direction  parallel  to 
its  base.  The  object  to  be  examined  is 
supported  upon  a  box  with  a  sheep-skin 
top,  which  material  offers  very  little  ob- 
struction to  the  x-rays.  The  two  plates 
may  then  be  slipped  under  the  sheep  skin, 
removed  and  replaced  without  disturbing 
the  position  of  the  subject.  The  envelopes 
in  which  the  .r-ray  plates  are  ordinarily 
enclosed  are  considerably  larger  than  the 
plates  themselves.  Therefore  we  cannot 
depend  upon  the  side  of  the  plates  for  a 
base  line.  In  roentgenograms  we  have  no 
horizon,  and  it  is  therefore  difficult  to 
obtain  this  base  line  without  some  arti- 
ficial means,  Mackenzie  Davidson  accom- 
plishes this  very  important  feat  by  stretch- 
ing across  the  sheep  skin  a  wire  parallel  to 
the  beam  supporting  the  tube.  The  method 
of  using  this  apparatus  is  very  simple.  The 
plate  is  inserted  under  the  sheep-skin  top 
of  the  box.  The  exposure  is  made.  This  is 
removed  and  replaced  by  another  plate, 
the  tube  holder  moving  along  a  horizontal 
bar  the  desired  distance.  The  second 
exposure  is  made  in  the  same  way.  The 
displacement  of  the  tube  in  the  two 
exposures  depends,  of  course,  upon  its 
distance  from  the  photographic  plate  and 
to  some  extent  upon  the  thickness  of  the 
parts  to  be  roentgenographed.  If  the 
movement  is  too  small  the  stereoscopic 
view  is  flat  and  lacks  perspective;  if  it  is 
too  large  we  get  an  exaggerated  impression 
of  distances  and  a  very  tiring  effect  upon 
the  eyes.  In  practice,  however,  a  consid- 
erable range  in  the  amount  of  this  move- 
ment may  be  made  without  loss  of  the 
stereoscopic  effect.  The  source  of  the  x-ray 
is  then  about  12  inches  from  the  plate 
and  the  best  results  will  be  obtained  when 
the  tube  is  moved  through  a  horizontal 
distance  of  about  2^  inches.  If  the  dis- 
tance between  the  tube  and  plate  is  in- 
creased the  distance  of  the  movement 
should  be  correspondingly  increased,  but 
if  the  object  to  be  roentgenographed  is 
very  thick  and  the  distances  between  the 
different  parts  are  great,  a  smaher  hori- 
zontal movement  should  be  made  than  in 


the  case  where  the  object  is  small  and  every 
part  of  it  lies  close  to  the  plate.  The  work  of 
Thomson  and  Mackenzie  Davidson  is  the 
foundation  of  all  that  has  been  done  in 
stereoscopic  roentgenography.  Davidson's 
method  of  making  the  exposures  has  been 
universally  employed,  with  various  im- 
provements and  modifications,  and  the 
Davidson  Stereoscope  for  viewing  the 
roentgenograms  has  been  more  extensively 
employed  in  this  country  than  any  other 
design.  Dr.  L.  A,  Weigel  of  Rochester,  Dr. 
A.  B.  Johnson  of  New  York,  Dr.  Hultz  of 
Grand  Rapids,  Michigan,  and  others  have 
added  valuable  improvements  to  the  tech- 
nique of  the  apparatus. 

The  stereoscopes  of  Weigel  and  Johnson 
are  both  constructed  on  the  Wheatstone 
plan  and  are  fitted  with  many  conveniences 
which  adapt  them  for  use  with  roentgen- 
ographic  negatives.  Johnson's  stereoscope 
is  provided  with  a  bellows  between  the 
two  mirrors  and  the  roentgenographic 
negatives,  to  exclude  diffused  light,  and  to 
enable  the  negatives  to  be  examined  in  a 
lighted  room. 

The  difficulty  and  some  tedious  tech- 
nique of  making  stereoscopic  roentgeno- 
grams and  the  clumsiness  and  variety  of 
adjustment  necessary  for  viewing  them  in 
the  Wheatstone  stereoscope  have  pre- 
vented this  method  from  coming  into 
general  use.  It  is  obvious  that  if  two 
stereoscopic  roentgenograms  can  be  per- 
manently mounted  together,  as  by  the 
ordinary  stereoscopic  photograph,  it  would 
save  many  difficulties  of  leveling  and 
adjusting  and  would  materially  help  toward 
bringing  the  art  into  everyday  practice. 

Dr.  Walter  of  Hamburg  has  described 
in  the  Fortschritte  auf  dem  Gehiete  der 
Roentgen strahlen  for  October,  1902,  a  num- 
ber of  stereoscopes  which  accomplish  this 
result.  The  first  of  these  is  a  mirror 
stereoscope,  which  is  like  a  large  Wheat- 
stone stereoscope  with  two  additional 
mirrors  which  reflect  the  light  so  that  the 
two  pictures  may  be  placed  in  the  same 
plane.  Doctor  Walter  has  pointed  out 
that  in  all  mirror  stereoscopes  there  is  a 
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reflection  from  the  surface  of  the  glass 
as  well  as  from  the  silver  at  the  back  of 
the  mirrors  which  causes  some  blurring 
of  the  images.  The  mirror  stereoscope  of 
Walter's  is  really  a  modification  of  the 
Helmholtz  stereoscope  which  was  designed 
for  viewing  distant  objects  with  a  general 
appreciation  of  distance.  Doctor  Cowl 
of  Berlin  has  shown  that  if  the  two  outside 
mirrors  of  this  arrangement  be  so  placed 
that  they  may  be  rotated  by  a  vertical 
axis  to  bring  the  pictures  into  alignment, 
a  much  smaller  device  than  that  of  Walter's 
may  be  used.  In  Doctor  Cowl's  stereoscope 
the  mirrors  are  about  iVs  inches  square 
and  are  placed  very  close  to  the  eye. 

The  writer  has  found  that  the  blurring 
of  the  images  by  reflection  from  the  sur- 
face of  the  glass  may  be  entirely  obviated 
by  substituting  for  mirrors  right-angle 
reflecting  prisms.  When  the  prisms  are 
used  the  beam  of  light  enters  and  emerges 
from  the  glass  in  a  very  nearly  perpendicu- 
lar direction.  There  is  little  reflection,  and 
it  is  in  such  a  direction  as  not  to  enter  the 
eye.  Walter  in  the  article  mentioned  de- 
scribes also  a  prism  stereoscope  for  viewing 
large  pictures.  He  has  suggested  turning 
the  prisms  on  a  vertical  axis  to  see  the 
crossing  of  the  images  and  reversal  of  the 
picture.  He  points  out  the  fact  that  wath 
this  prism  stereoscope  there  is  a  distribu- 
tion of  the  rays  by  the  prisms  and  color 
effects  are  produced.  This  he  says  may  be 
obviated  by  the  use  of  achromatic  prisms, 
which  are  difficult  to  obtain  and  very 
expensive.  He  concludes  by  stating  that 
the  best  form  of  stereoscope  is  that  which 
he  calls  his  lens  stereoscope.  This  is  really 
a  combination  of  a  camera  and  the  ordi- 
nary Brewster  stereoscope.  By  the  camera 
lens  the  images  of  the  pair  of  roentgen- 
ograms to  be  examined  and  which  are  of 
proper  size  for  the  Brewster  stereoscope, 
are  produced.  Behind  the  lens  of  the  camera 
are  placed  the  two  lenses  of  the  ordinary 
Brewster  stereoscope.  The  separate  image 
is  thus  presented  to  each  eye  as  though 
the  eye  were  viewing  the  plates  through  a 
telescope.  Walter  has  pointed  out  the  fact 


that  in  this  instrument  it  is  necessary  to 
use  in  the  camera  a  lens  of  wide  aperture 
and  very  short  focus.  Such  a  lens  as  Walter 
suggests  is  quite  expensive,  but  is  a  very 
useful  piece  of  photographic  apparatus. 
Although  very  effective  this  lens  stereo- 
scope of  Walter  is  much  too  expensive  as 
well  as  too  complicated  to  come  into  gen- 
eral use. 

For  some  time  I  have  been  using  a  prism 
stereoscope,  the  principle  of  which  I 
supposed  was  new,  but  recently  I  have 
found  that  this  arrangement  of  prisms  for 
viewing  stereoscopic  pictures  is  very  old. 
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Indeed  I  have  been  unable  to  find  out 
with  whom  it  originated,  and  whom  to 
credit  for  it. 

The  prisms  in  this  apparatus  are  stand- 
ard right  angle  25  millimeter  prisms.  They 
are  arranged  to  be  rotated  at  a  vertical 
axis.  The  direction  of  the  beam  of  light 
through  the  prisms  is  such  that  it  suffers 
total  reflection,  and  we  therefore  see  a 
mirror  picture  of  the  roentgenogram. 
Another  effect  of  this  reflection  is  that  the 
dispersion  of  the  beam  of  light  as  it  enters 
the  prism  is  corrected  as  it  emerges. 
Chromatic  effects  are  therefore  obviated 
and  it  is  unnecessary  to  use  achromatic 
prisms.  This  instrument  is  smaller  than 
an  opera  glass,  and  the  adjustment  of  the 
angles  of  the  prisms  is  made  in  a  way 
somewhat  similar  to  the  focusing  of  an 
opera  glass.  The  advantages  of  the  instru- 
ment are  its  small  size  and  its  compara- 
tively low  price.  With  25  millimeter  prisms 
one  may  view  stereoscopic  pictures  of  any 
size  up  to  1 2  x  24  inches  at  a  distance  of 
two  to  three  feet.  Pictures  larger  than  this 


558 


The  Stereoscope  in  Roentgenography 


cannot  be  conveniently  mounted  side  by 
side,  and  I  am  inclined  to  think  that  they 
can  be  viewed  in  the  Wheatstone  stereo- 
scope with  more  satisfaction. 

I  have  found  it  very  convenient  to  make 
two   stereoscopic   negatives   on   the   same 


plate.  This  method  obviates  all  difficulty 
of  adjusting  the  two  pictures  to  the  same 
level,  and  prevents  the  possibility  of  a 
pair  of  them  being  separated.  Obviously 
it  also  saves  time  and  trouble  in  every  stage 
of  making  the  negative. 


SUPPLEMENTARY  NOTE 


SINCE  the  foregoing  article  was  written, 
changes  have  been  made  in  the  general 
design  of  the  prism  stereoscope  but  the 
optical  principles  are  unaltered. 

Each  prism  is  mounted  on  a  pivot  which, 
in  turn,  is  mounted  on  a  plate.  The  neces- 
sary angular  relation  is  obtained  by  swivel- 
ing  the  prisms  on  their  pivots  and  the 
necessary  inter-pupilary  distance  is  ob- 
tained by  symmetrically  separating  the 
plates. 

It  is  plain  that  both  these  motions  must 
be  symmetrical  and  that  the  swiveling  and 
separating  must  be  movements  independ- 
ent of  each  other.  The  mechanism  by 
which  these  motions  are  accomplished  is 
illustrated  in  Fig.  i ,  which  shows  an  under 
view  of  the  apparatus.  The  separation  of 
the  prisms  is  accomplished  b}^  the  lower 
shaft  and,  by  virtue  of  its  engagement  with 
the  right  and  left  threads,  the  prism  bases 
are  symmetrically  separated  by  the  knurled 
head  at  the  left.  The  angular  relation  of 
the  prisms  is  obtained  by  rotation  of  the 
upper  shaft  in  the  illustration.  The  same 


knurled  head  is  utilized  by  simply  shifting 
it  into  engagement  with  the  squared  upper 
shaft.  The  prism  bases  are  directly  con- 
nected to  the  squared  upper  shaft  through 
levers  which  contribute  angular  motion 
to  the  prisms  themselves.  A  study  of  the 
picture  will  show  that  rotary  motion  of 
this  upper  shaft  will  result  in  swiveling 
the  prisms  equal  amounts.  As  the  worm 
wheels  are  slidably  mounted  on  the  upper 
shaft,  rotation  of  the  latter  affects  only 
the  angular  relation  of  the  prisms,  con- 
versely the  same  slidable  motion  makes 
the  angular  position  of  the  prisms  inde- 
pendent of  any  rotation  of  the  lower 
shaft. 

Two  star  spring  washers,  one  on  each 
prism  pivot,  afford  enough  friction  to  hold 
each  prism  in  any  angular  relation  to  which 
it  may  be  adjusted. 

A  general  view  of  the  prisms  and  their 
relation  to  each  other  is  shown  in  Fig.  2. 
Fig.  3  shows  the  apparatus  equipped 
with     suitable     mounting     and     blinders. 

— [Hanchett] 


Fig.  I.  Under  View  of  the  C.\ld\vell  Prism  Stereoscope. 
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Fig.  2.  General  View  of  Prisms  and  Their  Relations  to  Each  Other. 


Fig.  3.  Apparatus  Equipped  with  Suitable  Mounting  and  Blinders. 


CALDWELL  TILT  TABLE  FOR  FLUOROSCOPY 


BY    GEORGE    HANCHETT,    M.E. 


NEW  YORK 


THE  object  of  this  apparatus  is  to 
combine  in  one  the  advantages  of  the 
vertical  and  horizontal  fluoroscopes  with 
the  additional  advantage  of  supporting 
the  patient  at  any  angle,  from  the  ver- 
tical position  to  the  Trendelenburg. 

The  general  view  of  the  table  is  shown 
in  Fig.  I .  It  comprises  a  rectangular  frame 
long  enough  to  support  the  subject  and  is 
pivoted  at  its  middle  on  a  base  like  a  cheval 
mirror. 

This  tilting  motion  is  performed  by  a 
worm  wheel  and  sector  which  is  connected 
by  a  train  of  spur  gears  to  a  small  motor. 
The  motor  is  electrically  connected  to  run 
in  either  direction  by  holding  closed  an 
appropriate  button.  The  electric  circuits 
are  provided  with  limit  switches  which 
stop  the  motor  in  the  extreme  positions 
of  travel.  It  will  be  seen  that  the  table  is 
locked  in  any  position  in  which  it  is 
stopped,  for  the  worm  sector  is  not  a  rever- 
sible combination. 

The  fluoroscopic  screen  is  pivoted  by  a 
double-hinged  joint  to  the  main  rectangu- 
lar frame  of  the  apparatus.  The  movement 
of  this  screen  by  the  side  of  the  large  rectan- 
gular frame  is  affected  through  a  worm 
wheel  and  chain  combination,  so  that  it 
can  be  racked  up  and  down  the  length  of 
the  frame. 

The  roentgen-ray  tube  is  contained  in 
a  box  equipped  with  sheet  lead  shutters. 
This  box  is  mounted  on  a  track  directly 
beneath  the  celluloid  screen.  By  simply 
putting  pressure  upon  it  the  track  permits 
the  tube  box  to  slide  longitudinally  with 
reference  to  the  main  frame.  It  is  also 
slidable  transversely  with  reference  to 
the  main  frame  by  tilting  a  vertical 
lever  from  side  to  side.  As  the  tube  and 
screen  can  be  moved  independent  to  each 
other,  though  following  the  main  frame, 
it  is  obvious  that  they  can  be  placed  in  any 
position  with  reference  to  the  main  frame 
without  disturbinp-  anv  other  adiustment. 


It  remains  to  control  suitably  the  radia^ 
tion  proceeding  from  the  tube  box.  This 
is  done  by  two  pairs  of  lead  shutter; 
mounted  on  the  tube  box  itself  at  righl 
angles  to  each  other.  The  shutters  are 
manipulated  in  pairs  by  a  system  o: 
pulleys.  The  axes  of  these  pulleys  comprise 
shafts  upon  which  the  pulleys  are  slidabh 
mounted,  so  that  the  position  of  the  shuttei 
is  entirely  dependent  upon  the  rotary 
motion  of  the  shafts  and  not  at  all  upor 
motion  that  may  result  from  movements  oJ 
the  tube  box.  These  shafts,  which  are  twc 
in  number,  one  for  each  pair  of  shutters 
are  connected  to  flexible  Bourdon  wires 
and  rotary  knobs  mounted  on  the  same 
side  handle  that  forms  the  lever  whict 
controls  the  position  of  the  tube  box 
The  electrical  connections  which  suppl;> 
the  high  tension  current  are  attached  tc 
the  extreme  ends  of  the  table.  These  sho-v^ 
plainly  in  all  figures,  particularly  in  Figs 
2  and  3.  It  is  at  once  apparent  that  as  the 
table  moves,  the  connections  must  readil;^ 
follow.  To  permit  this  they  are  connected 
to  the  table  from  permanent  positions  b;^ 
means  of  flexible  cords,  the  slack  of  whict 
is  taken  up  with  an  automatic  take-up ; 
somewhat  similar  to  the  Hartshorne  shade 
roller.  These  take-up  reels  are  made  oi 
fiber  and  are  displayed  in  Figs.  5  and  6, 
Fig.  5  shows  the  assembled  take-up.  This 
is  mounted  on  a  pin  on  which  it  can  swivel 
and  be  located  at  any  convenient  point. 
Fig.  6  shows  the  details  of  the  take-up 
mechanism,  consisting  of  a  reel  actuated 
by  a  large  spiral  spring.  This  serves  tc 
keep  the  connecting  cords  taut  at  all 
times. 

The  method  of  using  the  table  is  largely 
apparent  from  the  foregoing  description 
of  its  construction  and  the  accompanying 
photographs,  but  perhaps  it  may  be  well 
to  review  the  method  directly. 

The  subject  stands  on  the  platform  at 
the.    bottom    of    the.    annaratus    and    leans 
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Fig.  2. 


The  table  in  the  horizontal  position.   Attention  is  directed  to  the  worm  gears  and  the  motor. 
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Fig.  3. 


The  patient  in  partial  Trendelenburg  position.     Attention  is  directed  to  the  high  tension  terminals. 
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Fig.  4. 
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Fig.  5. 
The  take-up  reel. 
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against  the  celluloid  screen.  The  patient 
may  be  secured  to  the  table  by  straps. 
An  electric  button  is  pressed  which  starts 
the  motor,  and  the  whole  table  may  be 
tilted  to  any  position  as  shown  in  Figs.  2 
and  3.  The  fluorescent  screen  is  moved  to 


the  proper  position  by  means  of  a  crank 
and  worm  wheel  w^hich  appear  at  the  left 
of  the  apparatus.  The  handle  which  appears 
at  the  right  of  the  apparatus  controls  the 
movements  of  the  tube  box,  while  the 
knobs  control  the  shutters. 


Fig.  6. 
Details  of  the  take-up  mechanism. 


VACUUM  VALVE  TUBE 


BY    EUGENE    W.    CALDWELL,    B.S.,    M.D. 


THIS  valve  tube  is  provided  with  a 
cathode  which  is  so  arranged  to  co-act 
with  an  operating  regulating  device  as 
to  automatically  regulate  the  vacuum  of 
the  valve  tube  during  operation. 

The  diagrams  here  shown  illustrate  the 
tube.  Fig.  I  is  a  vertical  section.  Fig.  2 
is  a  diagram  showing  a  somewhat  modified 
form  of  circuit  connected  to  the  tube. 
Fig.  3  shows  still  a  different  form  of  circuit. 

As  shown,  the  cathode  terminal  is  the 
lower  end  of  the  tube  in  all  the  figures. 
The  cathode  itself  is  composed  of  a  number 
of  electrically  connected  aluminum  strips. 

The  effectiveness  and  efficiency  of 
this  valve  action  is  promoted  by  the 
use  of  a  cathode  having  a  large  effective 
diameter  or  capacity,  and  a  highly  desirable 
regulating  action  is  secured  by  arranging 
the  gas  generating  material  or  salt  in  a 
separate  regulating  chamber  having  a 
suitable  regulating  diaphragm  between 
it  and  the  cathode  chamber  of  the  valve 
tube.  When  the  tube  is  in  normal  operating 
position,  the  gas  generating  material  in 
this  regulating  chamber  is  more  or  less 
in  contact  with  the  regulating  diaphragm 
so  as  to  cause  the  evolution  of  gas  and 
consequent  regulating  action  whenever  the 
tube  gets  into  the  regulating  condition. 
This  causes  heating  effects  on  the  regu- 
lating diaphragm  or  other  exposed  parts  of 
the  regulating  chamber  so  that  the  tube 
is  promptly  restored  to  its  normal  critical 
condition  in  which  such  regulating  action 
is  eminent  but  no  longer  actually  takes 
place.  The  valve  tube,  for  some  purposes, 
may  with  advantage  also  be  provided 
with  a  plurality  of  separated  anodes  so 
that  they  may  simultaneously  be  connect- 
ed to  different  sources  of  potential  which 
may  be  out  of  phase  with  each  other,  so 
as  to  combine  in  a  single  tube  the  current 
impulses  from  these  different  sources  of 
electricity. 


With  a  vacuum  tube  of  this  character 
having  a  main  cathode  chamber  about  two 
and  three-quarter  inches  in  internal  diam- 
eter and  about  six  inches  in  length,  the 
valve  action  was  very  pronounced  and  the 


*  This  article  was  compiled  from  notes,  sketches,  and  other  references    [Editor], 
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direct  resistance  of  the  tube  was  found  to 
be  very  low,  so  as  to  give  the  tube  a  cor- 
respondingly high  working  efficiency.  The 
potential  required  to  break  down  the 
starting  resistance  in  the  direction  of  the 
normal  operation  of  the  tube  was  in  the 
neighborhood  of  1,000  volts,  while  a  poten- 
tial of  about  30,000  to  40,000  volts  was 
required  to  overcome  the  starting  resist- 
ance of  the  tube  in  the  reverse  direction. 
By  using  multiple  separated  anodes  in 
such  valve  tubes,  each  anode  may  be 
connected  to  a  separate  source  of  polyphase 
high  potential  electricity,  so  as  to  allow 
periodic  current  impulses  to  pass  through 
the  tube  in  the  desired  direction  and 
superimpose  through  a  single  tube  current 
impulses  from  a  number  of  branches  of 
a  polyphase  circuit.  Fig.  2  diagrammati- 
cally  shows  such  an  arrangement,  tube 
34  being  provided  with  the  cathode  ter- 


minal 35  and  three  separated  anode  ter- 
minals 36,  37,  and  38,  each  connected  to 
one  of  the  branches  41,  42,  and  43  of  a 
three-phase  high  potential  circuit  with 
the  neutral  point  connected  to  the  working 
circuit  39,  by  which  the  w^orking  device 
40,  such  as  an  jc-ray  apparatus,  for  example, 
is  connected  to  the  cathode  terminal  35. 

Fig.  3  diagrammatically  shows  a  four- 
phase  arrangement  in  which  tube  44  is 
provided  with  the  cathode  terminal  45 
and  the  terminals  46,  47,  48,  and  49  con- 
nected to  the  separated  anodes  within  the 
tube,  which  are  not  shown.  A  four-phase 
high  potential  circuit  of  any  description 
ma}^  have  its  branches  51,  52,  53,  and  54 
each  connected  to  one  of  the  anode  ter- 
minals, while  the  mid  or  neutral  point 
of  the  four-phase  circuit  may  be  connected 
to  the  working  circuit  50,  including  a  simi- 
lar utilizing  device  as  40. 
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THE  use  of  the  roentgen  ra}^  as  an  aid 
to  diagnosis  in  certain  diseases  of  the 
accessor}^  sinuses  of  the  nose  was  brought 
to  my  attention  a  Httle  over  two  years  ago 
by  Dr.  Coakley,  of  New  York,  and  Dr. 
Ard,  of  Newark.  Dr.  Ard  had  just  returned 
from  the  chnic  of  Dr.  Killion  at  Freiberg, 
and  had  brought  with  him  some  excellent 
plates,  in  which  the  outlines  of  frontal  and 
maxillary  sinuses  and  the  ethmoid  cells 
were  distinctly  shown.  On  one  of  these 
plates  there  was  an  increased  density  of 
shadow  over  one  of  the  frontal  sinuses, 
which  was  believed  to  indicate  pus  in  the 
cavity. 

There  is,  in  different  individuals,  such 
wide  variation  in  the  size  of  the  frontal 
sinuses,  in  the  number  and  position  of  their 
septa,  and  occasionally  such  a  great  lack 
of  symmetry,  that  the  use  of  the  roentgen- 
ray  in  this  region  would  be  fully  justified 
even  if  it  could  give  us  no  other  infor- 
mation than  the  anatomical  details  just 
mentioned. 

Therefore,  at  the  suggestion  of  Dr.  Coak- 
ley, I  at  once  began  making  roentgeno- 
graphs of  cases  from  his  clinic  at  the  Uni- 
versity and  Bellevue  Hospital  Medical 
College.  To  this  clinic  and  to  the  anatom- 
ical department  of  the  college  I  am  in- 
debted for  splendid  material  for  a  series 
of  experiments  which  were  directed  to- 
ward securing  a  good  technique  for  making 
roentgenographs  of  such  cases,  and  for 
determining  their  practical  utility  to  the 
rhinologist. 

This  work  was  carried  on  at  the  Edward 
N.  Gibbs  Memorial  X-Ra}^  Laboratory, 
which  is  the  Roentgen  Ray  department  of 
the  college. 

By  comparing  the  frontal  sinuses  of 
several  cadavers  with  the  roentgenographs 
made  of  them,  it  was  readily  shown  that 
the  extent  of  the  sinuses  and  the  location 


of  their  septa  could  be  determined  by  the 
roent  gen-ray  with  sufficient  accuracy  for 
the  purpose  of  the  surgeon.  The  indica- 
tions given  by  the  roentgen-ray  of  diseased 
conditions  in  the  sinuses  of  patients  from 
the  clinic  were  confirmed  in  many  cases  by 
operation  and  by  other  means,  but  it 
seemed  desirable  to  make  further  experi- 
ments to  determine  why  the  roentgen-ray 
indicated  such  conditions  and  how  much 
reliance  could  be  placed  in  these  con- 
ditions. Some  experiments  with  this  end 
in  view  were  therefore  carried  out  by 
Dr.  Chisholm  and  myself. 

It  seemed  probable  that  the  increased 
density  of  the  shadows  of  diseased  sinuses 
was  due  chiefly  to  an  increase  in  the 
amount  of  fluid  in  the  cavity,  either  in  a 
swollen  and  edematous  lining  membrane  or 
a  collection  of  exudate  or  pus.  Radiographs 
of  specimens  of  pus  and  exudates  from 
various  sources  show  that  their  opacity 
to  roent  gen-rays  was  practically  the  same 
as  that  of  a  normal  saline  solution,  or  of 
pure  water.  This  was  determined  by  radio- 
graphing at  the  same  time  equal  volumes 
of  the  various  fluids  in  little  thin  celluloid 
dishes  of  exactly  the  same  size  and 
shape. 

A  piece  of  mucous  membrane  from  a 
cadaver  was  cut  in  half.  One  piece  was  kept 
moist  by  placing  it  in  a  sealed  jar  while 
the  other  piece  was  dried.  The  radiograph 
of  the  two  pieces  showed  that  the  water  in 
the  moist  specimen  cast  a  shadow  many 
times  as  dense  as  that  cast  by  the  solids  of 
the  dry  specimen. 

We  then  made  radiographs  of  some 
heads  of  cadavers  before  and  after  filling 
parts  of  the  sinus  cavities  with  water  or 
with  pieces  of  moist  mucous  membrane 
introduced  through  trephine  openings.  It 
was  easy  to  detect  the  added  liquid  and 
membrane    in    the    radiograph,    but    the 


*  Read  by  invitation  before  the  Seventh  Annual  Meeting  of  the  American  Roentgen  Ray  Society  at  Niagara  Falls,  N.  Y., 
August  70  tn  ^T.  Too6.     Reprinted  from  the  American  Quarterly  of  Roentgenology,  January,  1907. 
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rather  large  trephine  openings  were  objec- 
tionable and  it  was  found  very  difficult  to 
keep  the  liquid  from  leaking  out  of  the 
cavities.  Dr.  Coakley  then  made  the  ver}' 
practical  suggestion  that  we  use  moist 
gelatin  instead  of  water  or  membrane  for 
filling  the  cavities,  and  the  demonstration 
was  then  repeated  with  more  refinement  in 
detail.  Control  radiographs  were  first  made 
to  show  that  the  opacity  to  roentgen-ray 
of  the  moist  gelatin  was  practically  the 
same  as  that  of  the  water  or  pus  or 
edematous  membrane. 

Radiographs  of  the  heads  of  some  fresh 
cadavers  were  made.  Then  the  scalp  was 
turned  down  over  the  frontal  bone  until 
the  supraorbital  ridges  were  exposed.  By 
means  of  tracings  from  the  first  radio- 
graphs, the  frontal  sinuses  and  their  septa 
were  outlined  in  ink  on  the  frontal  bones 
of  the  cadavers.  Then  by  using  a  small  drill, 
directed  downward  and  backward  from 
points  above  the  superior  limit  of  the  sinus, 
we  were  able  to  enter  unerringly  the 
different  cavities  formed  by  the  septa.  By 
means  of  a  small  syringe  needle  introduced 
through  the  drill  holes,  we  were  able  to 
show  that  these  cavities  contained  no 
fluid.  We  then  injected  into  some  of  the 
cavities  gelatin  which  was  just  warm 
enough  to  flow  through  the  syringe  needle, 
and  which  solidified  immediately  after. 
The  scalp  was  then  replaced  and  more 
radiographs  of  the  head  were  made.  In 
these  radiographs  the  empty  cavities  could 
be  readily  distinguished  from  those  filled 
with  gelatin. 

These  experiments  convinced  us  that  the 
roentgen-ray  indication  of  fluid  in  the 
sinuses  was  fairly  reUable, — a  fact  which 
had  been  recognized  by  our  German  col- 
leagues before  we  began  our  experiments. 

In  order  to  use  the  roentgen-ray  success- 
fully for  exploring  the  accessory  sinuses  of 
the  nose,  it  is  necessary  to  obtain  radio- 
graphs of  very  good  quaHty.  Such  radio- 
graphs are  not  easy  to  make.  They  call 
for  the  best  possible  appliances,  and  an 
amount  of  attention  to  petty  details  of 
technique  which  the  busv  clinician  is  un- 


able or  unwilling  to  give,  and  of  which  he 
has  usually  not  the  vaguest  idea. 

Owing  to  the  thickness  and  opacity  of 
the  skull  and  brain,  it  is  necessary  to  make 
long  exposures,  and  to  use  rays  of  rather 
high  penetration.  The  use  of  rays  of  too 
high  penetration,  however,  results  in  a 
lack  of  contrast  in  the  negative.  Rays  of 
low  penetration  act  more  energetically 
upon  the  scalp,  and  longer  exposures  are 
necessary  with  them,  in  order  to  obtain 
sufficient  effect  upon  the  photographic 
plate.  Unnecessarily  long  exposures  must 
be  avoided,  because  they  increase  the 
liability  of  blurred  pictures  due  to  move- 
ments of  the  subject,  and  also  because 
they  increase  the  danger  of  harmful 
effects  of  the  rays,  both  upon  the  scalp 
and  upon  the  deeper  structures. 

The  necessity  for  long  exposures,  and 
sometimes  for  repeated  exposure,  together 
with  failure  to  secure  the  proper  degree  of 
penetration  and  sufficient  distance  be- 
tween tube  and  scalp,  sometimes  cause 
roentgen-ray  alopecia,  and  even  roentgen- 
ray  dermatitis  over  the  back  of  the  head. 
Not  only  these  unfortunate  accidents,  but 
also  the  disclosures  of  Dr.  Edsall,  of  Phila- 
delphia, and  others,  as  to  the  profound 
effect  of  roentgen-rays  upon  all  living 
cells,  remind  us  of  the  importance  of 
working  with  especial  caution  and  certain- 
ty in  this  region.  Indeed,  I  think  it  is 
unwise  to  expose  the  same  individual 
during  a  period  of  three  weeks,  for  a 
longer  time  than  is  necessary  to  obtain 
two  or  three  radiographs  in  the  antero- 
posterior position. 

The  danger  of  roentgen-ray  alopecia  and 
dermatitis  may  be  considerably  reduced  by 
interposing  between  the  tube  and  the 
patient  some  sort  of  protective  ray  filter. 
For  this  purpose,  I  use  a  sheet  of  alumi- 
num, Yoo  of  an  inch  thick,  very  close  to 
the  tube,  and  work  with  the  target  of  the 
tube  1 8  inches  from  the  center  of  the 
plate.  No  accidents  have  occurred  in  my 
practice  under  these  conditions. 

It  is,  of  course,  necessary  to  use  some 
.c;rrppm'ncr Hpat^iVp tn cut q£L a^^ t->-iii^1-»    oo 
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possible  the  rays  originating  from  the 
glass  walls  of  the  tube.  For  this  reason, 
most  operators  use  the  Albers-Schoenberg 
compression  screen,  or  some  modification 
of  it.  These  appliances,  although  exceed- 
ingly clumsy,  are  perhaps  the  best  for  the 
purpose  which  the  market  affords. 

The  usual  procedure  is  to  place  the 
patient  in  a  recumbent  position,  face  down- 
ward, with  his  forehead  and  nose  resting 
upon  the  plate  holder,  and  to  adjust  the 
tubular  part  of  the  compression  apparatus 
over  the  back  of  the  head.  The  usual  length 
of  exposure  in  Germany  is  two  to  three 
minutes,  but  it  is  quite  possible,  with  good 
apparatus,  to  obtain  brilliant  negatives 
with  exposures  of  ten  to  twenty-five 
seconds. 


The  length  of  exposure,  and  the  degree 
of  penetration  depend  somewhat  upon  the 
thickness  of  the  skull,  which  varies  greatly 
in  different  individuals.  For  determining 
the  degree  of  penetration  of  the  ray,  and  for 
estimating  the  length  of  exposure  necessary 
in  a  given  case,  I  like  to  observe  the  degree 
of  fluorescence  produced  on  a  barium  plati- 
num-cyanide screen  by  the  roentgen-rays 
which  pass  through  the  skull  of  the  subject 
at  the  time  the  exposure  is  made.  This  is 
one  reason  why  I  do  not  use  the  Albers- 
Schoenberg  apparatus.  I  work  with  my 
patient  tying  face  up  on  a  canvas  stretcher. 
I  place  the  tube  and  diaphragm  under  the 
stretcher,  support  the  plate  over  the  face, 
place  a  fluorescent  screen  over  the  plate, 
darken  the  room,  and  watch  the  effect  of 
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the  rays  on  the  screen.  Two  advantages  of 
this  method  will  be  apparent  at  once.  The 
patient  is  more  comfortable,  and  hence 
less  likely  to  move  during  the  exposure, 
and  then,  if  the  penetration  of  the  tube 
changes  and  becomes  too  high  or  too  low,  it 
will  become  apparent  at  once  to  the  opera- 
tor, and  the  exposure  may  be  terminated 
without  delay. 

The  appearance  of  a  radiograph  of  the 
face  and  its  usefulness  in  diagnosis  depend 
much  upon  the  position  of  the  tube  and  the 
direction  of  the  rays  with  reference  to  the 
base  of  the  skull.  We  must  avoid  super- 
imposing the  shadow  of  the  horizontal 
plate  of  the  frontal  bone  upon  that  of  the 
frontal  sinus,  or  the  shadows  of  the  petrous 
bones  upon  those  of  the  maxillary  sinuses, 
or  the  shadow  of  the  basilar  process  of  the 
occipital  bone  upon  that  of  the  ethmoid 
cells.  Any  of  these  undesirable  results  and 
some  others  as  well  may  occur  if  the  expo- 
sure is  made  in  a  careless  manner.  The 
necessity  for  a  standard  distance  and  posi- 
tion of  tube  is,  therefore,  apparent. 

The  direction  of  the  rays  with  reference 
to  the  plane  of  the  photographic  plate  is 
comparatively  unimportant,  and  since  w^e 
must  bring  the  plate  as  close  as  possible  to 
the  face,  this  direction  will  be  determined 
by  the  prominence  of  nose  and  forehead, 
and  therefore  subject  to  considerable  varia- 
tion with  different  individuals. 

The  distance  of  the  source  of  roent gen- 
ray  (the  target  of  the  tube)  from  the  face 
and  the  plate  is,  however,  of  some  im- 
portance, partly  because  upon  it  depends 
the  amount  of  divergence  of  the  rays  which 
give  us  the  shadow  picture.  Considerations 
of  safety  to  the  patient  and  length  of  ex- 
posure are,  however,  the  chief  factors  which 
determine  this  distance.  I  find  that  i8 
inches  answers  all  the  requirements  for 
safety  and  that  this  distance  does  not 
necessitate  longer  exposure  than  about 
20  seconds  for  the  antero-posterior  pro- 
jection and  lo  seconds  for  the  transverse 
projection. 

In  order  to  secure  a  standard  position  for 
the  source  of  rays  we  may  select  one  of  the 


diverging  rays  which  produce  the  picture 
and  measure  the  angle  which  it  makes 
with  a  plane  corresponding  approximately 
to  the  base  of  the  skull.  The  ray  I  have 
selected  for  this  purpose  is  the  ray  which 
passes  through  the  skull  in  the  mesial  plane 
and  pierces  the  center  of  the  glabella.  This 
ray  I  have  called  for  convenience  the 
principal  ray,  A  suitable  plane  which  can 
be  readily  located  by  external  landmarks  is 
the  one  which  passes  through  the  centers 
of  the  external  auricular  orifices  and  the 
center  of  the  glabella.  To  save  time  I  shall 
call  this  plane  the  basal  plane  and  the 
angle  between  it  and  the  principal  ray, 
the  principal  angle.  With  a  fixed  distance 
between  the  target  of  the  tube  and  the 
glabella  the  general  direction  of  the  rays 
may  be  expressed  by  the  measurement  in 
degrees  of  the  principal  angle. 

From  measurements  of  a  number  of 
skulls  w^hich  had  been  split  in  the  median 
plane,  and  from  a  number  of  radiographs 
of  skulls  and  heads  at  different  measured 
angles  I  have  found  that,  with  the  target 
1 8  inches  from  the  plate  at  the  glabella, 
the  best  results  are  obtained  when  the 
principal  ray  makes  an  angle  of  from 
twenty-three  to  twenty-eight  degrees  with 
the  basal  plane.  I  have  therefore  adopted 
twenty-five  degrees  as  the  standard  angle 
for  the  principal  ray,  and  the  basal  plane, 
or  the  standard  principal  angle.  With  this 
distance  of  tube  and  direction  of  ray,  the 
shadow  of  the  edge  of  the  horizontal  plate 
of  the  frontal  bone,  where  it  joins  the 
wings  of  the  sphenoid,  appears  as  a  trans- 
verse line  passing  across  the  orbit  about 
one-half  inch  below  the  supra-orbital 
ridges.  The  appearance,  in  a  symmetrical 
picture,  of  this  shadow  in  the  position 
mentioned  is  a  fair  indication  that  the 
principal  angle  is  approximately  correct. 
I  regret  to  say  that  some  of  the  plates  I 
shall  show  here  were  made  before  the  im- 
portance of  this  angle  was  appreciated, 
and  before  we  had  accurate  means  for 
adjusting  it. 

A  few  degrees  variation  from  this 
standard    direction    is    imimporl.int.    ]^ut 
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accuracy  and  uniformity  are  desirable.  In 
order  to  obtain  a  fair  degree  of  accuracy,  I 
have  arranged  my  tube  with  an  indicator 
of  transparent  celluloid  which  locates  the 
principal  ray,  and  a  scale  graduated  in 
degrees,  which  shows  the  angle  between 
the  principal  ray  and  the  perpendicular. 

I  have  also  a  little  instrument  which 
measures  approximately  the  angle  of  the 
basal  plane  with  the  perpendicular  (see 
Fig.  2).  This  device  carries  a  conical  plug, 
which  fits  into  the  external  auricular  ori- 
fice, and  a  ruled  celluloid  strip  which  can 
be  adjusted  so  that  the  ruled  line  passes 
over  the  center  of  the  glabella  and  there- 
fore lies  in  the  basal  plane.  A  scale,  gradu- 
ated in  degrees,  to  which  is  attached  a 
spirit  level,  may  be  turned  until  the  zero 
point  on  the  scale  is  perpendicular.  In  this 
position,  one  of  the  little  pointers  indicates 
the  angle  of  the  basal  plane  with  the  per- 
pendicular, and  the  second  pointer,  placed 
twenty-five  degrees  awa^^  indicates  on  the 
scale  the  correct  angle  for  adjusting  the 
tube  holder. 

With  the  Albers-Schoenberg  apparatus, 
the  same  result  may  be  obtained  approx- 
imately by  placing  the  tubular  diaphragm 
in  such  a  direction  that  its  axis  lies  in  the 
plane  passing  through  the  glabella,  and 
about  three-quarters  of  an  inch  below  the 
parietal  eminences  on  each  side.  It  is 
understood,  of  course,  that  in  making  the 
anteroposterior  projection  the  principal  ray, 
or  the  axis  of  the  Albers-Schoenberg  cylin- 
der, lies  in  the  median  plane  of  the  body. 

The  radiograph  of  the  head  in  the  trans- 
verse direction  is  comparatively  easy  to 
make,  and  is  of  little  importance.  It  gives 
an  idea  of  the  depth  of  the  frontal  sinus, 
and  a  knowledge  of  this  depth  is  sometimes 
useful  in  interpreting  the  shadows  on  a 
so-called  "front  view"  plate.  The  outline 
of  the  sphenoidal  cells  may  be  shown  in  the 
lateral  projection,  but  I  am  told  that  this 
is  of  little  use  to  the  surgeon.  I  therefore 
make  this  plate  with  especial  reference  to 
the  frontal  sinus.  The  plate  is  supported 
parallel  to  the  median  plane,  and  the  ray 
passing  through  the  center  of  the  glabella 
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is  perpendicular  to  the  plate.  The  sphe- 
noidal cells  may  be  best  shown  by  passing 
the  perpendicular  ray  through  the  middle 
of  the  line  joining  the  external  auricular 
orifice   and  the   external  angular  process. 

It  is  well  known  that  photographic 
prints  of  roent  gen-ray  plates  fail  to  show 
the  detail  of  the  original  negative.  This 
is  especially  true  of  plates  of  the  skull.  In 
these  sinus  plates,  the  print  is  particularly 
disappointing,  and  we  rely  solely  upon  the 
negative.  Contact  copies  on  glass  are  diffi- 
cult to  make,  and  they  seldom  show  as 
much  as  the  original  negative. 

The  examination  of  these  negatives  is 
facilitated  by  having  a  dark  mat  around 
the  part  of  the  picture  we  want  to  see.  I 
therefore  make  these  radiographs  on  plates 
eight  by  ten  inches,  and  have  devised  a 
method  of  giving  them  a  very  dense  black 


border,  which  is  as  follows:  After  the  ex- 
posure is  made,  I  cover  the  plate  with  a 
piece  of  cardboard  the  exact  size  of  the 
plate  holder.  This  cardboard  carries  at  its 
center  a  sheet  of  lead  of  sufficient  size  to 
cover  the  useful  part  of  the  picture,  and 
carries  also  the  words  "right"  and  "left" 
with  the  plate  number  in  lead  letters  and 
figures.  An  exposure  to  roentgen-ray  of 
about  three  seconds  through  this  card- 
board and  lead,  produces  in  the  developed 
plate  a  dense  black  border  around  the 
useful  part  of  the  picture,  which  has  been 
protected  by  the  lead  plate,  and  leaves 
the  indicating  words  and  figures  on  the 
plate  in  the  proper  position.  The  ap- 
pearance of  the  black  border  in  the  de- 
veloping tray  is  found  to  assist  materially 
in  examining  the  plate  by  ruby  light  to 
determine  the  stage  of  development. 


CANCELLATION  OF  APPEAL  FOR  SCRAP  PLATINUM 


'T~^HE  Platinum  Section  and  the  Section 
^  of  Medical  Industry,  War  Industries 
Board,  desire  to  express  appreciation  of 
the  hearty  response  made  by  physicians, 
dentists  and  others  when  the  call  for  scrap 
platinum  was  made. 

As  the  Governmental  demand  for  plati- 
num in  the  making  of  explosives,  etc., 
has  been  tremendously  decreased  by  the 
curtailed   war   program,    it    is    requested 


that  no  further  scrap  platinum  be  tendered 
to  the  Government  through  the  channels 
indicated  in  our  communication  of  Septem- 
ber 17,  1918. 

(Signed) 

Charles  H.  Conner,  Chief, 

Platinum  Section. 

Lieut.  Col.  F.  F.  Simpson,  M.C,  U.S.A., 

Chief  of  Section  of  Medical  Industry. 


EUGENE  WILSON  CALDWELL 


1870-1918 


EUGENE  WILSON  CALDWELL,  sci- 
entist, physician,  Nestor  of  American 
•oentgenolog\%  died  June  20,  1918,  in  the 
nost  fruitful  period  of  his  life,  as  the 
•esult  of  injuries  received  while  experiment- 
ng  with  the  roentgen  ray  in  the  early  days 
)f  his  professional  career. 

He  was  the  son  of  W.  W.  Caldwell  and 
I^amilla  Kellogg  Caldwell.  He  was  bom  at 
Savannah,  ^lo.,  in  1870.  A  few  years 
ater  the  family  moved  to  Concordia, 
Kansas,  where  they  still  reside. 

As  a  child,  he  never  cared  for  the  ordi- 
iar\'  pastimes  of  children.  On  the  contrary 
tiis  interest  was  always  centered  in  scien- 
tific apparatus,  and  in  descriptions  of 
mechanical  devices.  At  the  age  of  eight 
years  he  dismantled  his  mother's  new  sew- 
ing machine,  but  promptly  reassembled 
it.  At  the  age  of  ten  he  constructed .  an 
bduction  coil  which,  in  later  life,  was  one 
Df  his  proudest  possessions.  When  he  was 
seventeen,  he  entered  the  University  of 
Kansas  in  the  electrical  engineering  de- 
partment. Shortly  after  his  arrival  there 
he  visited  the  various  laboratories  and  the 
Universit}?"  museum  to  see  whether  all  of 
the  apparatus,  which  he  had  seen  illus- 
trated in  his  catalogues,  really  existed.  In 
his  second  year  he  was  appointed  assistant 
in  the  laboratory'  of  physics.  He  took  little 
or  no  interest  in  athletics. 

While  a  student  at  the  University  he 
became  associated  with  Professor  Lucien 
I.  Blake  in  submarine  telephony  experi- 
ments, which  were  first  conducted  at 
Woodshole,  Mass.,  and,  later,  at  Sandy 
Hook  Lightship.  Together  they  solved  the 
secret.  Professor  Blake  ungrudgingly  gave 
his  assistant  full  credit  for  valuable  aid. 
The  first  message  was  transmitted  between 
Sandy  Hook  lightship  and  Sandy  Hook. 
The  instrument  at  that  time  was  known  as 
the  "Hydrophone." 

Shortly  after  his  graduation  from  the 
University  of  Kansas,  in  1892,  he  came  to 
New  York  and  on  account  of  his  work  in 


submarine  telephony  he  became  associated 
with  the  New  York  Telephone  Com- 
pany. 

In  the  early  days  of  roentgenology,  it 
was  exploited  by  photographers,  instru- 
ment dealers,  etc.  A  photographer  who 
had  not  met  with  much  success  in  his  busi- 
ness venture  offered  his  apparatus  for  sale. 
This  was  bought  by  Caldwell  in  the  fall 
of  1898.  The  equipment  consisted  of  an 
oil  immersion  coil,  a  General  Electric  tube 
and  several  other  accessories.  The  outfit 
was  demonstrated  to  him  during  the  day. 
Possession  was  taken  that  same  evening 
and  when  he  tried  out  the  apparatus  he 
found  that  the  coil  had  been  burned  out 
in  the  interim.  He  spent  that  night  in 
repairing  his  coil,  and  was  rewarded  by 
seeing  two  patients  the  next  day.  Early  in 
his  career  in  roentgenology-  he  recognized 
it  as  a  medical  specialt}^  Accordingly  he 
began  his  medical  education  with  a  special 
course  in  anatomy  at  Columbia  University. 
This  was  followed  by  a  medical  course  and 
he  was  graduated  from  the  L^niversity 
and  Bellevue  Hospital  xvledical  College  in 
1905. 

The  Edward  N.  Gibbs  Alemorial  X-ray 
Laboratory  was  established  in  1901  with 
Caldwell  as  director.  This  post  he  retained 
until  1908. 

For  long  years  he  maintained  a  shop  in 
connection  with  his  office,  so  that  he  might 
give  full  pla}'  to  his  mechanical  genius. 
In  it  were  made  most  of  the  instruments 
which  were  used  in  his  office.  These  in- 
cluded many  of  the  accessories,  from  a 
simple  tube  stand  to  a  stereofiuoroscope. 
He  devised  the  Caldwell  electrolytic  inter- 
rupter, an  induction  coil,  various  types  of 
.v-ray  tubes  and  a  self-regulating  valve 
tube.  Early  in  his  career  he  saw  the 
advantage  of  the  osmosis  regulator  and  we 
find  a  description  of  it  in  a  letter  written 
to  the  Edison  Company,  dated  1899. 

He  is  best  remembered  for  his  contri- 
bution to  medical  Hterature  on  the  roent- 
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gen  examination  of  the  accessory  nasal 
sinuses,  and  for  a  book  which  he  wrote 
in  collaboration  with  Dr.  Wm.  A.  Pusey 
entitled  "Roentgen  Rays  in  Therapeutics 
and  Diagnosis." 

He  was  one  of  the  first  roentgenologists 
to  join  the  old  Medical  Reserve  Corps.  He 
retained  his  membership  when  the  Corps 
was  reorganized  at  the  beginning  of  the 
war,  and  was  commissioned  as  captain  in 
the  Medical  Reserve  Corps,  U.  S.  A. 
Later,  he  was  advanced  to  the  rank  of 
major. 

He  was  visiting  physician  to  the  Roent- 
gen Department  of  the  Presbyterian  Hos- 
pital.   He   was   also   consulting  roentgen- 


ologist to  the  New  York  Orthopaedic 
Hospital  and  the  German  Hospital. 

He  was  an  Associate  in  Roentgenology, 
College  of  Physicians  and  Surgeons, 
Columbia  University.  He  was  a  member 
of  the  New  York  Electric  Society,  Ameri- 
can Institute  of  Electrical  Engineers, 
Roentgen  Society  of  London,  American 
Roentgen  Ray  Society,  New  York  Roent- 
gen Ray  Society,  Philadelphia  Roentgen 
Ray  Society,  American  Medical  Associa- 
tion, N.  Y.  Academy  of  Medicine,  Phi 
Kappa  Psi,  Sigma  Psi,  and  Nu  Sigma  Nu 
fraternities. 

He  was  married  to  Elizabeth  Perkins  in 
19 1 3,  who  survives  him. 


AEROPHAGIA 


Piedrahita  says  that  the  repeated  move- 
ments of  swallowing,  the  belching  of 
gases,  followed  by  transient  relief,  and  the 
gurgling  sound  heard  on  auscultation  of 
the  cardia,  aid  in  revealing  aerophagia  as 
the  cause  of  certain  disturbances  in  the 
stomach,  heart  and  air  passages.  If  the 
eructation  is  done  facing  the  flame  of  a 
candle,  the  flame  does  not  waver  as  it 
does  when  fermentation  gases  are  expelled. 
Three  unusually  inveterate  cases  are  de- 
scribed in  men  from  50  to  64  years  old, 
whose  incessant  but  unsuspected  aero- 
phagia had  caused  dilation  of  the  stomach 
with  consequent  displacement  of  other 
organs,  with  symptoms  that  had  annoyed 
them  for  twenty  years.  The  men  were 
enlightened  as  to  their  unconscious  swal- 
lowing of  air  as  they  swallowed  their  saliva, 
and  were  instructed  how  to  avoid  it.  The 
most  effectual  means  for  this  is  to  place 
a  cork  between  the  teeth  for  fifteen 
minutes  at  a  time,  especially  after  meals. 
With  a  cork  between  the  teeth  it  is  impos- 
sible to  swallow,  and  the  men  soon  con- 


quered their  aerophagia  habit  and  with 
it  subsided  all  their  symptoms.  Piedrahita 
says  that  this  habit  of  swallowing  air  is 
often  an  actual  tic,  and  it  seems  to  be 
responsible  for  10  to  15  per  cent,  of  the 
cases  of  digestive  disturbances  encountered 
at  Bogota.  This  dilatation  of  the  stomach 
stretches  its  walls  and  smooths  out  the  folds 
which  shelter  the  secreting  glands,  and, 
besides  this,  the  pressure  on  surrounding 
organs  may  induce  dyspnea,  intracranial 
oppression  and  sensory  phenomena,  un- 
consciousness and  dizziness.  He  advises 
carrying  a  cork  in  the  pocket  and  putting 
it  between  the  teeth  when  the  impulse 
comes  to  swallow.  If  there  is  a  tendency 
to  hyperacidity,  he  supplements  this  with 
alkalines  and  sedatives  to  soothe  the  irri- 
tated glands  in  the  stomach.  By  these 
means  excessive  production  of  saliva  is 
prevented,  which  aids  further  in  checking 
the  swallowing  of  air. — {Repertorio  de  Medi- 
cina  y  Cirugia,  Boq^ota,  June,  191 8,  p.  461.) 
(Ref.  Jour.  Am.  Med.  Assn.,  Vol.  71,  No. 
II.) 
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Eugene  Wilson  Caldwell 

Again  are  we  called  to  mourn  the  loss 
of  a  pioneer  in  roentgenology' .  Most  truly 
a  sacrifice  to  the  pursuit  of  knowledge  and 
its  application  to  human  needs,  Dr.  Cald- 
well was  one  of  the  first  in  this  country  to 
recognize  the  prospective  value  of  Roent- 
gen's discovery.  He  entered  this  field  of 
investigation  v.  ith  unusual  preparation  and 
with  a  whole-hearted  enthusiasm  charac- 
teristic of  the  true  spirit  of  scientific  re- 
search. Neither  difficulty  nor  expense, 
neither  weariness  nor  danger  could  ever 
deter  him  from  carrying  on  his  experimental 
work  in  order  to  achieve  the  end  in  view. 


To  give  a  complete  list  of  his  contribu- 
tions to  the  real  advancement  of  roentgen- 
ology in  this  country  would  be  impossible 
in  the  space  available.  In  fact,  it  would,  to 
a  large  degree,  be  a  history  of  the  develop- 
ment of  this  work  in  the  United  States. 
Beginning  with  the  redesign  of  induction 
coils,  following  with  improvements  in  in- 
terrupters, for  many  years  he  continued  to 
develop  apparatus,  which  formed  the  basis 
for  much  of  the  important  equipment  now 
in  use,  even  though  not  adopted  in  the 
exact  form  of  his  original  development. 
Dr.  Caldwell  possessed  in  a  rare  degree 
that  prerequisite  for  research  and  inven- 
tion sometimes  designated  "scientific  im- 
agination." There  was  always  in  his  mind 
the  idea  of  improvement.  He  never  allowed 
himself  to  use  the  term  "good  enough," 
and  this  applied  not  only  to  his  mechanical 
and  electrical  design,  but  also  to  his  care 
in  the  study  of  diagnostic  problems.  His 
geometrical  sense,  his  intuitive  grasp  of  the 
problems  of  function  in  the  human  mech- 
anism was  fully  as  remarkable  as  his  genius 
in  basic  science  and  in  invention. 

Perhaps  no  one  has  contributed  more  to 
the  rational  use  of  fluoroscopy  than  Dr. 
Caldwell,  and  stereoscopic  work  engaged 
his  attention  at  an  early  date.  Anticipating 
military  needs,  he,  at  his  own  expense, 
developed  a  stereoscopic  fluoroscope  for 
trial.  The  favorable  impression  made  by 
the  preliminary  model  led  to  orders  from 
the  Surgeon  General  to  perfect  this  ap- 
paratus. To  this  task  he  devoted  his  last 
days  while  suffering  intensely,  in  fact, 
never  free  from  pain.  Almost  from  his 
deathbed,  on  June  i/th,  he  went  over 
many  details  and  urged  a  close  friend  to 
see  that  the  work  should  be  completed. 

While  his  friends,  who  knew  of  his  suf- 
ferings during  the  latter  years  of  his  life, 


578 


Editorials 


feel  a  relief  that  death  has  intervened  to 
bring  him  peace,  yet  they  can  only  regret 
the  misfortune  of  his  untimely  end,  far 
within  his  threescore  years  and  ten.  Many 
are  the  problems  which  had  originated  in 
his  mind,  that  he  had  discussed  with  a  few 
of  his  intimate  friends,  but  whose  solution 
must  be  delayed  for  lack  of  one  possessing 
his  peculiar  training,  experience  and  judg- 
ment to  continue  the  work.  The  roentgen- 
ologists and  scientists  of  our  country  may 
be  proud  of  this  record,  and  it  may  be 
held  as  an  inspiring  example  to  those  who 
desire  to  contribute  to  future  advancement. 
John  S.  Shearer. 


To  many  who,  perhaps,  knew  him  less 
intimately,  the  light  of  the  personality  of 
Eugene  Wilson  Caldwell  was  dim  in  com- 
parison with  his  brilliancy  as  a  scientist. 
Accentuating  this  was  a  natural  reticence 
concerning  matters  not  essentially  germane 
to  his  professional  activity;  consequently 
only  those  closest  to  him  could  realize 
the  profundity  of  his  sensibility  to  the 
beauties  of  nature  and  the  finer  arts  of  man. 
Particularly  was  he  a  lover  of  life  as 
revealed  in  its  simple  and  fundamental 
surroundings — the  domestic  life  of  living 
creatures.  He  often  expressed  a  yearning 
for  an  oasis  in  the  journey  of  labor,  where 
he  might  pause  long  enough  to  enjoy  these 
things.  Of  the  fine  arts  he  was  strongly 
appreciative;  his  knowledge  of  the  textiles 
of  the  East  was  authoritative. 

Major  Caldwell  took  especial  delight 
in  his  intercourse  with  his  friends,  and  he 
thoroughly  enjoyed  the  deep  and  lasting 
associations  which  only  his  personality 
could  create  and  develop.  He  was  an 
amazingly  accurate  judge  of  human  nature ; 
therefore  an  able  and  just  critic.  The 
encouragement  of  his  praise  has  many 
times  proven  a  potent  stimulation  to 
others  in  their  work.  His  advice  was  never 
sought  in  vain. 

The  acute  sense  of  humor  with  which 
he  was  blessed  helped  to  mitigate  the 
suffering  of  his  later  years  and  to  protect 


corporal  anguish.  The  familiar  shaking  of 
his  body  in  silent  laughter  was  never 
stayed  by  physical  distress. 

Those  who  cherish  the  welfare  of  Ameri- 
can roentgenology  will  regret  the  loss  of 
Eugene  Caldwell.  Those  who  learned  to 
know  him  heart  and  soul  will  ever  mourn  it. 

Percy  Brown. 


Major  Eugene  W.  Caldwell  was  a  mem- 
ber of  the  old  Medical  Reserve  Corps  of 
the  United  States  Army,  having  been  com- 
missioned as  a  captain  in  that  Corps  long 
before  the  war.  Upon  the  entrance  of  the 
United  States  into  the  war,  he  accepted 
a  commission  as  captain  in  the  Medical 
Officers  Reserve  Corps  and,  soon  after, 
was  ordered  to  active  duty  and  assigned 
to  station  in  New  York  City  for  the  defi- 
nite work  of  perfecting  a  stereofluoroscope 
for  the  use  of  the  Medical  Department  of 
the  Army.  He  was  promoted  to  the  grade 
of  Major  in  the  Medical  Reserve  Corps 
on  May  ii,  1918. 

During  the  last  year  of  his  life  Major 
Caldwell  worked  almost  continuously,  in 
spite  of  great  physical  suffering,  to  bring 
to  completion  what  is  undoubtedly  his 
greatest  achievement,  the  stereofluoro- 
scope. Even  during  his  last  illness,  while 
confined  to  bed,  and  in  the  midst  of  great 
pain,  he  was  able  to  give  such  advice  as 
to  bring  this  apparatus  to  a  high  state  of 
practical  efficiency.  The  first  stereofluoro- 
scope is  now  ready  for  shipment  to  France. 

It  was  a  great  satisfaction  to  Major 
Caldwell,  and  is  now  a  source  of  pride  and 
comfort  to  his  many  friends,  that  he  was 
able  to  bring  this  important  work  to  com- 
pletion. It  is  confidently  believed  that  the 
stereofluoroscope  will  be  of  exceedingly 
great  value  in  roentgenology,  and  especially 
in  roentgenology  as  applied  to  conditions 
in  military  hospitals.  But  however  valuable 
it  may  become,  it  is  only  one  of  the  many 
contributions  made  by  Major  Caldwell  to 
the  advancement  of  roentgenology,  in 
which  he  was  a  pioneer.  The  Army  today 
owes  him  a  great  debt — directly,  for  the 


^Memorial  Addresses 


579 


in  the  methods  of  instruction  to  be  fol- 
lowed and  apparatus  to  be  adopted;  and, 
indirectly,  for  the  many  contributions 
made  by  him  to  the  advancement  of 
roentgenology,  from  which  military  roent- 
genolog}'  is  profiting  today  together  with 
roentgenology'  in  general. 

Major  Caldwell  exemplified  the  highest 
ideals  of  the  "officer  and  gentleman,"  and, 
although  not  closely  connected  with  army 


life,  he  had  in  the  highest  degree  those 
quaUties  typical  of  the  soldier — devotion 
to  duty  and  patient  endurance  of  hard- 
ship. Army  officers  who  were  honored  with 
his  friendship  have,  in  the  midst  of  their 
great  sense  of  personal  loss,  a  feeling  of 
pride  in  his  sterling  worth  as  a  man,  as 
well  as  in  his  great  achievements.  They 
mourn  his  loss  in  company  with  his  hosts 
of  other  friends.  A.  C.  Christie. 


ADDRESSES  DELIVERED  AT  MEMORIAL  SERVICE 

Held  June  23,  191 8 
At  Campbell  Funeral  Church,  Xew  York 


On  occasions  of  this  kind  our  first 
thoughts  are  always  directed  toward  the 
loss  sustained.  In  this  case  there  is  a  loss 
to  his  family  and  to  his  personal  friends  as 
well  as  to  the  cause  of  medical  science, 
which  can  never  be  replaced.  Yet  the  meas- 
ure of  loss  is,  after  all,  the  fullness  of  the 
life  that  it  represented;  and  in  all  that 
makes  for  usefulness  and  progress  the  life 
of  Dr.  Caldwell  was  full  to  overflowing. 
This  is  not  the  place,  and  I  am  not  the  one, 
to  attempt  to  picture  the  magnitude  of 
his  service  or  the  far-reaching  scope  of 
his  genius  in  his  chosen  field.  Suffice  to 
say  that  so  long  as  the  science  he  repre- 
sents is  used  by  mankind  so  long  must 
his  work  endure. 

Preeminently  a  man  of  high  genius  and 
kindly  in  all  his  traits,  it  is,  in  a  way, 
strange  that  he  should  pass  away  while 
active  in  the  greatest  conflict  civilization 
has  known.  While  I  am  sure  that  the  pomp 
and  circumstance  of  the  military  in  the 
time  of  peace  would  have  no  attraction 
for  a  man  of  his  temperament  and  aims,  yet 
there  is  something  peculiarly  fitting  in  the 
military'  connection  at  this  time.  As  an 
example  of  the  truest  of  soldiers,  loyal  to 
his  country  and  the  cause  of  humanit}^ 
obedient  to  the  call  of  service,  facing  suffer- 
ing and  danger  without  a  murmur,  carry- 
ing through  his  fight  to  the  bitter  end, 
he  was  the  embodiment  of  all  that  is  true 
and  noble  in  the  military  service.    Eugene 


Caldwell  was  a  hero  in  all  that  the  word 
implies,  and  no  word  of  yours  and  mine 
can  add  to  a  proper  appreciation  of  his 
heroic  work  during  these  latter  years 
when  he  was  suffering  hour  by  hour. 

While  his  colleagues  are  sorro\\'ful  that 
his  span  of  life  was  not  prolonged  and  that 
the  developments  springing  from  his  active 
mind  were  not  completed,  the}'  one  and 
all  can  be  sincerely  glad  of  the  work  he 
has  done ;  and  to  his  intimate  friends  who 
have  known  him  so  well,  the  memory  of 
his  aid  and  kindliness  will  be  with  them 
until  they  follow  at  the  end.  To  the  younger 
men  his  memory  and  his  achievements 
should  be  an  inspiration  throughout  their 
allotted  time.  J.  S.  Shearer. 


A  great  and  good  man  has  gone  from 
among  us.  Others  may  speak  of  his  achieve- 
ments in  science  and  invention,  of  the  bene- 
fits to  the  world  from  his  professional 
accomplishments.  I  shall  speak  of  him  as 
one  of  the  many  who  in  the  privileged 
and  intimate  relation  of  friendship,  knew 
and  loved  him  for  his  fine  and  gentle 
nature. 

A  sufferer  for  years  and  barred  by  his 
injiuies  from  many  of  the  more  active 
pleasures  of  life,  he  never  complained, 
never  showed  a  trace  of  bitterness. 

He  was  modest  beyond  reason  as  to  his 
own  accomplishments,  and  generous  to  an 
extreme  in  his  appreciation  of  others. 
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Eugene  Caldwell  got  much  out  of  life, 
because  he  put  much  into  it.  Kindness 
begets  kindness.  Love  begets  love.  He  had 
many  friends.  He  was  well  loved  because 
he  gave  so  generously  of  his  affection. 

I  like  to  think  that  the  staunch  faith 
of  his  friends,  the  appreciation  of  his 
professional  associates,  and  the  love  of 
his  family  and  intimates  may  have  com- 
pensated for  and  eased  the  sufferings  which 
he  endured  for  so  many  years. 

He  was  a  brave  man.  Above  all  he  was 
loyal — loyal  to  his  family,  loyal  to  his 
profession,  to  his  fraternity,  to  his  country 
— loyal  to  the  high  ideals  of  early  manhood. 

A  few  nights  before  he  passed  away,  I 
had  my  last  intimate  talk  with  him.  In 
full  realization  of  his  condition  and  of  the 
slight  chance  for  his  recovery,  he  spoke 
of  many  things :  a  little  of  his  work,  a  little 
of  great  world  happenings,  a  very  little 
of  himself,  of  his  weariness  and  desire 
for  release  from  pain.  But  finally,  his  eyes 
lighting  up  in  the  old  brave  way,  he  said, 
"Don't  worry.  I'll  make  the  best  fight  I 
can." 

No  words  of  mine  can  paint  the  true 
character  of  Eugene  Caldwell,  nor  assuage 
the  grief  of  his  sorrowing  family,  but 
mingled  with  their  grief  let  there  be  a  just 
pride  in  the  thought  that  his  life  was  a 
help  to  humanity,  and  an  inspiration  to 
others.  Faithful  to  every  obligation,  he 
fought  the  good  fight.  His  work  will  live 
after  him.  His  friendship  was  a  joy,  his 
memory  a  blessing. 

Lloyd  Atkinson. 


A  few  of  the  living  many  who  are 
honored  by  having  possessed  the  friendship 
of  Eugene  Wilson  Caldwell  are  met  here 
lovingly  to  dedicate  the  memory  of  it. 
To  contemplate  this  life,  now  ended,  is 
but  to  recall  the  lives  of  such  men  and  such 
martyrs  who  have  gone  before — the  early 
hardships,  the  tenacity  to  an  ideal  in  the 
face  of  discouragement,  the  continued 
stimulation  of  labor  never  ending,  for 
which  no  adequate  earthly  reward  exists. 


satisfying  requital,  not  so  much  from  the 
fact  that  he  was  the  recognized  father  of 
American  roentgenology  as  from  the  knowl- 
edge that  it  had  grown  and  thriven,  in 
the  manner  and  direction  he  desired,  on 
the  nourishment  of  his  own  precept  and 
example. 

A  patriot  in  every  deed  and  thought,  he 
planned  ceaselessly  for  the  scientific  arma- 
ment of  our  forces  overseas,  and  the  lips 
that  utter  these  words  are  privileged  in 
that  they  were  the  first  to  convey  to  him 
the  certain  knowledge  that  the  medical 
service  of  our  army  is  the  more  effective 
for  his  contributory  influence. 

Such  glorious  sacrifice  of  self,  as  exem- 
plified in  a  life  such  as  his,  is  too  precious 
a  treasure  to  be  show^n  us  for  long,  and 
undying  Fame  jealously  snatches  it  away 
into  her  own  keeping. 

What  is  Life,  dear  friends,  unless  to 
be  enriched  for  us  by  this  fleeting  glimpse 
we  are  permitted  to  obtain?  One  day  the 
Treasure  Chest  shall  be  thrown  open  to 
each  of  us  forever. 

Percy  Brown. 


We  are  gathered  here  this  afternoon  to 
pay  our  tribute  to  the  memory  and  achieve- 
ment of  a  departed  friend.  Doubtless  there 
are  many  here  who  had  the  privilege  of  a 
closer  acquaintance  with  Dr.  Caldwell, 
and  a  more  scientific  appreciation  and 
understanding  of  the  technique  of  his 
science.  To  me  he  was  at  first  a  friend's 
friend,  but  later  when  I  came  to  know  him 
better  I  was  glad  to  claim  him  as  my  own 
friend,  a  personal  friend.  My  only  regret 
is  that  I  did  not  know  him  better  and  more 
intimately  than  was  my  privilege. 

It  is  said  that  "they  also  serve  who  only 
stand  and  wait."  How  much  truer  is  it 
of  one  who  like  Dr.  Caldwell,  gave  his  life 
both  figuratively  and  literally  to  the  ser- 
vices of  his  fellowmen.  I  wish  that  I  were 
qualified  to  tell  you  as  some  of  those 
present  doubtless  are,  of  all  the  marvelous 
things  which  he  did,  of  the  discoveries 
which  he  made,  of  the  apparatus  which  he 
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the  condition  of  mankind.  Being  a  layman 
in  his  science,  I  cannot  comprehend  fully 
the  significance  of  his  accomplishments, 
but  I  yield  to  none  in  my  admiration  of  the 
things  that  he  did.  As  I  look  about  this 
room  and  note  the  number  of  men  clad 
in  khaki,  I  am  impressed  by  the  possibility 
that  many,  many  men  thus  arrayed  will 
have  reason  to  be  exceedingly  grateful  for 
all  the  pains  which  he  took  and  the  con- 
trivances which  he  devised,  calculated  to 
make  their  condition  more  tolerable  and 
to  facilitate  the  work  of  surgeon  and  nurse 
in  the  restoration  of  the  wounded  and 
injured.  I  wish  that  one  competent  to 
speak  would  tell  of  the  marvels  which  he 
performed  in  the  pursuit  of  his  particular 
branch  of  science. 

Our  deepest  admiration  is  bestowed 
upon  the  man  who  devotes  his  whole 
energ\"  to  the  unselfish  service  of  his 
fellowmen,  and  that  admiration  reaches  its 


highest  pitch  when  such  a  man  sacrifices 
himself  completely  and  gives  up  his  life 
to  achieve  his  purpose.  That  man  wins, 
and  deserves  to  win,  the  martyr's  crown. 
Unobtrusively  and  quietly  Dr.  Caldwell 
pursued  his  course,  and  now  has  left  a 
record  of  achievement,  the  memory  of 
which  is  sweet  and  the  reward  sure.  We 
honor  Dr.  Caldwell  for  all  that  he  did,  and 
we  are  glad  of  the  privilege  of  his  friend- 
ship. Words  fail  to  tell  the  depth  of  our 
sense  of  loss  in  his  departure. 

There  are  those  here  who  will  tell  you 
of  what  he  was  to  them  and  to  others.  One 
was  a  fraternity  brother,  and  two  were 
closely  associated  with  him  in  scientific 
studies  and  in  the  bonds  of  a  common 
service  to  a  common  cause.  They  had  the 
privilege  of  close  personal  acquaintance, 
and  they  will  speak  out  of  the  depth  of 
sorrowing  hearts. 

J.  Frederic  Gillette. 


Resolutions  adopted  by  the  American  Roentgen  Ray  Society 
upon  the  Death  of 

JHajor  Cusene  l^ilsion  Calbtoell 


WHEREAS:  The  American  Roentgen  Ray  Society  having 
lost  by  death  its  former  President  and  esteemed  colleague, 
Major  Eugene  Wilson  Caldwell, 

BE  IT  RESOLVED:  (i)  That  this  Society  in  convention 
assembled,  herewith  expresses  its  profound  sorrow,  and  as 
a  token  of  respect,  that  the  Society  adjourn. 

Furthermore,  (2)  that  these  resolutions  be  spread  upon  the 
minutes,  and  published  in  the  official  journal  of  the  Society. 

Furthermore,  (3)  that  a  copy  of  these  resolutions  be  trans- 
mitted to  his  family. 


By  the  Committee 


F.  H.  BAETJER 
PERCY  BROWN 
H.  AI.  IMBODEN 


A  SIMPLIFIED  ADAPTATION  OF  CROSS^SECTION 
ANATOMICAL  LOCALIZATION* 

BY    EDWARD    S.    BLAINE,    M.D. 

Captain,  Medical  Corps,  U.  S.  Army 

CAMP    GREENLEAF,    GA. 


THE  interest  created  by  Flint's^  recent 
article  on  the  '  *  prof  undometer  "  meth- 
od of  foreign  object  locaHzation  has  served 
to  stimulate  the  writer  to  simplify  that 
more  or  less  complicated  procedure  in 
order  more  conveniently  to  obtain  the 
same  end  result.  This  end  result  is  the 
graphic  depiction  of  the  projectile  lying  in 
the  precise  area  in  which  it  lies  with  re- 
gard to  the  surrounding  anatomical  struc- 


tures, thus  enabling  the  surgeon  to  deter- 
mine at  a  glance  its '  orientation  and  the 
best  route  of  surgical  approach.  In  a  small 
percentage  of  cases  the  value  of  such 
graphic  orientation  is  undoubtedly  great, 
particularly  in  regions  of  vital  structures. 

Briefly,  the  profundometer  method  con- 
sists of  obtaining,  by  fluoroscopic  observa- 
tion, three  separate  lines,  each  one  passing 
through  the  projectile  in  the  body,  mark- 
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SQUARE    CENTIMETER  SCALE    1  TO  1 
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CROSS   SECTION    ANATOMY 


Fig.  I.  Tr.\nsparext  Sheet  Ruling.  Every  5th  Line  Accentuated  to  Facilitate  Counting. 

*Read  at   19th  Annual  Meeting  of  the  American  Roentgen  Ray  Society,  September,  1918. 
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ing  the  points  of  inlet  and  outlet  of  the 
roentgen-ray  on  the  skin,  then  wrapping 
or  moulding  a  hinged  metal  strip  around 
the  circumference  of  the  part,  marking  the 
overlap  of  the  ends  and  transferring  to 
this  metal  band  the  six  skin  marks.  The 
strip  is  then  removed  from  the  patient  and 


selecting  that  section  of  the  body  (from 
the  key  figure)  upon  which  the  projectile 
was  found  to  lie  and  to  draw  in  all  the 
anatomical  structures  in  the  outline  ob- 
tained by  the  moulded  strip.  This  com- 
pletes the  proceeding  and  the  drawing  is 
read}^  for  the  surgeon's  use. 


SfMrfGriit,,e^r  Covfc    '^     1  -ir^  1 


Cfss-Si<^ifi 


Fig.  2.  Example  Number  I. 


Foreign  object  folnd  at  the  Upper  Edge  of  Third  Lumbar  Vertebra. 

D  =    6.    cm. 

H  =  II. 5  cm. 

L  =     9.    cm. 

AR  -h  PR  =  4  cm. 

Anatomical  Location:  the  Projectile  Lies  in  Close  Contact  with  Outer  Portion  of  Pancreas  just 

Posterior   to  Gall   Bladder  antd    Internal    to  Edge    of    Liver,   Immediately    in   Front    of    De- 

scen-ding  Duodenum. 


placed  upon  a  sheet  of  drawing  paper;  a 
pencil  is  used  to  mark  the  shape  of  this 
mould  and  the  three  pairs  of  marks  are 
transferred  to  the  paper.  Straight  lines  are 
drawn  between  each  pair  of  marks  and  the 
point  of  their  crossing  indicates  the  posi- 
tion of  the  foreign  object.  It  now  remains 
to  consult  a  cross  section  anatomv  or  nt-inc: 


In  the  several  steps  of  this  operation 
difficulties  are  often  encountered.  These 
are:  (i)  placing  the  six  skin  marks  indicat- 
ing the  inlet  and  outlet  of  the  roentgen  ray. 
This,  however,  can  be  more  or  less  con- 
veniently done  with  the  aid  of  the  Bowen 
ring  pointers;  (2)  the  difficulty  in  handling 
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ipparatus  which,  particularly  the  larger 
Dands,  are  likely  to  get  out  of  shape  be- 
tween moulding  and  tracing;  (3)  in  spite 
Df  great  care  the  three  lines  often  fail  to 
:ross  at  a  common  point,  thus  forming  a 
triangle;  (4)  possible  failure  of  the  artist 
to  make  allowance  for  individuals  larger 


be  questioned,  it  is  not  a  method  for  use 
where  speed  and  time  are  important  fac- 
tors. The  identical  end  result  can  be  ac- 
complished by  a  much  shorter  technic  and 
without  the  use  of  the  metal  strips  or  the 
need  of  a  skillful  artist. 

This  is  done  by  fluoroscopically  locating 


SLAB. 13 — Upper  Surface. 


Fig.  3.  EX.A.MPLE  Number  II. 
Foreign  object  found  at  the  Level  of  Low-er  Edge  of  Secont)  Lumbar  Vertebra. 

D  =  13.      cm. 

H  =    4.5    cm. 

L  =     6.25  cm. 

AL  =  5  cm. 

PL  =  8  cm. 

Anatomical  Location:  the  Projectile  Lies  in  Substance  of  LeftKidnev,  Lower  Pole,  Posterior  Half. 


or  smaller  than  the  average  used  for  the 
illustration  in  the  atlas  and  lack  of  a  con- 
siderable artistic  skill  and  experience  nec- 
essary to  a  correct  drawing  of  the  anatomy 
present. 

While  the  value  of  this  anatomical  lo- 
cahzation  in  a  few  selected  cases  cannot 


the  foreign  object  with  the  U.  S.  Army 
parallax  double-ring  instrument, ^  obtain- 
ing therewith  three  skin  marks  at  the  body 
level  of  the  projectile.  This  instrument 
gives  two  lines  at  right  angles  to  each 
other,  each  one  passing  through  the  pro- 
jectile and  the  scales  give  three  skin-pro- 
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jectile  distances  at  one  setting.  One  of  the 
skin  marks  is  anterior,  another  is  poste- 
rior, and  the  third  is  on  the  lateral  skin 
surface.  Measure  and  note  the  distance  be- 
tween the  anterior  mark  and  the  median 
line,  right  or  left — if  the  patient  was 
squarely  supine  the  posterior  distance  will 
be  the  same;  but  if,  for  any  reason,  he 
could  not  lie  in  such  position,  measure  and 
note  the  posterior  distance.  Consult  a 
cross-section  atlas,  examine  the  key"  figure 
for  the  body  level  on  which  the  foreign 
object  lies  (noted  at  time  of  screen  exam- 
ination), turn  to  the  proper  section,  and 
place  over  the  page  a  transparent  sheet 
which  has  been  ruled  in  square  centime- 
ters, or  reductions  thereof,  according  to  the 
atlas  used,  set  the  ruled  sheet  so  that  its 
middle  line  is  in  the  median  line  of  the 
cross-section  illustration,  and  count  the 
number  of  centimeters  that  the  anterior 
(and  posterior)  skin  mark  is  from  the  mid- 
line of  the  body.  On  this  line  count  down- 
ward the  number  of  squares  that  the  depth 
of  the  projectile  was  localized  below  the 
skin.  Check  up  by  noting  the  lateral  and 
posterior  skin  foreign  object  distances. 
Thus,  if  the  patient  be  much  larger  or 
much  smaller  than  the  illustration  (aver- 
age normal  subject),  proper  allowance  can 
readily  be  made  to  obtain  anatomically 
coiTcct  proportion.  This  completes  the  pro- 
ceeding and  the  surgeon  can  see  at  a 
glance  where  the  foreign  object  lies  with 
reference  to  the  surrounding  anatomy. 

The  transparent  sheet  referred  to  is  best 
made  by  washing  oR  the  film  of  an  1 1  x  14 
roentgen-ray  film.  (See  Fig.  i.)  The 
squares  may  be  marked  by  use  of  a  steel 
sewing  needle  and  rule.  If  the  atlas  used 
be  the  "  Eyclesheimer- Shoemaker  "  it  will 
be  necessary  to  make  the  squares  8  milli- 
meters each  as  the  illustrations  in  that 
work  are  uniformly  a  Vs  reduction  of  a 
normal  individual.  If  the  "Symington" 
atlas  be  used  the  squares  will  be  full 
centimeters  because  the  charts  in  this 
work  are  life  size. 

From  the  foregoing  it  will  be  seen  that 
this  is  a  mere  additional  steo  to  the  naral- 


lax  double-ring  method  of  foreign  object 
localization  and  takes  but  a  few  seconds! 
of  time  after  the  three  skin  marks  andi 
distances  have  been  obtained.  In  the  event 
that  the  surgeon,  or  the  roentgenologist, 
desires  a  graphic  record  of  the  case,  a  sim- 
ple tracing  through  thin  paper  can  easily 
be  made  by  any  one  of  the  operating  room 
assistants. 

To  illustrate  by  example  the  application 
of  the  above  described  proceeding  let  us 
assume  a  case  in  which  a  projectile  was 
found,  on  fluoroscopic  examination,  to  lie 
in  the  abdomen  at  the  level  of  the  upper 
edge  of  the  body  of  the  third  lumbar  ver- 
tebra. (See  Fig.  2.)  It  is  6  cm.  below  the 
skin  mark  on  the  anterior  surface,  11.5 
cm.  from  the  posterior  mark,  and  9  cm. 
from  the  lateral  skin  mark.  Measurement 
of  the  distance  of  the  anterior  (and  pos- 
terior) mark  from  the  median  line  gives  us 
4  cm.  to  the  right.  On  consulting  the  key 
figure  of  the  cross  section  atlas,  finding 
the  section  of  the  upper  edge  of  the  third 
lumbar  vertebra,  turn  to  that  page  and 
place  the  transparent  sheet  of  ruled 
squares  so  that  the  centre  line  is  on  the 
median  line  of  the  illustration.  Count  4 
squares  to  the  right.  On  this  line  the 
projectile  lies.  Count  6  squares  down- 
ward. This  is  exactly  the  position  of  the 
foreign  object.  Check  up  on  the  other 
two  figures,  11 3^  squares  from  posterior 
edge  and  9  squares  from  the  side.  Any 
difterence  between  the  dimensions  of  the 
patient  and  the  illustration  can  easily  be 
taken  care  of  by  halving  the  amount  of  in- 
crease or  decrease  and  slipping  the  sheet 
of  squares  to  accommodate.  Thus  6  (an- 
terior) and  1 1.5  (posterior)  equal  17.5  cm., 
the  thickness  of  the  patient  at  the  level  of 
the  third  lumbar.  This  is  the  same  as  the 
illustration  so  no  allowance  is  needed.  But 
if  the  thickness  of  the  patient  were  19.5 
cm.,  he  would  be  2  cm.  larger  than  the 
average  used  for  the  illustration  and  the 
sheet  should  be  displaced  i  cm.  anteriorly 
and  the  other  i  cm.  posteriorly. 

The  x-ray  report  of  this  case  will  be  as 

follows;- "  Anatomipal     Inrnliynl  inTi  •     -i fjjr- 


I 


Inoculation  Day 


587 


eign  object  (rifle  ball,  shrapnel,  etc.),  lies 
just  posterior  to  the  fundus  of  the  gall 
bladder,  in  close  proximity  to  the  right 
edge  of  the  head  of  the  pancreas,  internal 
to  the  edge  of  the  liver  and  immediately 
in  front  of  the  descending  duodenum." 

A  second  example  may  be  cited  to  illus- 
trate a  different  application.  In  this  case 
the  foreign  object  is  found  at  the  lower 
edge  of  the  second  lumbar  vertebral  body; 
its  depth  is  13  cm.  from  the  anterior  skin 
mark,  4.5  cm.  from  posterior  mark,  and 
laterally,  6.25  cm.  (See  Fig.  3.)  The  dis- 
tance from  the  median  line  anteriorly  is  5 
cm.  left,  and  posteriorly  left,  is  8  cm., 
because  the  patient  could  not  lie  squarely 
supine.  This  requires  that  the  squares 
be  set  on  the  respective  distances  ante- 
riorly and  posteriorly  from  the  median 
line  of  the  illustration.    With  this  setting 


we  count  down  on  that  line  13  squares 
which  gives  the  precise  location  of  the 
projectile. 

The  roentgen-ray  report  will  read  "An- 
atomical localization:  the  foreign  object 
lies  in  the  lower  pole  of  the  left  kidney  in 
the  posterior  position  of  same." 

It  will  be  seen  that  reports  of  this  ex- 
plicit nature  are  far  more  illuminating  to 
the  surgeon  than  mere  figures  as  to  depth, 
and  convey  to  him  a  far  greater  degree  of 
accuracy  than  is  possible  by  the  mathe- 
matical calculating  methods. 
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INOCULATION  DAY 


My  blood  the  surgeons  fortify 

With  antiseptic  serum; 
The  dread  bacilli  I  defy — 

What  cause  have  I  to  fear  'em? 
We  form  outside  the  pest-house  door 

At  one  o'clock  precisely, 
But  if  we  get  our  dose  at  four 

We  think  we're  doing  nicely. 
And  in  oui   irm  the  siu-geon  stabs 

A  hypodermic  squirter. 
E'en  as  the  hungry  hobo  jabs 

His  fork  in  a  frankfurter. 
I'm  full  of  dope  for  smallpox  germs, 

For  typhus  and  such  evils; 
For  broken  heart  and  army  worms. 

For  chestnut  blight  and  weevils. 
I'm  doped  against  the  bayonet 

Wielded  by  German  demons; 
But  no  one  seems  to  think  I'll  get 

Dear  old  delirium  tremens. 
-A  Private  at  Plattsburg,  in  the  Journal 
of  the  A.  M.A. 


THE  ROENTGEN  INSTALLATION  OF  AN  AMERICAN 

MOBILE  HOSPITAL 

BY    CAPT.    JAMES    W.    SQUIRES,    M.R.C. 

Roentgenologist  to  Alobile  Hospital  Xo.  39,  A.E.F. 


ALL  roentgenologists  will  naturally  be 
-  interested  in  the  roentgen-ray  equip- 
ment, facilities  and  problems  presented  in 
mobile  sanitar>'  formations,  which  have 
been  adapted  from  the  French  Sanitary 
Service,  one  of  which  is  now  known  offi- 
cially as  Mobile  Hospital •.  To  those 

who  are  not  familiar  with  the  nature  and 
function  of  these  units,  the  following 
extract  from  a  report  made  by  Lieut -Col. 
Flint  to  the  Medical  Department  may  be 
of  interest: 

AUTOCHIR. 

"The  Mobile  Hospital  or  'Autochir.' 
(Ambulance  Chirurgicale  Automobile)  is 
a  development  of  the  old  French  field 
hospital,  which,  both  in  personnel  and 
equipment,  proved  inadequate  to  meet  the 
surgical  demands  of  modem  warfare.  The 
conditions  imposed  by  the  present  military 
situation  required  a  formation  equipped 
with  the  technical  machinerv^  of  a  highly 
organized  hospital  and  operating  room; 
that  is  to  say,  an  adequate  sterilizing  and 
roentgen-ray  plant,  where  a  large  staff 
could  operate  continuously.  This,  further- 
more, had  to  be  coupled  with  a  consider- 
able degree  of  mobility  so  as  not  to  im- 
mobihze  permanently  an  expensive  equip- 
ment of  this  sort,  and  to  allow  it  to  be 
despatched  to  any  point  desired  according 
to  the  militar\^  necessities. 

"The  earher  attempts  of  the  French 
resulted  in  the  formation  of  the  Auto  Chir., 
now  known  as  Type  191 5,  which  consisted 
of  all  the  essential  equipment  of  a  modern 
operating  room  and  .v-ray  room  mounted 
on  several  trucks. 

"The  personnel  of  these  units  consisted 
of  a  staff  of  highly  trained  surgeons  and 
roentgenologists,  so  that  the  organization 
in  times  of  attack  might  operate  contin- 
uously for  periods  of  twentv-four  hours. 


As  organized  at  present,  the  staff  forms  the 
intensive  operating  machiner}^  of  the 
French  evacuation  hospitals  or  it  is  at- 
tached to  field  hospitals,  used  for  non- 
transportable  cases. 

"Three  3^ears  of  experience  with  these 
formations  has  led  to  marked  improve- 
ments in  the  equipment  which  was,  at  first, 
much  too  heavy  and  cumbersome.  The 
saving  of  space  and  weight,  as  is  shown  in 
the  latest  product  of  the  French  factories, 
is  the  result  of  many  experiments  which 
have  achieved  reduction  in  both  the 
number  and  weight  of  the  cars  employed. 

"The  earlier  Autochir.  carried  only  its 
operating  personnel,  but  the  latest  type 
carries  ward  personnel,  sufficient  either 
to  care  for  the  most  seriously  wounded 
assigned  to  the  unit,  or  to  allow  it  to  func- 
tionate as  a  small  independent  hospital. 

"The  recent  development  in  German 
strateg\%  resulting  in  the  absolute  destruc- 
tion of  the  terrain  over  which  their  troops 
retreat,  makes  it  essential  to  provide  some 
form  of  mobile  hospitalization  which  can 
be  used  temporarily  until  more  permanent 
hospitals  are  constructed.  This  aspect  of 
the  hospital  problem  has  resulted  in  the 
production  of  a  new  Autochir.,  the  so- 
called  Ambulance  Chirurgicale  Automo- 
bile, Type  191 7,  known  in  the  U.  S.  service 
as  the  Mobile  Hospital." 

Equipment. — "The  equipment  can  be 
divided  into  an  operating  section  and  a 
section  of  hospitalization.  With  the  unit 
there  are  four  permanent  trucks,  on  one 
of  which  is  mounted  the  sterilizing  appa- 
ratus and  on  another  the  roentgen-ray 
equipment.  The  other  two  cars  are  ordi- 
nary trucks  which  serve  the  purpose  of 
carrying  supplies  from  the  base  or  rail- 
head to  the  point  where  the  mobile  hos- 
pital is  functionating.  The  organization  is 
nrovided    with    ,q    normblp   nnprntino-   room 
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barrack,  adequately  heated,  and  with  a 
capacity  that  permits  of  two  tables  being 
used  simultaneously.  This  barrack  is  car- 
ried on  a  trailer.  A  series  of  Bessoneau 
tents  are  employed  for  wards,  each  having 
a  capacity  of  20  to  25  beds.  These  wards 
are  connected  by  a  covered  corridor.  There 
is  likewise  a  specialized  Bessoneau  tent, 
used  as  a  reception  and  preparation  ward 
for  patients  until  they  can  be  operated 
upon  and  hospitalized.  The  personnel  is 
housed  in  Bessoneau  or  Tortoise  tents. 
The  latter  are  also  used  for  offices,  labora- 
tory, mess,  etc.  The  capacity  of  the  hos- 
pital varies  from  100  to  150  beds.  Two 
rolling  kitchens  of  the  aviation  type  are 
also  included  in  the  equipment.  With  the 
exception  of  the  portable  operating  bar- 
rack, roentgen-ray  and  sterilization  mate- 
rial, the  entire  equipment  of  the  hospital 
is  transported  by  means  of  ordinary  trucks 
which  are  temporarily  requisitioned  when 
necessity  for  transportation  arises. 

The  Use  of  the  Autochir.- — (a)  "In  times 
of  an  attack  at  more  or  less  fixed  portions 
of  the  line,  these  units  can  store  their 
hospitalization  equipment  and,  with  the 
addition  of  extra  surgical  teams,  form  the 
essential  operating  mechanism  of  the  large 
evacuation  hospitals.  It  is  in  this  capacity 
that  the  Autochir.  has  operated  with  the 
French  Army  for  the  past  three  years. 

(b)  "In  areas  where  sudden  need  for 
hospitals  arises,  they  may  be  employed 
with  their  mobile  tentage  as  small  surgical 
units.  Under  the  same  conditions  these 
organizations  may  follow  the  troops  in 
an  advance,  after  the  roads  are  repaired, 
and  work  independently  until  more  per- 
manent hospitals  can  be  built. 

"Under  conditions  of  sudden  emergency, 
such  as  occurred  in  Italy  last  November, 
these  were  the  only  type  of  surgical  hos- 
pital which  the  French  had  at  their  dis- 
posal. Several  of  them  were  attached  to 
the  French  Army  supporting  the  Italians, 
and  formed  their  chief  surgical  units. 
According  to  the  French  standards  there 
are  about  three  such  organizations  per 
army  corps  of  four  divisions." 


THE     ROENTGEN -RAY     EQUIPMENT     OF     THE 
MOBILE  HOSPITAL 

As  practically  all  battle  injuries  necessi- 
tate the  accurate  localization  of  projec- 
tiles, much  of  the  efficiency  of  the  Mobile 
hospital  depends  on  its  x-ray  equipment. 
Furthermore,  as  at  any  time  the  campaign 
may  become  one  of  movement,  it  is  most 
important  that  this  equipment  should 
combine  mobility  and  compactness  with 
a  maximum  of  efficiency.  The  French  have 
met  this  problem  by  the  introduction  of 
a  roentgenological  truck  possessing  the 
qualities  enumerated  above.  This  truck 
comprises  an  electrogenic  set  and  a  spe- 
cially designed  truck  body,  which  aflords 
ample  space  for  the  transportation  of  the 
necessary  radiological  apparatus  and  ac- 
cessories. As  this  equipment  has  been 
greatly  improved  since  its  introduction, 
a  description  of  the  latest  model  may  prove 
of  interest. 

Technical  Truck  and  Electrogenic  Set. — - 
This  truck  consists  of  a  two  and  one-half 
ton  Renault  chassis,  an  electrogenic  set 
and  a  specially  constructed  body.  The 
motor  of  the  truck  has  two  functions, 
driving  the  car  and  operating  the  electric 
generator.  It  is  of  the  four-cylinder,  water- 
cooled  type  of  35  horse  power  and  has  an 
overland  speed  of  fifteen  miles  per  hour. 
The  speed  of  the  motor  is  regulated  by  a 
governor  of  the  fly-ball  type,  which  is 
mounted  between  the  motor  and  the  elec- 
tric generator.  This  governor  is  ordinarily 
set  for  about  iioo  R.P.M.,  but  for  use 
with  the  generator  it  is  adjusted  to  give 
a  motor  speed  of  850  R.P.M.,  which  is 
maintained  automatically  at  all  loads  from 
o  to  50  amperes.  The  generator  is  mounted 
immediately  in  front  of  the  motor  and  is 
supported  by  an  extension  of  the  chassis 
frame  of  the  truck.  It  is  compound  wound, 
direct  current,  rated  at  5  K.W.  and  is 
direct-connected  to  the  shaft  of  the  motor. 

The  control  board  is  placed  on  the  dash 
of  the  truck  and  comprises :  An  irreversible 
plug  for  the  cable,  conveying  the  current 
from  the  generator  to  the  main  distribu- 
tion panel,    a  voltmeter,   an   ammeter,    a 


590 


Roentgen  Installation  of  a  Mobile  Hospital 


field  rheostat,  a  double  pole  main  switch, 
two  6o-ampere  fuses  and  a  cut-out  switch 
in  the  field  circuit,  so  that  while  moving 
on  the  road  the  generator  runs  idle  and 
functions  as  a  fly-wheel. 

Body  of  the  Truck. — The  body  of  the 
truck  is  skillfully  constructed  for  the  re- 
ception of  the  roentgenological  equipment 
and  is  used  as  a  developing  room  and  for 
storage  of  the  excess  equipment  when  the 
installation  is  in  operation.  Lengthwise 
through  the  body  of  the  camion  runs  a 
central  aisle,  flanked  on  either  side  by 
drawers,  cabinets,  and  shelves  for  the 
storage  of  the  x-ray  plates,  chemicals, 
and  the  smaller  accessories.  The  fragile 
material,  such  as  the  x-ray  tubes  and 
valves,  is  packed  in  specially  padded 
wooden  boxes.  The  practicability  of  the 
packing  is  shown  by  the  fact  that,  while 
these  camions  are  driven  over  rough  roads, 
the  fragile  material  is  rarely  broken.  The 
tube  boxes  and  the  larger  parts  of  the 
apparatus,  to  be  described  later,  are  held 
in  position  during  transport,  in  various 
parts  of  the  truck,  by  means  of  leather 
straps. 

The  interior  of  the  truck  is  light  tight, 
yet  well  ventilated,  and  fitted  at  its  an- 
terior end  with  a  red  glass  window,  shelves 
and  other  accessories  for  photographic 
work.  For  working  with  artificial  light  the 
interior  is  also  fitted  with  conveniently 
placed  red  and  white  electric  lights.  Where 
running  water  is  available,  flexible  hose 
connections  may  be  made  between  the 
soxirce  of  supply  and  the  metal  tanks  for 
the  washing  of  .v-ray  plates. 

Roentgenological  Equipment. — The 
French  Service  de  Sante  furnishes  with  the 
equipment  the  Chabaud  and  the  Pilon 
roentgen-ray  tubes  and  the  Villard  and 
Pilon  valves.  These  require  considerable 
regulation  to  maintain  their  proper  vac- 
uum. This  unsatisfactory  feature  has  been 
eliminated  in  our  equipment  by  adapting 
the  Coolidge  tube  installation  to  the 
French  equipment.  The  Coolidge  filament 
is  heated  by  means  of  a  60  ampere  hour, 
12  volt  storage  battery  which  can  be  re- 


charged as  often  as  is  necessary.  On  the 
main  distribution  board  of  the  electrical 
equipment  of  the  hospital  there  is  a  bank 
of  lamps  for  charging  the  x-ray  battery. 
We  have  simplified  this  procedure  by  plac- 
ing a  bank  of  lamps  in  the  roentgen-ray 
room,  thus  rendering  it  unnecessary  to 
move  the  storage  battery  for  recharging. 

The  Gaiffe-Gallot  x-ray  table,  which  is 
supplied  with  this  equipment,  is  a  plain 
wooden  table,  seventy  centimeters  in 
width,  and  two  meters  in  length.  The  top 
of  the  table  is  one  centimeter  thick.  The 
table  is  fitted  with  folding  legs  which  are 
clamped  in  position  by  means  of  set  screws. 

The  tube  stand,  Drault  model,  small 
type,  is  separate  from  the  table  and  runs 
on  a  small  track  placed  on  the  floor.  It 
is  assembled  by  placing  the  upright  rod 
on  the  stand  base,  then  attaching  the  tube 
holder  and  cupule  to  the  upright  rod  and 
adjusting  the  counter  balance.  The  tube 
stand  is  small  and  compactly  built,  its 
weight  being  about  seventy-five  pounds. 
It  is  graduated  in  centimeters  for  vertical 
and  horizontal  tube  shifts.  The  horizontal 
arm  support  of  the  cupule  is  arranged  with 
a  collar  so  that  it  can  be  rotated  26  degrees 
for  the  26  degree  method  of  localization. 

The  remaining  important  elements  of 
the  roentgenological  equipment  are  divided 
into  two  units,  the  mobile  roentgeno- 
surgical  transformer  unit  of  Ledoiix-Lebard 
and  a  fluoroscopic  operating  unit  and  its 
accessories. 

Mobile  ''Radio-surgical  Unit''  of  Ledoux- 
Lebard. — The  Ledoux-Lebard  transformer 
and  its  accessories  are  enclosed  in  a  nicely 
finished  wooden  case,  mounted  on  rollers. 
The  unit  comprises  a  transformer,  autono- 
mous mercury  interrupter,  a  condenser, 
spark  gap,  milliampere  meter  and  a 
switchboard,  to  which  is  attached  the 
rheostat,  ampere  meter,  fuses  and  switches. 
The  various  parts  of  the  unit  are  perma- 
nently connected  in  the  case  so  that  when 
the  front  and  rear  doors  are  opened  and 
connection  is  made  with  the  cable  supply- 
ing the  current  from  the  generator  to  the 
transformer,  the  unit  is  ready  for  operation. 
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Interior  of  Roentgen-Ray  Truck  (rear  view). 

A.  Red  glass  window.  B.  Developing  shelf.  C.  Fixing  shelf.  D.  Fixing  tank.  E.  Drawers  for  electric  material, 
x-ray  accessories  and  chemicals.  F.  &  G.  Packing  boxes  for  x-ray  tubes  and  valves.  H.  Compartments  for  x-ray 
plates  and  accessories.  J.  Ledoux-Lebard  Transformer  Unit.  K.  Lead-lined  box  for  fluoroscopic  operating  table. 
L.  Tube  stand.  M.  X-ray  and  fluoroscopic  operating  tables.  N.  Tools  and  x-ray  accessories. 
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Owing  to  its  simplicity  the  installation 
requires  very  little  care.  Once  a  day  it 
is  necessary  to  place  a  drop  of  lubricating 
oil  in  the  motor  of  the  mercury  interrupter, 
to  change  the  illuminating  gas  or  ether 
vapor,  and  to  clean  the  mercury  as  often 
as  indicated.  Observance  of  these  simple 
precautions  is  all  that  is  required  to  insure 
smooth  running  of  the  apparatus. 

Fluoroscopic  Operating  Unit. — This  unit 
is  designed  for  surgical  operation  under 
the  screen  and  is  placed  in  the  operating 
room,  the  current  being  conveyed  from  the 
transformer  in  the  x-ray  room  to  the  unit 
by  means  of  high  tension  insulated  cables. 
The  unit  comprises  a  light  fluoroscopic 
table  and  a  tube  holder  box.  The  frame- 
work of  the  table  is  cast  iron  and  its  top 
is  covered  with  a  thin  sheet  of  aluminum. 
Underneath  the  table  is  a  lead-lined 
roentgen-ray  tube  box  mounted  on  rollers 
which  runs  from  one  extremity  of  the  table 
to  the  other  on  a  small  track.  Provision  is 
also  made  for  lateral  shifting  of  the  tube. 
A  Dessane  bonnet  is  furnished  with  the 
equipment.  This  is  worn  by  the  roentgen- 
ologist for  fluoroscopic  observations  which 
are  made  in  the  usual  brilliant  light  of  the 
surgical  operating  room. 

Localizing  Sets. — The  localizing  equip- 
ment furnished  by  the  French  Service  de 
Sante  consists  of  the  Haret  rule,  the 
pierced  screen,  the  Hirtz  compass  (radio- 
scopic  modification)  and  a  collar  fitted  to 
the  horizontal  arm  support  of  the  cupule 
for  the  26  degree  method.  In  addition  to 
these  we  have  added  the  profundometer 
method,  1  the  trocar  and  cannula  method^ 
and  the  device  required  for  the  Strohl 
method. 

Installation  of  the  Roentgenological  Equip- 
ment.— The  installation  of  the  roentgen- 
ological equipment  depends  on  the  condi- 
tions under  which  the  hospital  is  operating. 
If  it  is  being  used  as  an  autonome  unit, 
the  roentgen-ray  apparatus  is  installed  in 
a  room  of  the  demountable  barrack,  adja- 
cent to  the  operating  room.  If  the  hospital 

(i)  Flint — Annals  of  Surgery,  Aug.,  1916. 
(2)  Ibid. — Military  Surgeon,  March,  1917. 


is  operating  in  permanent  buildings,  such 
as  barracks,  a  chateau,  abbey  or  evacuation 
hospital,  the  apparatus  would  be  assembled 
in  a  room  or  tent  in  proximity  to  the  oper- 
ating pavilion.  At  present,  our  hospital 
is  installed  partly  in  barracks  and  tents, 
the  roentgen-ray  department  occupying  a 
room  adjacent  to  the  operating  pavilion 
and  in  the  same  barrack. 

When  the  roentgen-ray  room  of  the 
demountable  barrack  is  utilized,  absolute 
darkness  is  obtained  by  means  of  a  large, 
black  curtain  impervious  to  light.  In  our 
present  installation,  a  fixed  barrack,  the 
light  is  excluded  by  the  use  of  shutters. 

The  Handling  of  the  Wounded  in  the 
Roentgen-Ray  Room. — The  method  of 
handling  the  wounded  varies  according 
to  the  injury.  Where  the  patient's  injuries 
are  grave  and  he  is  carried  into  the  roent- 
gen-ray room  on  a  stretcher  no  effort  is 
made  to  move  him,  the  heavy  canvas  of 
the  stretcher  offering  practically  no  resis- 
tance to  the  ray.  If  the  patient  is  only 
slightly  wounded,  and  he  can  be  moved 
from  the  stretcher  without  pain,  he  is 
placed  directly  on  the  table.  Splints  are 
not  removed  unless  it  is  necessary  for  a 
more  accurate  examination.  Bandages  of 
the  injured  parts  are  removed  when  it  is 
necessary  to  place  marks  on  the  skin  for 
the  guidance  of  the  surgeon. 

Ski?i  Marking. — Numerous  methods  of 
marking  localizing  points  on  the  skin  have 
been  described.  A  method  which  we  have 
found  valuable  is  the  combined  use  of  a 
saturated  solution  of  pyrogallic  acid  and 
2  per  cent  silver  nitrate.  A  simple  instru- 
ment employed  for  applying  the  solutions 
to  the  skin  consists  of  a  large  darning 
needle  fused  in  the  end  of  a  piece  of  glass 
tubing  five  inches  long.  The  solutions  are 
applied  as  follows:  The  pyrogallic  acid 
solution  is  first  lightly  applied  to  the  skin 
by  means  of  the  marking  instrument  at 
the  point  of  emergence  of  the  normal  ray; 
then  by  means  of  a  second  similar  instru- 
ment the  silver  nitrate  is  traced  over  the 
mark  made  by  the  first  solution.  The 
solutions    thus    applied    made    a    distinct 
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black  mark  which,  after  a  few  minutes  of 
dn'ing,  cannot  be  washed  off  in  the  prepa- 
ration of  the  patient  for  operation,  and  is 
distinctly  visible  after  the  application  of 
iodine  to  the  field  of  operation. 

METHODS  OP  LOCALIZATION 

In  the  localization  and  extraction  of 
projectiles,  two  distinct  problems  have  to 
be  considered  by  the  roentgenologist  and 
surgeon :  First ,  the  recent  wounds  in  which 
the  tract  of  the  projectile  still  exists; 
second,  the  healed  wounds  in  which  the 
tract  is  cicatrized  and  obliterated  and, 
therefore,  can  no  longer  serve  as  a  guide 
during  the  debridement  and  excision  of 
the  wound. 

In  wounds  of  the  first  type  when  the 
tract  can  be  utilized  as  a  secondary 
control  in  localizing  the  foreign  body,  a 
simple  localization  giving  its  size  and 
depth  beneath  a  skin  point  is  usually 
sufficient,  because,  during  the  operation 
in  these  cases,  it  is  really  the  tract  that 
locates  the  foreign  body.  The  localization, 
however,  is  none  the  less  important,  as 
it  tells  the  operator  the  position  and 
depth  of  the  foreign  body  with  reference 
to  the  wound  of  entrance.  It  enables  him 
to  make  his  incision  intelligently  so  as 
to  provide  the  best  exposure  to  safeguard 
important  structures,  and  to  give  himself 
the  best  surgical  approach  for  the  excision 
of  all  traumatized  and  infected  tissues. 
If,  however,  the  tract  cannot  be  utilized 
as  a  guide,  as  in  certain  wounds  of  the 
chest  or  abdomen  where  the  surgeon  is 
forced  to  make  an  operative  approach 
on  the  side  of  the  body  opposite  the  wound 
of  entrance,  or  where  the  tract  is  oblit- 
erated, as  in  the  case  of  healed-in  projec- 
tiles, a  simple  depth  localization  will  not 
suffice,  because  with  a  skin  point  local- 
ization and  a  healed-in  projectile,  the  op- 
erator, in  fifty  per  cent  of  the  cases,  will 
fail  to  find  the  foreign  body  or  he  will 
mutilate  the  tissues  uselessly  in  a  pro- 
longed search  for  it.  In  these  cases  more 
complicated  methods  are  required  to  give 
the  surgeon  special  data  as  to  the  relations 


and  position  of  the  foreign  body,  and  to 
furnish  as  well  some  physical  guide  to  the 
projectile  during  the  operation. 

For  the  first  type  of  wounds,  particularly 
where  one  is  faced  with  the  problem  of 
many  wounded  men  coming  in  at  one  time, 
the  methods  of  localization  which  will 
prove  the  best  are  those  which  combine 
simplicity  and  rapidity  of  technique  with 
the  maximum  degree  of  accuracy.  In  our 
experience  the  Haret,  Strohl  and  "26- 
degree"  methods  have  fulfilled  these  re- 
quirements. Of  these  we  have  adopted  the 
26-degree  method  as  a  routine  procedure. 
When,  however,  the  angulating  device 
required  for  the  26-degree  method  is  not 
available,  the  Strohl  or  Haret  methods 
yield  rapid  and  satisfactory  results. 

For  the  healed-in  projectiles  and  the 
type  of  cases  which  present  special  prob- 
lems, the  Hirtz  compass  (radioscopic  modi- 
fication) or  the  profondometer  method  is 
indicated,  as  these  methods  not  only  give 
the  depth  of  the  projectile,  but  are  fitted 
with  special  apparatus  for  guidance  during 
the  operation.  The  guide  of  the  compass 
and  of  the  profundometer  directs  the  sur- 
geon to  the  projectile. 

Special  Points  to  be  Observed  in  the  Local- 
ization of  Projectiles. — To  render  the  great- 
est possible  aid  to  the  surgeon  the  local- 
ization should  always  be  made  in  the  plane 
that  furnishes  the  best  surgical  approach. 
In  fresh  wounds,  the  surgical  approach  is 
almost  invariably  along  the  tract.  In 
all  cases  the  relation  of  the  projectile  to 
contiguous  anatomical  structures,  the 
depth,  position,  size  and  number  of  pro- 
jectiles should  be  tersely  and  accurately 
stated.  The  position  of  the  part  at  the  time 
the  localization  is  made  should  be  care- 
fully recorded,  as  any  change  in  the  posi- 
tion leads  to  a  disturbance  in  the  relation 
of  the  skin  marks  to  the  projectile.  To 
differentiate  between  deep  and  superficial 
projectiles  distinguishing  skin  marks  may 
be  used.  In  our  service,  a  cross  signifies 
that  the  projectile  is  deeply  situated,  and 
a  small  circle  indicates  that  it  lies  super- 
ficial! v. 
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Roentgenological  Records.  —  We  have 
adopted  a  simple  method  of  dictating  the 
roentgenological  data  during  the  examina- 
tion of  patients.  A  box,  curtained  at  its 
open  end,  is  mounted  on  a  small  table  in 
one  comer  of  the  x'-ray  room.  This  box 
is  wired  and  its  interior  illuminated  by  a 
small,  red,  electric  lamp  so  that  the  scribe 
may  take  dictation  from  the  roentgen- 
ologist without  the  introduction  of  light 


during  the  examination.  By  this  method 
the  data  are  compiled  as  the  examination 
progresses  and  all  delays  and  interruptions 
are  avoided.  All  reports  are  made  in  dupli- 
cate, one  copy  accompanying  the  patient 
to  the  operating  room,  forming  part  of 
his  clinical  record;  the  second  copy  is 
retained  by  the  roentgenologist.  All  copies 
retained  are  cross-indexed  and  filed  in  the 
usual  manner. 
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The  Parent  of  Actinium. — Soddy,  F.  and 
Cranston,  J.  A.  {Roy.  Soc,  Proc.  94,  pp. 
384-404,  June  I,  1918.)  In  a  full  historical 
introduction,  the  data  obtained  in  1909 
relative  to  the  rays  and  products  of  ura- 
nium X  are  discussed  in  so  far  as  they  throw 
light  on  the  various  possible  modes  of 
origin  of  actinium.  The  minute  growth  of 
actinium  previously  put  on  record  (see 
Abs.  1075,  1913)  a-s  having  been  observed 
in  the  old  uranium  preparations  has  been 
confirmed  by  their  later  history  and  is  now 
established  beyond  doubt. 

Uranium  X2  can  be  separated  from 
UrXi  by  sublimation  in  a  current  of  air 
charged  with  vapors  of  carbon  tetra- 
chloride at  a  temperature  below  visible  red- 
heat.  470  gm.  of  a  very  pure  Indian  pitch- 
blende were  similarly  treated,  in  the  ex- 
pectation of  removing  eka-tantalum,  iso- 
topic  with  UrX2  and  giving  actinium  in  an 
a-ray  change  of  long  period.  The  prepara- 
tions so  obtained  were  initially  free  from 
Ac,  but  one  of  them  has  produced  it  con- 
tinuously with  the  lapse  of  time.  A  direct 
comparison  of  the  amoimt  of  Ac  in  this 
preparation  after  the  lapse  of  two  and  a 
half  years  with  that  in  the  original  pitch- 
blende showed  that  it  was  equal  to  that 


in  about  0.25  gm.  On  the  assumption  that 
eka-tantalum  and  actinium  are  both  long- 
lived,  that  no  intermediate  members  inter- 
vene between  them,  and  that  the  prepara- 
tion contained  the  whole  of  the  parent  Ac 
in  the  original  mineral,  the  period  of  aver- 
age life  of  Ac  is  calculated  to  be  5000 
3^ears.  Nothing  can  yet  be  said  definitely 
as  to  the  period  of  the  parent. 

A  second  preparation  separated  from 
Joachimsthal  pitchblende,  the  treatment 
of  which  commenced  in  1903  and  ended  in 
1 9 14  with  the  carbon  tetrachloride  subli- 
mation, has  given  a  similar  growth  of 
actinium.  The  work  was  undertaken  to 
test  and  confirm  the  view  that  the  parent 
of  Ac  occupies  the  eka-tantalum  place  in 
the  Periodic  Table,  and  gives  actinium  in 
an  a-ray  change  of  long  period,  being  itself 
formed  as  the  product  of  UrY,  discovered 
by  Antonotf,  who  suggested  that  it  was 
the  first  member  of  the  Ac  series.  But  this 
mode  of  origin  of  actinium,  though  at 
present  the  most  probable,  has  not  yet 
been  conclusively  established  to  the  exclu- 
sion of  all  the  other  possible  modes  of 
origin,  discussed  in  the  historical  intro- 
duction.— From  Science  Abstracts,  Vol. 
XXI,  par.  8. 
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THE  USE  of  fluorescent  screens  for  the 
intensification  of  exposure  is  a  rather 
widespread  practice  and  is  of  considerable 
importance  in  roentgenology.  In  spite  of 
the  general  use  of  these  screens,  however, 
in  cjuite  a  variety  of  work,  very  little  has 
been  done  in  the  study  of  the  fundamental 
laws  of  such  a  system.  Shearer^  Edwards-, 
Baker^,  and  others,  have  contributed  ex- 
cellent papers  to  the  general  fund  of  knowl- 
edge from  a  strictly  utilitarian  standpoint. 
Recently  Sheppard^  advanced  some  inter- 
esting theories  regarding  conditions  for 
the  fluorescent  state. 

In  a  previous  paper  the  author  described 
a  method  which  he  had  developed  for 
the  precise  study  of  the  reactions  of  a 
photographic  plate  to  roentgen  rays.  The 
present  paper  is  a  continuation  of  the  work 
begun  in  the  first  paper,  being  a  study  of 
the  functions  of  the  various  factors  in  the 
intensifying  screen  system. 

When  roentgen  rays  strike  the  emulsion 
of  a  photographic  plate,  less  than  i  per 
cent  of  their  energy  is  absorbed  to  cause 
the  formation  of  a  latent  image,  the  remain- 
ing percentage  passing  through  without 
performing  any  useful  function.  Any  meth- 
od, then,  W'hich  utilizes  this  waste  energ}^ 
and  returns  it  to  the  plate  in  a  photograph- 
ically active  form,  is  of  considerable  value. 
Such  is  the  function  of  fluorescent  intensi- 
fying screens.  A  large  part  of  the  energy 
of  the  beam  transmitted  by  the  object 
rayed  is  absorbed  by  the  screen  and 
returned  to  the  plate  in  a  proportion 
governed  by  several  laws  to  be  discussed 
later. 

Two  types  of  fluorescent  screens  may 
be  utilized  in  such  a  process.  The  first  type 
is  one  in  which  the  emitted  or  fluorescent 


radiation  is  still  of  that  frequency  usually 
termed  x-rays — that  is,  characteristic  high 
frequency  radiation.  As  is  well  known, 
such  a  phenomenon  is  dependent  on  the 
atom  of  the  emitting  substance  alone.  The 
second  type  is  where  the  emitted  fluores- 
cent radiation  is  of  such  wave-length  that 
the  energy  falls  within  the  ultra  violet 
and  visible  regions  of  the  "ordinary" 
spectrum.  In  this  case  the  fluorescence 
no  longer  seems  particularly  dependent  on 
the  individual  atom,  but  rather  on  the 
arrangement  of  atoms  in  the  molecular 
structure  of  the  material.  Of  these  two, 
the  second  is  by  far  the  more  efficient  for 
use  in  practical  roentgenography,  and  is 
the  only  one  considered  in  the  present 
paper. 

The  general  phenomenon  of  fluorescence 
is  one  which  has  commanded  the  attention 
of  a  number  of  investigators,  chief  among 
whom  are  Herschel,  Stokes,  Wood,  Wiede- 
man,  and  Nichols  and  Merritt.  Of  these 
Nichols  and  Merritt  have  done  the  most 
complete  quantitative  work. 

Briefl}"  defined,  fluorescence  is  a  phe- 
nomenon in  which  radiant  energ^^  of  one 
particular  wave  length  is  absorbed  by  a 
material  and  emitted  again  as  radiant 
energ>^  of  a  longer  wave  length.  Fluores- 
cence takes  place  only  while  the  exciting 
radiation  is  allowed  to  impinge  on  the 
material.  It  is  thus  difi:erent  from  the  phe- 
nomenon of  phosphorescence  in  which 
the  time-lag  between  excitation  and  emis- 
sion may  be  considerable. 

Of  the  materials  which  fluoresce  to 
roentgen  rays  in  the  range  of  frequencies 
from  the  ultra  violet  to  the  red,  there  are 
only  a  few  which  can  be  used  efficiently 
for    photographic    intensification.    All    of 


*  Real  bafore  th3  niiitjenti  a-nial  msj^inj  of  ths  A-nirican  Ro^nt^en  Ray  So^isty,  Chattanooga,  Tenn.,  September,  1918. 
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Fig.  I. 

1.  Roentgen  Ra}'  Plate. 

2.  Ordinary  Plate. 

3.  Ortho-chromatic  Plate. 

4.  Pan-chromatic  Plate. 


these  substances  must  be  in  the  crystalHne 
state.  Barium-plat ino-cyanide,  barium  sal- 
icylate, calcium  tungstate,  molybdenum 
tungstate,  magnesium  tungstate  and  some 
double  tungstates  of  these  metals  fluoresce 
to  a  greater  or  less  extent  to  roentgen  rays, 
and  the  radiation  is  more  or  less  active 
photographically.  Of  these  materials  crys- 
talline calcium  tungstate  is  by  far  the  best 
with  present  photographic  rcentgen-ray 
materials. 

The  salt  is  usually  powdered  and  coated 
with  suitable  binder  on  a  support  of  some 
material  of  slight  roentgen-ray  absorption, 

siirh   a^  rarrlhoprrl   or  nl^^]^^^n,\A     TViio  cr^-.-^r^-r-, 


is  then  placed  in  contact  with  the  photo- 
graphic surface  and  exposure  made  through 
either  the  screen  or  the  photographic  plate 
or  film. 

The  efflciency  of  any  radiator  as  a 
source  of  photographic  stimiilation  depends 
primarily  on  the  comparative  spectral 
distribution  of  the  energy-  of  the  radiator 
and  the  spectral  sensibility  of  the  particu- 
lar photographic  plates  used.  While  these 
relations  have  not  been  determined  as  yet 
on  an  equal  energy  basis  for  roentgen-ray 
materials,  qualitative  analyses  have  been 
made. 
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bilities  to  white  Hght  of  an  (a)  .v-ray  plate, 
(b)  a  fast  ordinary  plate,  (c)  an  ortho- 
chromatic  plate,  and  (d)  a  pan-chromatic 
plate. 

The  fluorescent  spectra  of  calcium  tung- 
state  have  been  studied  under  the  follow- 
ing conditions.  The  screens  used  were 
commercial  types.  Spectra  were  obtained 
using  a  Hilger  quartz  spectrograph  on 
Seed  X-ray,  Seed  30  and  Wratten  pan- 
chromatic plates.  The  illustrations  shown 
were  made  on  Seed  30;  the  spectral  dis- 
tribution of  photographic  energy  in  the 
fluorescence  does  not,  however,  extend 
appreciably  further  toward  the  red  than 
is  shown  on  these  photographs.  The  screen 
was  placed  immediately  in  front  of  the 
slit  and  the  .v-ray  tube  in  front  of  the 
screen  as  shown  in  the  diagram  (Fig.  2). 


A  Coolidge  tube  of  medium  focus  was 
used,  the  length  of  exposures  averaging 
1000  milliampere  minutes  at  a  distance  of 
8  inches  from  the  target  to  the  screen. 
The  photographic  plate  was  carefully 
shielded  from  stray  radiation  during  the 
long  exposures,  which,  in  some  cases, 
were  for  24  hours. 

Spectrograms  were  made  with  the  tube 
operating  at  40  K.  V.,  60  K.  V.,  and  80 
K.  V.  (R.  M.  S.).  These  are  illustrated 
in  Fig.  3,  losing,  however,  by  reproduction. 
In  Fig.  4,  the  spectrum  at  60  K.  V.  is 
graphically  shown  in  a  relative  scale  com- 
pared with  the  plate  sensibility  curves 
of  the  previously  mentioned  photographic 
materials.  An  inspection  of  these  ciu-ves 
will  enable  one  to  pick  out  the  plate  most 
efficient  for  use  with  the  screen. 
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Fig.  2. 
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However,  in  a  final  consideration  of 
efficiency,  the  sensitiveness  of  the  material 
to  the  direct  roentgen-ray  beam  must  be 
given  weight.  It  has  been  found  that  in  a 
negative  made  from  a  screen  system, 
about  20  per  cent  of  the  exposure  is  due 
to  the  absorbed  energy  of  the  direct  rays, 
the  remaining  80  per  cent  being  supplied 
b}^  the  screen  fluorescence.  Hence,  to  decide 
the  maximum  efficiency  in  the  case  where 
the  ratios  of  the  screen  fluorescence  and 
plate  spectral  sensibility  are  the  same  for 
two  photographic  materials,  their  relative 
sensitiveness  to  roentgen  rays  alone  should 
be  considered. 

As  may  be  seen  from  the  spectra  in  Fig. 
2,  the  output  of  photographically  suitable 
radiant  energv"  increases  with  voltage.  It 
also  increases  with  current  to  a  saturation 
value,  dependent  on  the  particular  screen 
used.  The  limiting  voltage,  however,  which 
it  is  permissible  to  use  in  practical  roent- 
genography, is  governed  by  the  absorption 
of  the  object  roentgenographed.  That  is, 
in  the  case  of  the  average  picture  of  body 
parts,  in  order  to  absorb  enough  of  the 
incident  x-ray  beam  to  differentiate  fine 
detail,  the  penetrating  ability  of  the  beam 
should  be  of  a  certain  minimum  value, 
of  necessity  limiting  the  tube  voltage. 

As  to  the  technique  of  using  a  screen, 
the  best  practice  is  to  expose  through  the 
support  of  the  emulsion  which  is  in  contact 
with  the  surface  of  the  fluorescing  screen. 
Hence  it  follows  that  the  support  must 
be  one  of  minimum  opacity  to  roentgen- 
ra3^s.  In  the  case  of  two  emulsions  of  equal 
sensitiveness,  one  on  glass  and  the  other  on 
flexible  film,  the  latter  support  should  be 
used  as  it  is  more  transparent  to  roentgen- 
ray  s. 

Recently  there  has  been  considerable 
discussion  among  roentgenologists  as  to 
the  efficiency  of  using  double  intensifying 
screens;  that  is,  a  screen  system  in  which  a 
photographic  film  is  placed  between  the 
active  surfaces  of  two  intensifying  screens, 
the  exposure  being  made  through  one 
screen.  The  writer  has  studied  the  laws  of 
such  a  screen  svstem  and  has  found  that 


an  increased  efficiency  over  a  single  screen 
s^^stem  exists  only  between  rather  narrow 
limits.  It  has  been  found  that,  using  the 
average  screens  available  for  such  work, 
the  radiation  must  be  of  a  rather  pene- 
trating type  before  the  absorption  of  the 
front  screen  is  slight  enough  not  to  have 
a  great  effect  on  the  efficiency;  indeed,  it 
was  found  that,  using  a  radiation  governed 
by  a  41^-inch  spark  gap  or  less,  the  absorp- 
tion of  the  front  screen  was  so  great  as 
to  make  the  resulting  effective  exposure 
less  than  it  would  have  been  if  a  single 
screen  had  been  used  in  the  usual  way. 


Fig.  3- 

1.  40  K.  V. 

2.  60  K.  V. 

3.  80  K.  V. 


Beginning  with  a  five-inch  spark  gap 
and  on,  the  system  began  to  gain  efficiency 
over  the  case  of  a  single  screen  until,  using  a 
six-inch  gap,  there  was  a  noticeable  increase 
in  exposure  as  measured  by  the  photo- 
graphic result.  With  a  further  increase  of 
penetration  this  efficiency  increases.  But  in- 
asmuch as  secondary  effects,  such  as  scat- 
tering and  hence  graininess,  increase  also 
with  this  increasing  penetration  there  is 
a  certain  maximum  value  which  cannot 
be  exceeded.  This  leaves  working  limits 
of  between  five  inches  and  six  and  one-half 
inches  for  the  spark  gap  factor.  The  gain 

nf   PX'no'^nrp   ■iAr\r]pr   tVii«;   pondiiion i'j    nl^inni 
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Fig.  ^. 

1.  Emission  Spectrum  Ca'cium  Tungstate. 

2.  Sensibility  X-Ray  Plate. 

3.  Sensibility  Ordinary  Plate. 

4.  Sensibility  Ortho-chromatic  Plate. 

5.  Sensibility  Pan-chromatic  Plate. 


fifty  to  one  hundred  per  cent,  depending 
upon  the  individual  screens.  The  value  of 
such  a  method,  then,  depends  upon  the 
value  of  this  gain  in  exposure.  In  cases 
where  the  exposure  is  of  necessity  long  and 
relatively  great,  penetration  must  be  used, 
such  as  in  the  radiography  of  the  spine, 
head,  etc.  This  amount  of  increase  of  ex- 
posure is,  perhaps,  desirable  enough  to 
take  advantage  of. 

There  is  just  one  more  factor  which  func- 
tions in  obtaining  efficiency  with  a  screen 
system.  That  is  the  development.  As 
brought  out  by  the  author  in  the  paper 
previously  mentioned,  exposure  in  the 
case  where  a  screen  is  used  is  mostly  on  the 
surface  of  the  photographic  emulsion; 
hence  development  proceeds  differently 
from  that  in  the  case  of  exposure  to  roent- 
gen rays  where  the  effect  is  distributed 
evenly  through  the  material.  There  is  a 
tendency  to  over-expose  and  under-develop 
screen  negatives,  thereby  failing  to  get 
the  contrast  and  snap  from  a  screen  nega- 
tive which  is  present  in  a  direct  negative. 
Development  of  a  screen  negative  should 
be  fully  as  long  as  that  of  a  direct  negative 
and  the  exposure  timed  so  that  this  may 
be  done. 


Note — Since  writing  the  foregoing  paper 
double-coated  films  have  been  developed 
in  the  laboratories  of  the  Eastman  Kodak 
Company  which  make  it  necessary  to  add 
a  few  remarks  to  the  portion  of  the  paper 
devoted  to  double  screen  technique.  It  is 
found  that  by  using  this  material,  which  is 
coated  on  both  sides  of  the  support,  much 
added  efficiency  is  gained  in  such  a  system 
by  reason  of  the  fluorescence  acting  directly 
from  screen  to  emulsion  in  both  cases. 

The  work  in  the  fcregoing  paper  was 
based  on  experiences  with  single-coated 
films.  For  example,  it  has  been  found  pos- 
sible to  radiograph  satisfactorily  the  chest 
in  one  second  at  28  inches  distance,  using 
the  Army  type  of  Coolidge  Radiator  Tube 
run  at  a  5-inch  gap  and  ten  milliamperes. 
Tlie  writer  hopes  to  describe  the  possibili- 
ties of  some  interesting  experiments  under 
way  in  this  connection  in  a  later  paper. — 
[M.  B.  H.] 
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Fischer,  I.  F.  Examination  of  Gail-Stones  by 
Roentgen  Rays.  (Xord.  Med.  Ark.,  Stock- 
holm, 1917,  Vol.  I,  Kinirgi,  Xo.  12.  Surg., 
Gynec.  &-  Obst.,  Vol.  XXVII,  Xo.  3.) 

Renal  calculi,  as  a  rule,  are  more  dense  than 
gall-stones,  and  produce  a  much  stronger  shad- 
ow on  the  roentgen  plate.  Also  the  anatomic 
location  of  gall-stones  prevents  them  from 
appearing  on  the  plate. 

In  the  Bispebjaerg  Hospital,  Copenhagen, 
for  the  past  four  years  all  patients  presenting 
symptoms  of  gall-stones  have  been  examined 
by  roentgen  rays.  The  patients  numbered  141. 
The  roentgenograms  were  positive  in  11  cases. 
Of  these  eight  were  operated  upon  but  stones 
were  found  in  six  only.  Of  the  141,  fifty-four 
patients  were  operated  upon  and  stones  were 
found  in  thirty-nine.  The  low  positive  nimiber 
of  cases  in  which  shadows  of  stones  were  seen 
on  the  roentgen  plate  shows  very  clearly  that 
no  weight  whatever  should  be  attached  to 
the  negative  result  of  the  roentgen  examina- 
tion, which  showed  calculi  in  only  about 
eight  per  cent,  of  those  examined.  Even  in 
three  of  the  cases  in  which  a  positive  roent- 
genogram was  verified  by  operation,  the  num- 
ber of  stones  found  greatly  exceeded  those 
shown  on  the  plate.  This  is  accounted  for  by 
the  fact  that  the  calcuH  present  in  the  same 
gall-bladder  have  different  powers  of  absorp- 
tion for  the  roentgen  rays. 

The  author  gives  a  nimiber  of  illustrations 
of  the  appearance  which  gall-stones  give  on 
the  plate.  He  also  describes  the  errors  which 
might  be  made  in  interpreting  these  shadows. 
The  calcareousness  of  the  stone,  and  not  its 
size,  is  the  determining  factor  in  the  vi\'idness 
of  the  shadow  cast  on  the  plate. 

Experiments  show  that  no  small  number  of 
the  gall-stones  embedded  in  a  gall-bladder 
with  abundant  gall  will  not  be  demonstrable 
by  the  roentgen  rays,  because  their  chemical 
composition  gives  them  less  power  of  absorb- 
ing the  rays  than  that  possessed  by  the  liquid. 
It  is  impossible  to  fix  a  limit  of  the  percentage 
of  gall-stones  the  demonstrability  of  which  is 
within  the  margin  of  possibility.  It  will  depend 
on  the  technique  applied.  Any  improvement 
of  technique  will  improve  the  roentgenologic 
diagnosis  of  gall-stones.  W.  A.  Brennan. 


BoGGS,  R.  H.  The  Treatment  of  Carcinoma 
of  the  Breast  by  the  Roentgen  Rays. 
{Interst.  M.  J.,  1918,  Vol.  XXV,  p.  210. 
Sitrg.,  Gynec.  <s'  Obst.,  Vol.  XXVII,  No.  3.) 

The  author  states  that  roentgenotherapy  is 
today  a  recognized  method  in  the  treatment  of 
postoperative  cases,  recurrent  and  metastatic, 
primary  inoperable  and  primary  cases  which 
do  not  permit  operation.  He  believes  that, 
even  in  early  cases,  operation  should  be 
supplemented  by  roentgenotherapy,  thereby 
preventing  from  25  to  50  per  cent  of  recur- 
rences. To  be  eft'ective  this  radiation  should  be 
done  thoroughly  by  competent  operators, 
giving  full  physiological  doses  to  every  chain 
of  lymphatics  draining  the  breast  as  well  as 
to  the  opposite  side  of  the  body.  Roentgen 
radiation  produces  a  sclerosis  of  the  lymphatics 
which  in  itself  tends  to  oppose  cancer  dissemi- 
nation. Such  treatment  is  of  value  as  an  ante- 
operative  as  well  as  postoperative  procedure, 
often  rendering  an  advanced  case  operable; 
if  deep  metastases  have  not  taken  place,  more 
permanent  cures  can  be  surgically  obtained. 

The  author  uses  the  cross-fire  method  as 
much  as  possible.  Three  or  four  areas  on  an- 
terior chest  wall  and  the  liver  area  are  given 
one  anteriorly,  laterally,  and  posteriorly.  The 
axilla  is  given  three  or  four  doses  and  the 
lateral  chest  wall  below  the  axilla  an  addi- 
tional one.  The  supraclavicular  region  is 
divided  into  four  areas.  The  supra-  and  sub- 
scapular areas  on  the  affected  side  each  re- 
ceive a  full  dose.  The  mediastinimi  should 
receive  one  or  two  treatments  through  the 
back.  The  opposite  side  is  rayed  according  to 
indications  and  never  receives  less  than  from 
four  to  ninety-eight  treatments  during  the 
course.  The  epigastric  region  must  never  be 
omitted,  as  this  is  one  of  the  avenues  by  which 
the  liver  and  pelvic  viscera  metastasize. 

Since  operation  has  reached  its  limit 
and  since  ultraradical  operations  are  not 
practical  until  some  better  form  of  treatment 
is  discovered,  the  splendid  results  achieved 
through  radiation  furnish  more  than  sufficient 
reason  for  giving  e\'ery  case  of  carcinoma  of 
the  breast  postroentgen  treatment.  In  recur- 
rent and  inoperable  cases,  a  temporary  cure 
can  often  be  produced.         Adolph  Hartung. 
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Hartwell,  J.  A.,  and  Butler,  Ethan  F.  War 
Surgery  and  the  Civil  Hospitals.  {Surg., 
Gynec.  0°  Obst.,  October,  19 18,  Vol.  XXVII, 
No.  4.) 

We  quote  the  following  in  extenso  as  it  dis- 
cusses the  relationship  between  hospital  man- 
agement, physicians  and  patients  as  it  has  been 
developed  by  the  war. 

"The  war  has  demonstrated  beyond  further 
debate  that  corresponding  progress  can  only 
be  made  in  our  civil  hospitals  when  the  patient 
is  made  the  center  of  all  their  activities.  The 
wards  and  operating  room  must  have  a  staff 
of  laboratory  men  just  as  they  have  a  staff 
of  surgeons.  The  art  of  surgery  and  the  sciences 
on  which  it  is  founded  cannot  be  compassed 
by  the  mind  of  one  man.  The  laboratory 
scientist  will  become  more  proficient  by  close 
contact  with  the  surgeon,  and  the  surgeon  will 
profit  equally.  Both  these  staffs  must  be  largely 
composed  of  full  time  men.  Our  military  sur- 
geons and  laboratory  men  find  no  distracting 
calls  outside  the  hospital.  No  one  can  conceive 
that  the  advance  made  in  three  years  would 
have  been  possible  if  the  best  trained  minds 
had  spent  three  or  four  hours  a  day  at  the 
hospital,  and  then  left  the  patients  to  get 
on  as  best  they  might  under  the  sole  care  of 
juniors  and  internes  during  the  remaining 
twenty  hours.  It  may  be  argued  that  to  organ- 
ize our  hospitals  on  such  lines  is  financially 
impossible.  Such  argument  cannot  be  main- 
tained. Money  has  always  been  forthcoming 
to  foster  any  well  thought  out  plan  for  the 
betterment  of  education  and  the  best  care  of 
the  sick  and  injured.  Had  the  lessons  which 
this  war  is  teaching  in  treatment  of  the 
injured  been  in  force  during  the  past  two 
decades,  the  money  saved  to  our  industries 
would  have  more  than  met  the  expense  involved 
in  learning  them.  The  duty  of  spreading  this 
teaching  lies  with  our  profession.  Upon  our 
success  in  this  line  depends  our  ability  to  give 
to  the  country  one  of  the  offsetting  benefits 
with  which  war,  to  some  extent,  balances  its 
horrors.  Another  phase  of  organization  more 
easily  accomplished,  has  been  placed  in  evi- 
dence in  the  military  hospital.  Every  service 
has  had  at  its  disposal  well  trained  mechanics 
and  carpenters.  Most  surgeons  in  civil  hospitals 
have  at  some  time  vainly  struggled  to  have 
constructed  a  simple  piece  of  apparatus  to 
meet  some  special  requirement.  There  was  no 


well  equipped  shop  at  hand  with  a  competent 
workman  who  could  promptly  furnish  the 
apparatus  and,  at  the  same  time,  suggest 
ways  of  meeting  mechanical  problems  for  which 
his  training  fitted  him.  Trustees  of  hospitals 
have  been  very  loath  to  recognize  that  other 
artisans  than  surgeons  may  be  advantageously 
employed  in  a  surgical  service.  The  results 
overseas  should  be  very  effective  in  convincing 
them  that  this  view  is  no  longer  tenable." 

Carman,  R.  D.  Roentgenologic  Aspects  of 
Hour-Glass  Stomach.  (Surg.,  Gynec.  ^ 
Obst.,  October,  1918,  Vol.  XXVII,  No.  4.) 

Conclusions: — (i)  Hour-glass  stomach  should 
not  be  considered  a  disease  entity  but  an  end- 
result  of  various  pathologic  processes,  gastric 
and  perigastric. 

(2)  The  possibility  of  congenital  hour-glass 
stomach  must  be  admitted,  although  most 
cases  reported  have  been  questioned. 

(3)  The  roentgenogram  usually  shows  a 
much  deeper  constriction  than  is  seen  at  opera- 
tion, due  to  the  fact  that  the  organic  narrowing 
is  exaggerated  by  the  spasm. 

(4)  Cases  of  spasmodic  hour-glass,  whether 
intrinsic  or  extrinsic  in  cause,  are  not  seen  by 
the  surgeon,  because  they  are  relaxed  by  the 
narcosis.  Therefore,  if  the  hour-glass  is  the 
only  roentgen  sign  present,  the  first  thing  to 
do  is  to  exclude  extrinsic  causes. 

(5)  Belladonna  or  atropine  does  not  differen- 
tiate between  the  organic  and  intrinsic  types 
of  spasmodic  hour-glass  stomach. 

(6)  Belladonna  or  atropine  to  physiologic 
effect  will  differentiate  between  the  intrinsic 
and  extrinsic  types  of  spasmodic  hour-glass 
stomach. 

(7)  Operations  have  proved  that  the  organic 
type  is  the  most  common.  However,  the  spas- 
modic, when  intrinsic  in  origin,  is  just  as 
important  from  a  diagnostic  standpoint  as  the 
organic. 

(8)  The  varieties  of  hour-glass  stomach, 
therefore,  admit  of  the  following  subdivision: 

(A)  Congenital. 

(B)  Acquired. 

(i)  Organic:  Constriction  due  to  structural 
changes  in  or  about  the  stomach.  Causes: 
ulcer,  scar  of  healed  ulcer,  perigastric  adhesions, 
cancer,  syphilis,  corrosives,  resection,  gastros- 
tomy, congenital  (?). 

(2)  Spasmodic    (or    functional):    Cramp    of 
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the  gastric  muscle  without  structural  change. 
Two  types:  (a)  intrinsic;  cramp  directly  pro- 
duced by  lesions  in  the  stomach;  causes  prac- 
tically the  same  as  those  of  organic  hour-glass; 
(b)  extrinsic;  cramp  indirectly  produced  by 
causes  outside  the  stomach:  duodenal  ulcer, 
diseases  of  the  gall-bladder,  disease  of  the 
appendix,  neuroses,  tabes,  lead  intoxication, 
morphine,  nicotine. 

(c)  Fseudo-Jwur-glass:  Simulating  the  hour- 
glass forni  without  either  spasm  or  structural 
change  in  the  stomach.  Causes:  contraction 
of  abdominal  muscles,  pressure  of  stomach 
against  the  spine,  tumors  outside  the  stomach, 
atonic  stomach,  gas  and  fecal  matter  in  the 
bowel. 

Kelly,  Howard  A.  Two  Hundred  and  Ten 
Fibroid  Tumors  Treated  by  Radirun. 
{Surg.,  Gynec.  df  Obst.,  October,  1918, 
Vol.  XXVn,  No.  4.) 

The  life  history  of  a  uterine  fibroid  possesses 
three  striking  clinical  characteristics.  They 
can  nearly  always  be  considered  benign,  they 
give  trouble,  either  by  compressing  neighboring 
organs  or  by  hemorrhage.  The  incidence  of 
malignancy  is  small  and  the  presence  of  car- 
cinomatous or  sarcomatous  changes  is  almost 
always  excluded  by  curettage  and  the  micro- 
scope. The  author  contends  that  the  following 
has  been  accomplished  by  radium  treatment : 

(i)  Control  of  hemorrhage  and  the  checking 
of  menstruation. 

(2)  The  shrinkage  of  the  tumors. 

(3)  In  many  instances  the  disappearance 
of  the  tumors. 

(4)  In  some  cases  (even  after  two  years)  the 
return  of  menstruation,  either  normal  or  scanty. 

He  states  that  when  there  is  any  doubt 
about  the  diagnosis,  operation  is  to  be  elected 
in  preference  to  radiation.  Of  the  210  cases, 
146  were  40  years  of  age  and  over.  Sixty-four 
were  under  40  years  of  age. 

He  also  states  that  results  are  obtained  just 
as  easily  in  young  women  as  in  those  who  are 
older. 

In  group  I,  146  patients  40  years  of  age 
or  over,  66  are  at  the  present  time  cured.  In 
48  the  tumor  has  diminished  in  size  and  the 
symptoms  have  been  reheved. 

Group  II  includes  64  fibroid  tumor  patients 
under  40  years  of  age.  In  28,  the  tumor  has 
either   disappeared   or   has    practically   gone. 


In  four  of  this  group  menstruation  is  known 
to  have  returned.  In  16  patients  the  tumor 
has  decreased  in  size. 

In  the  discussion  of  technique  Dr.  Kelly 
states  that  it  is  best  to  produce  an  amenorrhea 
which  shall  last  until  the  fibroid  is  gone.  A 
single  intra -uterine  dose  of  1500  miliicurie 
hours  is  sufficient  to  produce  an  amenorrhea 
and  shrinkage  or  complete  disappearance  of 
the  tumor.  An  equal  effect  is  produced  with  a 
gram  of  radium  four  inches  from  the  skin, 
distributed  at  various  points  over  the  tumor 
for  about  24  hours.  It  is  not  advisable  to  give 
more  than  1500  miliicurie  hours  inside  the 
uterus. 

For  intra-uterine  treatment  a  small  glass 
bulb  is  set  in  the  end  of  a  short  metal  tube 
which  is  thick  enough  to  screen  off  all  but  the 
gamma  rays.  This  is  then  screwed  to  the  end 
of  an  ordinary  uterine  sound  and  covered  by 
a  rubber  cot.  Then  either  with  or  without 
anesthesia  the  cervix  is  dilated  and  the  sound 
is  introduced  to  the  fundus.  These  applicators 
remain  not  longer  than  a  half  hour  in  each  spot. 

In  external  treatment  from  4  to  5  grams  of 
radirun  are  used,  and  the  entire  treatment  is 
given  in  from  five  to  six  hours. 

Sgobbo,  F.  p.  The  Action  of  A"-rays  in  the 
Formation  of  Bone  Callus.  (Riforma.  med., 
Napoli,  1918,  Vol.  XXXIV,  p.  282, 
Surg.,  Gynec.  &-  Obst.,  Vol.  XXVII,  No.  4.) 

The  author  gives  the  details  of  eight  experi- 
mental studies  to  note  the  effects  of  roentgen- 
rays  in  the  healing  of  fractured  limbs  of  dogs. 

The  only  work  along  this  line  which  the 
author  is  able  to  trace  is  that  of  Cluzet  and 
Dubreuil,  who,  in  191 3,  found  by  experiments 
on  dogs  that  strong  roentgen-ray  irradiation 
made  before  and  after  fracture  notably  re- 
tarded the  formation  of  callus  and  consolida- 
tion of  the  fracture.  Sgobbo 's  researches  have 
in  every  way  confirmed  these  findings;  while 
with  single  dose  alone  Cluzet  and  Dubreuil 
saw  a  retardation  in  the  consolidation  and 
formation  of  callus,  Sgobbo  by  using  minimum 
varying  doses  obtained,  according  to  the 
dosage,  retardation,  limitation  in  the  develop- 
ment, or  even  absence  of  callus.  Even  a  single 
minimum  dosage  has  effected  retardation.  The 
question  as  to  whether  the  dosage  of  roentgcn- 
rays  used  in  practice  for  roentgenoscopic  or 
roentgenographic    research     gives    a    similar 


Translations  and  Abstracts 


603 


I 


result  is  now  being  investigated  by  Sgobbo; 
also  the  manner  in  which  the  harmful  action  of 
.T-ray  exerted  on  the  various  elements  concerned 
in  the  formation  of  callus. 

Twenty-two  illustrative  figures  accompany 
the  article. 

EiSEXDRATH,  Daniel  X.,  A.B.,  F.A.C.S., 
Chicago.  The  Diagnosis  of  Ureteral  Cal- 
culi. (Surg.,  Gxnec.  c^  Obst.,  Vol.  XXVII, 
No.  5.) 

The  chief  object  of  this  paper  is  a  plea  for 
the  more  frequent  use  of  the  roentgen  ray. 
He  speaks  especially  of  the  value  of  stereo- 
scopic plates  and  also  emphasizes  the  use  of  the 
opaque  catheter  and  pyelography.  He  dis- 
cusses what  he  terms  intensification  of  sus- 
picious shadows.  The  scheme  was  first  sug- 
gested by  Kuemmel.  If  a  very  faint  shadow  is 
found  upon  the  plate,  Kuemmel  advised  injec- 
tion of  material  opaque  to  the  roentgen  ray 
in  the  region  indicated  by  the  shadow,  so  that 
if  there  is  a  uric  acid  stone,  some  of  the  opaque 
material  will  adhere  to  its  surface.  A  plate 
is  then  made,  when  the  shadow  wUl  be  found 
more  intense. 

OcHSXER,  A.  J.,  M.D.,  F.A.C.S.  The  Practical 
\^alue  of  Electric  Light  in  the  Treatment 
of  Infections.  (Surg.,  Gynec.  <s°  Obst.,  No- 
vember, 191S,  Vol.  XXVII,  Xo.  5.) 

Dr.  Ochsner  relates  his  personal  experience 
as  follows: 

"Four  years  ago,  I  suftered  from  a  violent 
infection  of  my  elbow  and  it  became  necessary 
to  expose  the  ulnar  nerv^e  when  the  abscess 
was  laid  open.  This  gave  rise  to  intense  neu- 
ralgic pains  which  continued  for  many  days 
without  cessation,  notwithstanding  the  use  of 
wet  and  dry  heat.  At  the  suggestion  of  Dr. 
Saurenhaus,  I  applied  an  electric  light  appara- 
tus. "Within  an  hour  the  pain  disappeared,  and 
did  not  return.  ]\Iy  natural  skepticism  regard- 
ing the  effect  of  all  therapeutic  measures  led 
me  to  think  this  might  be  merely  a  coincidence, 
and  that  possibh'  the  pain  would  have  sub- 
sided at  this  time  even  if  we  had  not  employed 
the  electric  light. 

"During  the  past  four  years,  however,  I 
have  had  an  opportunity  to  test  this  method 
at  the  Augustana  Hospital  in  78  similar  cases 
of  infection  of  the  extremities.  Invariablv  the 


pain  promptly  disappeared.  Sixty-one  of  these 
cases  were  infections  of  the  upper  extremity, 
and  17  were  of  the  foot." 

Kretschmer,  Herman  L.,  M.D.,  F.A.C.S., 
Chicago.  A  Xew  Procedure  for  the  Lo- 
calization of  Ureteral  Stone.  {Surg.,  Gynec. 
&-  Obst.,  Vol.  XXVII,  Xo.  5.) 

This  consists  of  catheterization  of  the  ureter 
suspected  to  contain  stone  by  an  opaque 
catheter,  foUowed  by  roentgen  examination. 
Two  exposures  are  made  on  the  same  plate. 
If  the  suspected  shadow  is  a  stone,  it  retains 
its  relative  position  to  the  opaque  catheter. 
If  it  is  not  a  stone,  it  will  be  separated  from 
the  catheter. 

Kreuscher,  Philip  H.,  I\I.D.,  Chicago.  A 
Study  of  the  Development  of  the  Epiphy- 
sis. {Surg.,  Gynec.  is'  Obst.,  Vol.  XXVII, 
Xo.  5.) 

The  contention  is  made  that  much  useless 
surgery  is  done  before  ossification  of  the 
epiphysis.  The  author  does  not  mention 
the  importance  of  always  making  a  roentgen 
examination  of  the  unaffected  side  for  com- 
parison with  the  affected  one.  He  draws  the 
following  conclusions : 

(i)  That  a  thorough  knowledge  of  the  nor- 
mal structures  and  their  time  of  appearance 
is  necessar}^  in  order  to  treat  intelligently  the 
abnormal  conditions. 

(2)  That  fractures  of  the  epiphyseal  line 
should  be  recognized  early  and  reduced  com- 
pletely to  avoid  deformities. 

(3)  That  injuries  about  the  joints  in  the 
3^otmg  must  never  be  treated  lightly  or  in  a 
haphazard  manner. 

(4)  That  operative  injur>'  of  the  epiphyseal 
line  is  inexcusable  with  our  present  knowledge 
of  its  importance. 

Friend,  Emanuel,  M.D.,  F.A.C.S.,  Chicago. 
Subdiaphragmatic  or  Phrenic  Abscess. 
(Surg.,  Gynec.  6-  Obst.,  Vol.  XXVII,  No. 5.) 

The  author  attaches  much  importance  to 
the  roentgen  ray  findings  which  he  interprets 
as  follows: 

"Roentgen-ray  findings  are  those  usually 
of  an  uneven  level  of  the  diaphragm  on  both 
sides;  in  other  words,  a  marked  bulging  up- 
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ward  on  the  affected  side  with  an  acute  costo- 
phrenic  angle,  together  with  a  marked  shadow 
over  the  pus  accumulation,  and  a  shadow 
distinctly  less  between  the  accumulation  and 
the  diaphragm  caused  by  gas  when  the  causa- 
tive agent  is  the  colon  bacillus." 

Dr.  Daniel  N.  Eisendrath,  in  discussing  the 
paper,  says  that  in  75  per  cent  or  80  per  cent 
of  the  cases  all  of  the  methods  of  diagnosis 
are  supplanted  by  the  roentgen  plate  and 
fluoroscopic  examination. 

Weld,  E.  H.  The  Use  of  Sodium  Bromide  in 
Roentgenography.  (/.  Am.  M.  Ass.,  Vol. 
LXXI,  No.  14,  p.  nil.) 

The  writer  says  the  ideal  medium  should 
be  non-toxic,  non-irritating  and  easily  soluble 
in  urine,  one  that  is  easily  sterilized  and  that 
keeps  well  under  all  conditions  and  one  that  is 
easily  procurable  at  a  reasonable  cost. 

He  states  that  bromide  salts  are  not  as 
irritating  as  the  iodides  and  that  they  do  not 
act  like  foreign  bodies  as  the  silver  salts.  The 
sodium  bromide  apparently  smears  over  the 
surface  of  the  ureters,  the  minor  calices  of  the 
kidneys  and  small  saccules  of  an  inflammatory 
bladder  much  better  than  thorium.  He  prefers 
to  use  a  25  per  cent  solution  for  the  following 
reasons:  (i)  It  is  a  bland  solution  and  does  not 
damage  the  kidney.  (2)  It  casts  a  clear  shadow, 
outlining  the  entire  pelvis  and  ureter  as  well 
as,  if  not  better  than,  other  mediums  thus  far 
advocated.  (3)  It  is  less  irritating  to  the  pelvis 
and  vesical  mucosa  than  other  mediimis.  (4) 
It  is  the  least  expensive,  and  is  readily  procured. 
(5)  It  is  very  easily  prepared,  and  is  readily 
sterilized  by  boiling. 

Hernaman-Johnson,  F.  The  Value  of  X-rays 
in  the  Diagnosis  of  Abdominal  Disease. 
{Med.  Press.,  1918,  Vol.  CV,  p.  409.) 

The  author  states  that  the  roentgenologist 
should  not  be  judged  by  the  number  and  beauty 
of  his  plates,  nor  by  his  electrical  equipment, 
but  by  his  success  in  unraveling  the  diagnostic 


puzzles  sent  to  him  for  solution.  He  gives 
several  helpful  suggestions  in  diagnostic  pro- 
cedures, such  as  the  localization  of  a  renal 
stone  by  the  method  used  in  determining  the 
vertical  depth  of  bullets. 

In  the  opaque  meal  and  enema  he  suggests 
that  the  patient  be  examined  while  leading  his 
everyday  life  and  eating  his  ordinary  food, 
as  pathological  conditions  can  sometimes  be 
noted.  Previous  to  the  barium  meal  it  is  well 
for  the  patient  to  live  on  finely  divided  food 
for  a  day  or  two  to  avoid  undigested  lumps. 

He  sums  up  the  usefulness  of  the  roentgen- 
ray  along  the  following  lines: 

1.  Urinary  system.  Calculus  in  the  kidney, 
bladder  and  ureter.  Enlargements,  malfor- 
mations, alterations  in  the  position  of  the  kid- 
ney. 

2.  Alimentary  tract.  Disorders  of  function, 
ulcers  of  the  stomach  and  duodenum;  by  infer- 
ence in  early  stages,  by  direct  demonstration 
in  the  later.  New  growths  which  alter  the 
form  of  the  gastric  or  intestinal  shadow. 
Correlation  of  tender  spots  with  particular 
parts  of  the  tract,  e.g.,  the  appendix. 

3.  Liver  and  gall-bladder.  Alteration  of  the 
liver  outline  (with  or  without  inflation  of  the 
colon).  Demonstration  of  an  enlarged  gall- 
bladder. Demonstration  of  gall-stones  in  10  per 
cent  of  cases. 

4.  Genital  organs  in  the  female.  Malforma- 
tions in  the  uterus  have  been  shown  by  the 
injection  of  collargol,  but  the  scope  of  this  is 
limited.  By  the  demonstration  of  the  cecum 
and  appendix  indirect  information  is,  however, 
often  obtained.  In  certain  cases  of  doubtful 
pregnancy  assistance  may  be  obtained,  but 
only  at  a  somewhat  late  period.  Calcification 
of  myomata  may  be  detected. 

5.  Spleen.  This  organ  is  somewhat  neglect- 
ed by  modern  roentgenologists,  though  it  is 
mentioned  in  the  textbooks  of  fifteen  years 
ago.  The  normal  spleen  is  visible  in  children  and 
in  very  thin  adults.  Enlargements  can  often 
be  demonstrated.  The  existence  of  this  viscus 
should  not  be  forgotten  when  interpreting 
roentgen  plates  of  the  left  abdomen. 

C.  B.  HOLLINGS. 
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United  States  Army  A'-Ray  ]\Iaxual.  Pp. 
506.  2i9illus.  S4.00  Net.  Paul  B.  Hoeber, 
New  York. 

This  volume  is  the  official  army  manual, 
authorized  by  the  Surgeon-General,  and  pre- 
pared under  the  Di\nsion  of  Roentgenology-. 
It  is  the  successor  to  the  very  small  manual 
which  was  hurriedly  compiled  at  the  beginning 
of  the  war,  and  is  intended  to  be  a  guide  to 
the  roentgenologists  who  are  doing  the  x-ray 
work  in  the  militar}'  hospitals,  and  also  as  a 
textbook  for  instruction  in  military  roentgen- 
ology-. 

The  authors  do  not  pretend  that  it  is  a  com- 
plete treatise  on  roentgenology.  They  have 
aimed  to  present  only  the  facts  that  have  been 
established  by  experience  and  have  avoided 
all  controversial  points.  They  have  succeeded 
in  producing  a  textbook  which  is  above  all 
things  practical,  and  at  the  same  time  have  not 
sacrificed  anything  of  value. 

The  book  is  evidently  a  composite,  produced 
by  a  niunber  of  men.  One  who  is  familiar  ^^-ith 
the  various  idiosyncrasies  of  our  leading  roent- 
genologists can  easily  detect  their  hands  in 
many  of  the  sections.  This  adds  considerably 
to  the  interest  in  looking  the  voliune  through. 

The  first  chapter,  which  includes  nearly  one- 
quarter  of  the  entire  book,  is  entitled  "X-Ray 
Physics."  It  contains  not  only  what  is  ordinarily 
included  under  this  heading,  but  also  sections 
on  the  care  and  operation  of  the  various  types 
of  tubes,  transformers,  coils,  etc.,  hints  on  dark- 
room technique,  exposure-tables,  and  numerous 
points  in  practical  technical  roentgenolog^^ 
The  chapter  is  not  written  in  the  usual  dry 
didactic  fashion  found  in  the  average  text- 
book, but  it  is  evidently  w-ritten  vnth  the  ob- 
ject of  making  a  firm  impression  on  the  minds 
of  the  readers,  who  some  time  may  find  it 
necessary  to  be  practical  electricians  as  well 
as  physicians.  The  descriptions  are  inter- 
spersed with  definite  directions  for  operating, 
and  looking  for  trouble.  This  chapter  contains 
a  very  clear  description  of  the  Coolidge  tube, 
its  action,  control  and  peculiarities.  Also, 
there  is  a  description  of  the  new  form  of  smaU, 
self-rectifying  Coolidge  tube,  the  so-called 
"radiator"  type,  which  is  arranged  to  rectify 
its  own  current,  and  runs  at  a  small  current, 
^  to  10  Ma.  on  a  5-inch  spark  backup. 


In  a  chapter  on  "New  Apparatus"  are 
described  the  various  new  appliances  which 
have  been  developed  for  army  purposes.  The 
U.  S.  Army  Portable  X-Ray  Unit  consists  of 
a  portable  power  plant,  a  special  type  of  army 
table,  and  a  self-rectifying  radiator  type  of 
tube.  The  power  plant  is  a  "Delco"  outfit 
with  gasoline  engine.  The  U.  S.  Army  Bedside 
X-Ray  Unit  is  the  other  important  contribu- 
tion. This  unit  consists  of  a  combined  cabinet 
and  tube  stand,  a  radiator  type  of  Coolidge 
tube,  a  special  lead  glass  shield,  and  a  trans- 
former and  control  apparatus.  All  the  compli- 
cated apparatus  for  rectification  is  absent. 
The  transformer  is  designed  to  run  on  alter- 
nating ctirrent  of  any  ordinar}-  frequency, 
and  a  space  is  resented  in  the  bottom  of  the 
cabinet  for  a  rotary  converter,  where  only 
direct  current  is  available.  This  unit  has  been 
of  great  value  in  the  wards  of  the  army  hospi- 
tals. It  is  useful  for  both  bedside  radiography 
and  fluoroscopy.  The  bedside  unit  is  destined 
to  revolutionize  the  method  of  doing  portable 
.T-ra}-  work  in  ci\'ilian  life  after  the  war. 

The  chapters  which  follow  are  on  standard 
positions  in  radiography,  dangers  and  protec- 
tion, and  the  technique  of  fluoroscopy. 

The  chapter  on  "Localization ' "  is  the  clearest 
and  best  arranged  textbook  description  of 
the  ntmierous  methods  which  the  reviewer 
has  had  the  privilege  of  seeing.  The  manual 
aims  to  present  only  certain  standard  methods 
which  have  been  proven  of  value.  These  meth- 
ods are  grouped  under  six  heads: 

(A)  Two  wdre,  double  tube-shift  method. 

(B)  Parallax  method. 

(C)  Tube-shift    method    with    mechanical 

triangulation. 

(D)  Profundometer. 

(E)  Hirtz  compass  wdth  accessory  devices. 

(F)  Cannula  and  trocar  \^-ith  harpoon. 
The  first  three  groups  are  suitable  for  use  in 
the  evacuation  hospitals  where  most  of  the 
work  must  be  done  with  the  fluoroscope.  The 
last  three  are  the  methods  for  use  in  base 
hospitals.  Proper  accessories  have  been  pro- 
vided for  these  various  methods  in  the  regular 
army  outfit,  and  these  are  all  described  and 
illustrated. 

^Methods  of  fluoroscopic  assistance  during 
operations  are  also  described.  For  foreign 
bodies  in  the   eye,   the  method   of   Sweet   is 
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adopted,  and  his  localizer  apparatus  carefully 
described.  There  is  appended  a  very  valuable 
table  of  the  depth  of  anatomical  landmarks 
beneath  the  skin. 

The  chapter  on  "Bones  and  Joints"  is  very 
clear  and  comprehensive,  although  condensed. 
The  technique  for  various  difficult  exposures 
is  well  illustrated.  The  section  on  bone  tumors 
is  worthy  of  special  attention.  The  differen- 
tiation is  based  on  careful  study  of  four  "car- 
dinal points":  origin  of  the  tumor,  the  presence 
or  absence  of  bone  production,  the  condition 
of  the  cortex,  and  the  presence  or  absence  of 
invasion  of  the  neighboring  tissues.  The  use 
of  the  so-called  "law  of  probabilities"  as  an 
aid  in  bone  diagnosis  recalls  one  of  our  well- 
known  pioneer  roentgenologists. 

The  remainder  of  the  volume  is  devoted  to 
chapters  on  Sinuses  and  Mastoids,  Teeth  and 
Maxillee,  Thoracic  Viscera,  Urinary  Tract, 
Gastro-Intestinal  Tract,  Measurement  of  X- 
ray  Dosage,  and  Cutaneous  A^-ray  Therapy. 

All  these  chapters  attempt  to  cover  their 
entire  fields  fairly,  though  in  some  instances 
very  briefly. 

The  facts  regarding  examination  of  the 
"thoracic  viscera"  are  especially  well  pre- 
sented. The  attitude  towards  the  diagnosis 
of  early  pulmonary  tuberculosis  is  very  sane, 
yet  by  no  means  ultra-conservative. 

The  section  relating  to  cardiac  disease  is 
very  clear.  The  method  of  heart  measurement 
adopted  by  the  cardio-vascular  service  at  the 
Army  Medical  School  is  described,  and  in 
connection  with  this  are  printed  the  tables  of 
heart  measurements  compiled  by  Dr.  C.  R. 
Bardeen.  These  tables  form  a  valuable  supple- 
ment to  the  very  meager  information  that  has 
been  available  up  to  the  present  time  regarding 
cardiac  measurements  in  the  healthy. 

The  entire  book  is,  of  course,  primarily  a 
military  manual.  As  such  it  contains  many 
pages  of  directions  for  setting  up  apparatus, 
etc.,  which  would  be  of  service  only  with  the 
standard  army  outfits.  At  the  same  time, 
however,  we  have  an  elementary  textbook  of 


general  roentgenology  which,  from  the  practi- 
cal point  of  view,  is  one  of  the  best  and  clearest 
which  has  been  published  in  any  language. 
Practically  every  phase  of  the  work  is  touched 
upon,  and  the  essentials  clearly  brought  out. 

The  manual  will  prove  a  valuable  and 
dependable  guide  for  the  beginner  in  the  field, 
and,  at  the  same  time,  contains  much  of 
interest  and  profit  for  the  experienced  roent- 

'^     ■  Isaac  Gerber. 

History  of  Medicine.  Suggestions  for  Study 
and  Bibliographic  Data.  By  Fielding  H. 
Garrison,  A.B.,  M.D.,  Principal  Assistant 
Librarian,  Surgeon  General's  Office,  Wash- 
ington, D.  C.  Second  edition  revised  and 
enlarged.  Octavo  of  905  pages  with  many 
portraits.  W.  B.  Saunders  Company, 
Philadelphia  and  London,  191 7.  Cloth, 
$6 .  50  net ;  Half  Morocco,  $8 .  00  net. 

This  excellent  book,  which  now  appears  in 
its  second  revised  and  enlarged  edition,  shows 
evidence  of  an  enormous  amount  of  painstaking 
research  for  which  the  medical  profession  is 
greatly  indebted  to  the  distinguished  author. 
No  library  is  complete  without  this  work. 

It  is  with  some  disappointment,  however, 
that  the  roentgenologist  turns  through  the 
book  in  vain  for  any  particular  reference  to 
his  specialty.  Only  two  brief  references  occur, 
if  the  index  may  be  relied  upon ;  yet  the  .T-rays 
have  come  to  play  such  an  important  part  in 
the  field  of  medicine  of  to-day  that  it  does  seem 
as  if  a  brief  history  of  the  development  of 
roentgenology  should  properly  have  been  in- 
cluded. Of  course,  it  may  be  argued  that  the 
roentgenologist  is  overestimating  the  dignity 
of  his  specialty. 

The  importance  of  the  study  of  medical  his- 
tory is  becoming  more  and  more  recognized. 
The  publisher  of  our  own  journal  is  now  en- 
gaged in  a  new  venture.  The  Annals  of 
Medical  History,  edited  by  Dr.  Francis  R. 
Packard  of  Philadelphia. 
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